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Vol.  IX.— A3998. 


... 


TO  THE  READEE.  - 


In  my  Preface  to  the  first  part  of  this  series  of  “ Letters  and 
Documents  Deceived,  1649 — 1662,”  I mentioned  that  the  second 
would  also  contain  the  Instructions  left  here  for  Van  Eieheeck’s 
guidance  by  the  Commissioners  Ryokloff  van  Goens  and 
Joan  Cuneus,  and  most  likely  also  their  “ Reports  on  Cape 
Affairs,”  submitted  to  the  Board  of  Seventeen  and  the  Governor- 
General  and  Council  in  Batavia.  The  reader  will  find  that  I have 
kept  my  promise,  and  that  moreover  I have  added  to  the  Instruc- 
tions above  mentioned  those  of  Commissioner  Pieter  Sterthemius, 
dated  the  12th  March,  1660  ; and  to  the  Reports,  that  of  Com- 
missioner Andries  Frisius,  dated  the  11th  March,  1661;  and 
finally  the  “ Placcaten  ” or  Proclamations  issued  by  Commander 
Johan  van  Riebeeek  during  the  period  of  his  administration  here. 
Of  the  latter,  as  well  as  of  the  Instructions  and  Reports,  I have 
also  given  literal  copies  of  the  originals,  and  trust  that  the  whole 
will  be  found  interesting. 


Joint  Libeaey  of  Paeliament, 
30M  3Iai/,  1899, 


n.  C.  V.  Leibbrandt. 
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CAPE  OF  GOOD  HOPE. 


LETTERS  AND  DOCUMENTS  RECEIVED. 


1657—1662. 

No.  140. 

We  have  received  your  letter  of  the  20th-30th  September,  and 
also  that  of  31st  October  last.  Regarding  your  pressing  request 
to  be  provided  by  us  with  horses  for  agricultural  purposes,  be  sure 
that  we  very  much  wish  to  help  you,  but  as  we  stated  in  our 
former  letter  we  cannot  help  you  without  greatly  inconveniencing 
ourselves.  Be  therefore  patient  a little  longer,  until  the  Bantam 
War  is  over,  or  the  Mataram  ports  are  opened.  When  this 
happens,  we  shall  be  able  to  provide  you  with  a lot  of  horses.  It 
will  be  difficult  to  get  them  in  any  other  manner. 


We  would  have  liked  to  have  sent  you  some  Chinese  volunteers 
for  agricultural  purposes,  but  all  were  unwilling  and  could  not  be 
persuaded  to  go.  We  might  carry  out  your  suggestion  to  send 
you  the  insolvents  working  in  chains  here,  but  as  they  are  for 
the  most  part  indebted  to  private  parties  at  Batavia,  the  latter 
would  object  strongly  against  their  removal  to  the  Cape.  Besides 
the  difficulty  will  arise,  that  if  other  Chinese  debtors  who  are  at 
large  are  informed  that  their  comrades  have  been  sent  into  exile, 
they  will,  fearing  that  the  same  thing  will  happen  to  themselves, 
certainly  run  away  to  Bantam.  This  would  cause  serious  loss  to 
the  Company  and  the  public.  The  chain  gang  indebted  to  the 
Company  is  very  small,  and  it  would  not  be  worth  while  for  such 


CABO  DE  BONA  ESPERANOE. 


INCOMENDE  BRIEPFEN— &c». 


1657—1662. 

No.  140. 

....  UE.  brieven  in  dato  23“,  28™  ende  30™  Septemb : mits 

gaders  30™  Octob  : jongstleden bebben  d’een  na  den  ander 

wel  ontfangen  ende  daeruijt  vernomen  UE.  iterative  gedane 
instantien  omme  van  bier  met  eenige  paerden  tot  bevorderinge 
van  den  lantbouw  te  werden  versien.  UE.  boude  sigb  verseeckert 
dat  wij  immers  soo  goede  genegentbeijt  bebben  om  Ed.  daermede 
te  accommoderen  als  UE.  welwenst  daervante  mogen  gerieft  sijn, 
maer  dewijle  albier  om  redenen  in  onsen  vorigen  aengetogen 
egeene  connen  missen  off  ten  waeren  ons  selven  in  groote  verle- 
gentbeijt  wilden  stellen,  soo  sal  UE.  bierinne  tot  den  naesten 
patientie  moeten  nemen,  ende  met  ons  bet  uijteijnde  van  den 
Bantbamsen  oorlogb  dienen  aff  te  wacbten,  off  ten  waere  onder 
tusscben  de  Mataramse  bavens  moobten  ontslooten  werden, 
wanneer  wij  wel  kans  souden  sien  om  quantiteijt  paerden  van 
daer  te  crijgen,  (buijten  ’t  welcke  daer  aen  beswaerl : te  geraecken 
wesen  sal.) 

Wij  baddcn  UE.  gaerne  eenige  vrijwilKge  Cbinesen  om  tot  de 
culture  der  landen  Costij  te  gebruijcken,  toegesonden,  doeb 
bebben  deselve  gants  ongenegen  gevonden,  en  dien  volgens  niet 
bewegen  connen  om  derwaerts  te  gaen.  Wat  aenbelangbt  UE. 
gedanen  voorslagb  van  de  insolventen  die  albier  in  de  kettingb 
gaen,  na  ginder  te  scbioken,  souden  wel  connen  gescbieden 
ingevalle  de  meeste  part  aen  particuliere  luijden  albier  op  Batavia 
niet  scbuldigb  en  waren,  die  tot  bet  versenden  na  de  Caep  seer 
qualijck  te  desponeren  zijn ; oock  is  dese  swarigbeijt  bierinne 
gelegen  dat  wanneer  and  ere  Cbinese  debit eurs  die  vrij  ende  liber 
gaen,  quaemen  te  vernemen  men  bunne  mackers  in  ballingscbap 
vervoerde,  sij  wellicbt  terstont  uijt  vreese  van  den  selven  wegb  te 
sullen  gaen,  de  vlucbt  naer  Bantbam  souden  nemen,  daer  d’E. 
Comp®  ende  gemeente  albier  dan  groote  scbaede  bij  souw  comen 
te  bjden,  wesende  bet  getal  kettingb  gangers  die  aen  d'E.  Comp® 
debet  staen  soo  kleen  dat  bet  niet  de  pijne  waert  is  daeromme 
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lo57. 
31st  Jan. 


1657. 

31st  March. 


a few  to  create  a commotion  among  the  Chinese.  Besides  it  is 
probable  that  debtors  would  more  conveniently  pay  whilst  kept 
here  than  if  they  are  sent  to  the  Cape.  Often  they  succeed  in 
getting  a friend  ready  to  stand  surety  for  their  debts.  You  will 
therefore  observe  that  it  would  be  very  injudicious  to  send  any 
Chinese  to  the  Cape  against  their  inclination,  so  that  you  need  not 
depend  upon  them  for  help. 


This  will  be  brought  to  you  by  the  Hon.  Volckers  Westerwoldt, 
commanding  the  Henriette  Louise,  &c. 

As  the  preceding  ships  have  taken  almost  everything  contained 
in  your  requisition,  you  now  only  receive  40  pieces  of  plate 
copper  brought  on  by  the  Far  el,  and  forgotten  to  be  landed  at  the 
Cape. 


The  Nachtglas  has  to  our  surprise  not  yet  arrived.  We  fear 
some  accident  has  happened  to  her ; God  knows  what  it  may  be  ; 
may  Ho  bring  her  over  safely. 


No.  141. 

This  will  be  brought  by  the  OUj>hant,  Rasselt  and  Maria — • 
the  two  latter  destined  for  the  slave  trade  on  the  coast  of  Guinea 
and  Angola,  as  the  instruetions  to  the  skippers  will  show,  and 
which  they  may  only  open  after  arrival  at  the  Cape.  From  them 
you  will  observe  in  what  way  we  intend  to  commence  the  traffic  ; 
the  Chamber  of  17  will  meet  on  the  9th  April  in  Middelburg,  and 
decide  upon  what  is  to  be  done  with  the  two  vessels  after  their 
return  to  the  Cape  from  the  coast  of  Guhiea  and  Angola ; they 
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eenige  commotie  onder  de  Chinesen  te  maecken  (oock  is  ’t 
apparenter  dat  se  hier  blijvende,  eer  sullen  betalen  dan  of  se  na 
de  Caep  gesonden  wierden  vermits  nocb  somwijlen  imant  weten 
uijt  te  vinden  die  borge  blijven  en  voor  haore  schulden  eeniger 
maten  oaveeren  wil.  Invoegen  TIE.  uijt  de  verhaelde  omstan- 
dicbeden  genoucb  afmeten  cunt,  gants  ongeraden  is  eenigo 
Chinesen  tegens  wil  en  danck  na  ginder  te  versenden,  sulcx  UE. 
dan  involge  daer  op  weijnigh  staet  om  die  te  krijgen  maecken 
moogt. 

Desen  staet  UE.  onder  Godes  geleijde  ende  bet  commando  van 
den  E.  Yolckers  Westerwoldt  toe  te  comen,  met  de  re  tour  scbepen 
Henri ette  Louijse,  &c 

Ende  nadien  met  de  vooraffgegaene  ses  scbepen  UEd.  petitie 
voor  soo  veel  ons  mogel ; is  geweest  te  bestellen,  reets  voldaen  sij, 
soo  en  becompt  UEd.  jegenwoordicb  niet  anders  als  40  stx  koopere 
vaesen  door  ’t  schip  de  Parel  bier  aengebragt  ende  versuijmpt 
sijn  aen  de  Caep  over  te  geven,  die  UE.  van  de  opperboofEden  der 
scbepen  Arnhem  ende  Honingen  vorderen  cundt. 

Tot  onse  groote  verwonderinge  is  bet  gal  jot  Nacbtglas  van 
Madagascar  albier  nocb  niet  verscbenen  doende  desselffs  tardanoe 
ons  presumeren  (op  de  reijs)  eenigh  ongeluck  aengetroffen  beefft, 
alsoo  anders  hier  al  langb  beboorde  geweest  te  zijn.  Wat  bier 
van  eigentl : sij  is  den  Almogende  bekent  die  wij  boopen  willen 
’t  selve  nocb  te  recbt  brengen,  ende  bebouden  laten  paresseren  sal. 

Batavia,  31  Jan  : 1656.  Get : door  den  Gov  : Gen  : ende 

Eaden  van  Indien. 


No.  141. 

Dese  staet  te  volgen  met  bet  scbip  den  Olipbant,  mits- 

gaders  bet  jacbt  Hasselt  bij  ons  nieuw  aeugetimmert,  en  bet 
jacbtije  Maria  genaempt  bij  ons  jongbst  ingecocbt,  beijde  gedes- 
tineert  tot  den  slaven  bandel  op  de  custen  van  Guinea  en  Angola 
volgens  de  instructie  die  wij  d’  opperbooffden  derselver  geslooten 
ter  banden  gestelt  bebben,  omme  aen  de  Caep  gecomen  sijnde, 
eerst  bij  baer  geopent  te  worden.  De  copije  daervan  gaet  hier- 
inne  geslooten  en  waerbij  Ul.  sullen  cunnen  sien,  boe  en  op  wat 
wijse  wij  goetgevonden  bebben  dien  bandel  aen  te  leggen  daer 
nae  sij  baer  sullen  bebben  te  reguleren.  Ter  naester  vergaderingb 
van  de  Seventbiene  die  op  den  9™  April  toecomende  tot  Middel- 
burgb  in  Zeelandt  beschreven  is  sal  op  bet  verder  emploij  van 
beijde  de  voorscbreve  jacbten,  te  weten  na  dat  se  baere  voorsz : 
reijse  op  de  custe  van  Guinea  en  Angola  sullen  bebben  volbracbt 


1657. 
31en  Jan. 


1657. 

31en  Maert. 
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1667.  have  a larger  crew  than  usual ; the  surplus  number  is  to  he  sent  to 
31st  March.  Batavia  from  the  Cape.  Sixty  or  seventy  men  may  remain  in  the 
Hasselt,  and  a proportionate  number  in  the  Maria.  The  invoice 
will  show  you  what  goods  we  have  selected  for  the  trade. 

That  you  may  not  be  at  a loss  what  to  do  when  such  a large 
\j  number  of  slaves  is  suddenly  brought  to  you  from  the  West  Coast 
we  have  provided  you  with  sufficient  victuals  shipped  in  the  two 
yachts.  You  are  to  land  the  whole  consignment  and  take  good 
care  of  it ; also  the  goods  mentioned  further  in  the  invoice. 


As  a large  number  of  casks  will  he  required  to  carry  water  for 
the  slaves,  we  did  not  like  to  send  you  any  empty,  but  filled  them 
with  flour  and  barley.  You  are  to  empty  them  and  take  good 
care  of  the  flour  and  barley.  The  vessels  are  to  take  the  empty 
casks  with  them,  unless  you  can  obtain  so  many  from  the  ships 
that  these  new  ones  may  be  excused,  in  that  case  they  are  to  be 
sent  to  Batavia. 


The  Seventeen  will  decide  whether  the  ships  will  be  permanently 
employed  in  the  slave  trade.  As  much  of  the  goods  required  for 
^ traffic  comes  from  India,  we  have  written  to  the  India  Council  to 
make  up  a fresh  cargo  for  the  slave  trade  consisting  of  articles 
only  obtainable  there,  and  to  send  the  lot  to  you  for  use  in  case 
the  traffic  is  continued,  and  to  be  forwarded  to  Holland,  if  not. 
You  are  to  order  from  India  some  clothing  for  the  slaves ; from  us 
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en  bij  Ul.  geretourneert,  werden  gedelibereert  en  geresolveert  dat 
Ul.  met  de  volgende  schepen  sal  werden  aangeschreven.  Wij  si.nMaert. 
bebben  de  voorsz : jaohten  met  meer  als  ordinaris  volcq  gemant 
om  op  haer  arrivement  aen  de  Caep  bet  overige  volcq  baer  affge- 
nomen  ende  mette  eerste  van  daer  vertreckende  scbepen  nae 
Batavia  voortgesonden  te  worden,  latende  daerop  verblijven 
soodanigb  aental  als  Ul,  nevens  d’  opperbooffden  derselver  sullen 
oordeelen  van  node  te  wesen  tot  uijtvoeringe  van  onse  voorge- 
nomene  desseijnen  in  de  gemelte  instructie  breeder  geexpresseert. 

Ons  project  sonde  wesen  sestiob  a seven tigh  coppen  voor  bet 
grootste  jaebt,  bet  cleijne  can  naer  advenant  en  eijscb  van 
saecken  gemant  worden,  Wat  goederen  wij  totten  voorscbreven 
slaven  bandel  bebben  gedestineert  sal  de  nevensgaende  factura 
uijtwijsen  waertoe  wij  ons  gedragen.  En  om  Ul,  bij  aencom- 
pste  van  soo  gvooten  aantal  menscben,  als  wij  verboopen  en  staet 
maken  dat  Ul.  Godt  de  voorste,  mette  voorscbreve  jacbten  van 
Guinea  ende  Angola  sal  toegebracbt  worden  niet  verlegen  te  doen 
vallen,  bebben  wij  Ul,  mette  voors,  jacbten  vaii  genoecbsame 
eetwaren  daertegenswillen  voorsien  dieUl,  daeruijt  sullen  lessen  en 
tot  derselver  wedercompste  wel  bewaren,  Gelijek  Ul,  mede  sullen 
bebben  naer  baer  te  nemen  de  vordere  goederen  op  de  voorscbreve 
facture  aen  Ul,  gaende  geeonsigneert 

Ende  alsoo  totten  overvoer  van  de  voorscbreve  slaven  veel 
water  en  daer  toe  een  groot  getal  leggers  van  node  is,  bebben 
wij  om  deselve  Ul,  niet  ledigb  toetesenden  die  met  meel  en 
en  gort  gevult.  Ul,  sullen  deselve  bebben  ledicb  te  maken,  en 
’t  voorsz  : gort  en  meel  wel  te  bergen  en  de  leggers  ten  eijnde  als 
vooren  baer  weder  mede  te  geven  ten  ware  Ul : uit  andere  scbepen 
sooveel  leggers  badden  off  wisten  te  becomen  dat  Ul,  dese  nieuwe 
daervan  konde  excuseren,  in  welcken  gevalle  Ul.  deselve  bij 
gelegentbei j t naer  Batavia  connen  voortsenden. 

Soo  als  biervoren  geseijt  is,  sal  op  bet  verder  emploij  van  de 
voorscbreve  jacbten  ter  naester  vergaderinghe  van  de  Heeren 
Seventbiene  verder  geresolveert  dan  ofi  saecke  waer,  dat  geoor- 
deelt  wierd  nae  voltreckinge  van  de  voorscbreve  vojagie  de  saecke 
te  meriteren,  om  die  weder  te  doen  bervatten  ofte  continueeren, 
en  dat  onder  de  voorsz : waeren  tot  den  voorsz  : bandel  bier  te 
lande  ingecocbt,  veele  sijn  die  uit  Indien  bier  moeten  gebracbt 
worden,  bebben  wij  den  Gouverneur-Generael  en  Baden  van 
Indien  neSens  desen  aengescbreven  dat  baer  E.  een  nieuw 
cargasoen  tot  den  voorsz : slavenbandel,  verstaende  van  waren  die 
daer  vallen,  willen  formeeren,  en ’t  selve  mette  eerste  van  daer 
vertreckende  retour  vloote  G1 : toesenden  om  bij  bervattingb  van 
den  gemelten  bandel  daertoe  geemploijeert  andersints  bij  statatie 
van  dien  door  Ul : ons  berwaerts  aengesonden  te  worden,  daer 
bet  ten  proffijte  mede  sal  cunnen  werden  gebeneficeert ; Ul : 
sullen  uijt  Indien  mede  dienen  te  ontbieden ’t  geene  tot  cleedinge 
yoor  de  slaven  van  noode  wesen  sal,  van  bier  wort  Ul:  partije 
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1C^7.  you  receive  some  coarse  cloth  to  protect  them  against  the  cold, 
31st  March.  Eighty  or  a hundred  slaves^  may  be  kept  by  you  at  the  Cape,  the 
rest  are  to  be  sent  to  Batavia  with  the  various  ships  after  having 
been  thoroughly  refreshed  at  the  fort.  The  best  and  strongest 
are  to  be  sent,  the  weak  ones,  should  there  be  any,  you  are  to  keep 
back  for  yourselves. 


You  are  to  treat  the  slaves  well  and  kindly,  to  make  them  the 
better  accustomed  to,  and  well  disposed  towards  us ; they  are  to  be 
taught  all  kinds  of  trades,  that  in  course  of  time  the  advantage  of 
such  instruction  may  be  beneficial  to  yourselves,  and  a large 
number  of  Europeans  excused.  They  are  also  to  be  taught 
agriculture,  as  it  would  be  too  great  an  expense  to  feed  such  a lot 
of  people  from  Holland  or  India.  You  are  therefore  to  arrange 
things  so,  that  you  have  a large  quantity  of  grain  on  hand  when 
the^  slaves  arrive,  in  order  to  feed  them  and  to  save  the  provisions 
which  we  have  sent  you  and  which  you  are  to  forward  to  India. 

We  again  urge  you  to  promote  agriculture  and  to  buy  and 
breed  cattle.  On  board  many  will  be  found  well  versed  in  farm 
work  ; such  men  you  may  take  out  of  the  ships.  When  the  yachts 
arrive,  Eiebeeck  shall  he  President  of  the  United  Council ; nothing 
shall  be  done  without  its  advice.  The  yachts  are  to  be  despatched 
as  soon  as  possible. 


The  Zealand  Chamber  has  undertaken  to  provide  you  with 
donkeys.  On  board  the  Olipliant  you  will  find  the  cadet  Jacob  M. 
iirouwer,  a trained  apothecary  and  druggist ; you  may  detain  him 
or  a while,  that  he  may  find  out  whether  any  herbs  or  drugs 
are  to  be  found  there  fit  for  medicine.  § 
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groff  ofP  pij  laeoken  toegesonden  om  tegens  de  coude  voor  haer  te 
cunnen  dienen.  Van  ’t  getal  dat  U1 : door  de  voorschreve  jaohten 
staet  toegebracht  te  worden  bebben  wij  gemeent  dat  taohtieb  tl 
hondert  bij  U1 : daer  affgehouden  ende  de  reste  naedat  se  wel  en  ter 
degen  eenigen  tijt  aldaer  ververscbt  sullen  hebben  mette  vertrec- 
kende  scbepen  naer  Batavia  en  over  d’selve  verdeelt  voortgesonden 
sullen  werden,  verstaende  de  beste  en  kloeckste  slacb,  d’  impotenten 
oock  sooder  eenige  onder  souden  mogen  onderloopen,  die  wij 
nocbthans  hebben  g’ordonneert  in  den  incoop  te  excuseeren,  sullen 
TIE.  daer  bebben  aen  te  houden. 

De  slaven  sullen  U1 : wel  bebben  te  tracteren,  ende  minsaem 
beijegenen  om  baer  des  te  beter  te  doen  gewennen  en  daerdoor 
aen  ons  te  verbinden,  oook  wijders  daerop  te  letlen  en  die  ordre 
te  stellen  dat  deselve  mede  alderbande  ambacbten  werden  geleert, 
om  metter  tijt  daervan  dienst  te  cunnen  trecken,  en  soo  veel  te 
meer  van  onse  natie  te  excuseeren  ; insonderbeijt  sullen  se  mede 
op  den  lantbouw  dienen  gestileert  te  worden,  want  om  soodanigen 
aental  volex  van  bier  off  uijt  Indien  successivelijck  te  spijsigen, 
soude  de  Comp®  te  lasticb  vallen,  sulex  sullen  U1 : op  den  ontfanck 
deses  bet  aentstonts  daerop  bebben  aen  te  leggen  datter  tegens  de 
aencompste  van  de  voomoemde  slaven  sooveel  coorn  en  granen 
bij  U1 : aldaer  gewonnen  en  in  voorraet  souden  mog-en  wesen 
datse  daeruijt  cunnen  worden  gespijsigt,  en  sulex  ’t  gene  wij 
U1 : bij  ontstentenisse  van  ’t  selve  neffens  desen  toesenden 
geexcuseert,  ende  de  sobepm  nae  Indien  gaende  mede  gegeven 
mits  welcken  U1 : de  voortsettinge  van  Lantbouw  nocb 
maels  op  ’t  booebste  wert  gerecommandeert  en  aenbevolen, 
soo  oock  gedaen  wort  den  aencoop  ende  voortteeling  van 
’t  bestiael.  Op  de  scbepen  hebben  wij  verscbeijde  aengeno- 
men  die  baer  op  boere  werck  verstaen,  daeruijt  Ul:  baer  gerieff 
sullen  cunnen  nemen.  Op  ’t  arrivement  van  de  voorschreve 
jaobten  in  saken  de  voorschreven  voijagie  en  handel  concernerende, 
en  de  welcke  eenige  deliberatie  sullen  vereijsseben  sal  den  Oom- 
mandeur  Eiebeeok  in  den  Raedt  presideren  en  deselve  wijders 
bestaen  uijt  den  Breden  Eaedt  van  de  voorschreven  jaebten, 
mitsgaders  den  Eaedt  van  ’t  fort,  verstaende  dat  sender  derselver 
deliberatie  niet  gedaen  nocb  verrigt  sal  worden,  ten  eijnde  alles 
met  orde  en  goet  overlegb  gesebiede.  Ul:  sullen  bebben  ordre  te 
stellen  dat  d’  voorschreven  jaebten  nae  baer  aencompste  aldaer 
voort  soo  baest  doenl:  werden  gedespeebeert,  en  op  haer  geordon- 
neerde  reijse  affgesonden. 

De  Gamer  van  Zeelandt  heeft  aengenomen  met  haer  sebip  de 
Provintien  Ul:  van  eenige  esels  te  voorsien 

Met  bet  schip  den  Olipbant  gaet  voor  adelborst  over  eenen 
Jacob  Marsz:  Brouwer  die  voor  een  expert  apotbecaris  wert 
gebouden,  en  op  de  droguen  wel  is  verstaende  ; Ul:  cunnen  hem 
daer  wat  opbouden  omme  te  sien  off  daer  niet  eenige  cruij  den  en 
drogues  en  vallen,  die  voor  de  gesontbeijt  als  anders  souden 
cunnen  dienen  en  gebruijekt  worden. 


1857. 

3len  Maert. 
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1667. 

31st  March^ 


1667. 

11th  April. 


With  the  'Rilcermm  in  October,  1656,  we  sent  you  a box  of 
medicines  marked  No.  5 and  valued  at  £709.12. 12,  but  it  was  not 
placed  in  the  invoice,  and  as  it  may  have  gone  on  to  India,  we 
have  sent  you  another  in  the  Hasselt ; should  both  turn  up,  you 
may  send  one  to  India. 


P.S. — The  steward  of  the  Maria,  viz.,  Jan  Jansen  of  Embden 
knows  a good  deal  about  civet  eats  ; you  may  employ  him  for  the 
purpose  at  the  Cape,  and  as  the  best  civets  are  found  on  the 
coast  of  Guinea,  you  might  obtain  a few  at  that  place  to  see 
whether  they  will  breed  with  those  at  the  Cape,  and  any  profit  may 
be  drawn  from  these  animals. 


No.  142. 

Amsterdam  sends  you  the  Hasselt  and  Maria  to  be  used  as 
slavers  on  the  coast  of  Guinea  and  Angola  as  its  letter  of  31st 
March  has  fully  told  you.  80  or  100  slaves,  male  and  female,  are 
destined  for  yourselves,  that  is,  the  worst  of  the  lot,  the  sick  and 
weak,  should  there  be  such  among  them ; the  rest,  after  having 
been  thoroughly  refreshed,  are  to  be  sent  on  to  Batavia  as  oppor- 
tunities arise,  &c.,  as  soon  as  you  have  a sufficient  number  of  slaves, 
your  garrison  is  to  be  diminished  to  less  than  70  or  80  men.  As 
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Yoor  desen  hebben  wij  Ul:  met  de  Fluijt  Hilversum  den  19 
Oot:  des  voorl:  jaers  1656  uijtgeloopen,,  toegesonden  een  kist  met 
medicamenten  getekent  No.  5 ter  somma  van  /709,  12.  12  sender 
dat  deselve  in  de  factura  gebraebt  is  geweest,  en  alsoo  bet  mitsdien 
sonde  cunnen  wesen  dat  deselve  naer  Indien  voortgeraeokt  is, 
bebben  wij  een  nieuwe  kist  toegestelt  ende  ’t  selve  in  ’t  jaebt 
Hasselt  gedaen  om  TJl:  buijten  verlegentbeijt  te  bouden,  doob  soo 
de  eerste  kist  bij  Ul:  ontfangen  is,  cunt  dese  na  Indien  voort 

laeten  gaen 

{Post  Scriptum.)  Met  bet  jagtge  Maria  gaet  voor  Bottelier  Jan 
Jansen  van  Embden,  sijnde  een  persoon  die  bem  op  de  Cbevet 
Catten  is  verstaende.  Ul:  cunnen  sien  ofP  bem  aen  de  Caep  ten 
eijnde  voorsz:  gebruijeken,  en  tot  dien  eijnde  bem  van ’t  voorsz: 
jaebtgen  afinemen  en  alsoo  op  de  oust  van  Q-uinea  wel  de  beste 
civet  catten  vallen,  souden  wij  niet  vreemt  daervan  wesen  dat 
Ul:  een  a twee  stucx  daer  van  daen  lieten  comen  en  aen  de  Caep 
aenbielden,  om  te  sien  off  d’  andere  die  aldaer  vallen  ben  daernae 
souden  kunnen  gewennen  en  oock  dat  voordeel  dat  d’  andre 
geven  daervan  getrocken  worden. 


Amsterdam,  31  Maert  1657.  Get:  door  de  Bewintbebbers 

ter  Gamer  Amsterdam. 


No.  142. 

....  Door  de  Gamer  Amsterdam  worden  geequipeert  en  Ul. 
toegesonden  twee  jaebten,  bet  grootste  genaemt  Hasselt  en  bet 
cleijne  Maria,  op  den  slaven  bandel  na  de  oust  van  Guinea 
en  Angola  gebruijekt  te  worden  soo  ende  gelijek  Ul:  door 
de  gemelte  Gamer  van  Amsterdam  bij  bare  missive  van  den 
3U“  Maert  lestleden  in  ’t  breden  aengesz:  is,  waertoe  wij  ons 
genomen  lectuijre  bij  desen  om  cortbeijts  wille  gedragen,  Tacbticb 
a bondert  slaven,  de  slavinne  daeronder  gereeokent  worden  daer- 
bij  voor  Ul : gedestineert  die  Ul : mits  dien  bij  retour  van  de 
voorsz  : jaebten  aau  de  Gaep  van ’t  getal  bij  deselve  Godt  de 
voorste  mede  te  brengen  sullen  bebben  aff  te  bouden  verstaende 
de  slecbte  soorten  mitsgaders  de  sleeken  en  impotenten  soo  der 
eenige  soude  mogen  onderloopen  en  de  reste  nadat  se  baer  wel 
ter  degen  sullen  bebben  ver verst  bij  de  eerste  gelegentbeijt  met 
verscbeijde  sebepen  en  over  deselve  verdeelt  voort  nae  Batavia  te 
senden  soo  baest  Ul : van  de  voorsz  : slaven  tot  Ul : gebruijeke 
en  gerioff  sullen  wesen  voorsien,  soo  verstaen  wij  dat  Ul : ’t  werck 
aldaer  sullen  kunnen  en  oock  moeten  gaende  bouden  met  70  a 80 


1657. 

31en  Maert. 


1657. 

lien  April. 
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1657. 

11th  April, 


the  seal  fishery  has  been  suspended,  less  men  are  required  You 
must  economise,  otherwise  the  expense  will  be  too  heavy;  what  the 

are  t^hTp^T^rf " any  profits,  therefore  III  expenses 
whenever  possible.  Before  we  further  decide 

tlm  fT  from 

the  Cape,  we  shall  await  your  letter  per  return 

^et,  that  we  may  know  what  success  the  Tulp  has  had  at 

ao-ain^^'^Th'’  if  would  be  advisable  to  send  her  thither 

hfw'otT^  f«^  purpose,  she 

eing  of  the  size  and  armament  as  often  requested  by  yom  Should 

however  the  two  vessels  seize  any  prizes  near  Angola^nd  rZm 
Without  proceeding  to  Arder  and  also  before  you  have 
received  our  letters  per  the  autumn  ships,  we  would  wish  you  to 
let  them  repeat  the  voyage  with  the  cargoes  which  they  have  on 

will  allow  , thence  they  are  to  proceed  to  Arder  for  slaves  and  to 
anchor  there  according  to  instructions  given  them. 


_ We  see  that  you  placed  25  men  on  board  the  Tula  includinp-  n 
junior  merchant  and  assistant.  Fifteen  or  sixteen  ^at  flip  f 
would  have  been  enough,  and  no  IStant  was“ 

Xvv  tr  “ “<1  "ottoSder  JbZ 

Tn  lS  orfh  much  they  are  rMuled 

merchant,  yon  will  h"eTo1^^^^ 

rest.  ^ P with  the 
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coppeu  uijterl : jae,  liever  noch  minder  soo  ’t  gevoechl ; soude 
willen  vallen.  Nu  wij  ons  aen  de  Robbevellen  soo  weijnigb  laet 
gelegen  sijn  sal  der  te  meerder  volcq  kunnen  werden  geinist,  wij 
moeten ’t  daer  op  de  mesnagie  aanleggen,  d’  onoosten  lopen  ons 
anders  te  boogh,  ’t  gene  die  residentie  uij  tie  vert,  kan  noob  niet 
bescbieten  oft  ons  ergens  in  ’t  goede  comen,  sulcx  moet  alles  soo 
veel  besnoeijt  off  ingetrocken  worden  als  met  gevoecbelijckbeijt 
sal  ounnen  geschieden,  allvoren  op  ’t  verder  emploij  van  de 
voorsz : jacbt  na  gedanei  reijse  op  de  oust  van  Guinea  en  Angola 
sulcx  op  baer  retour  van  de  Caep  resolveren,  sullen  wij  Ul; 
advijsen  mette  naeste  retour  vloot  affwacbten  om  daerbij  te 
mogen  sien  wat  succes  bet  gal  jot  de  Tulp  op  sijn  voijagie  nae 
Madagascar  macb  bebben  gebadt,  en  wat  van  den  handel  aldaer 
te  verwacbten  is  en  sulcx  te  overleggen  off  oock  geraden  sal 
wesen  die  reijse  te  bervatten,  in  welcken  gevalle  wij  daartoe  bet 
jachtjen  Maria  seer  bequaem  souden  oordeelen  als  sijnde  van 
soodanighe  groote  ende  weerbaerbeijt  als  bij  Ul : successive!  : is 
versocbt  geweest,  dock  bij  aldien  de  voorsz : jacbten  door  ’t 
becomen  van  eenige  prinsen  voor  off  omtrent  Angola  weder 
terugge  nae  de  Caep  souden  mogen  keeren  sender  nae  Arder  te 
gaen,  ende  sulcx  soo  tijdel : daeraen  comen  dat  Ul : onse  advijsen 
mette  schepen  van  den  herbst  van  bier  aff  te  gaen  noob  niet 
soude  mogen  bebben  becomen,  souden  wij  niet  vremt  daer  van 
wesen  dat  Ul : die  voijagie  bervatten  ende  voorsz : jacbten  weder 
derwaerts  uijt  setten  mette  selve  cargasoenen  die  se  tegenwoordigb 
in  bebben  om  voor  Angola  soo  langb  bij  t’  bouden  en  op  prinsen 
te  passen  tot  dat  bij  ontstentenisse  van  deselve  bet  saisoen  sal 
willen  toelaten  om  van  daer  tot  den  gemelten  slaven  bandel  nae 
Arder  te  loopen  ende  ter  rbeede  aldaer  te  cunnen  leggen  soo  en 
gel : d’  instructie  baer  mede  gegeven  is  dicterende. 

’t  Voorsz ; galiot  de  Tulp  bebben  wij  gesien  dat  bij  Ul : met 
25  Eeters  na  Madagascar  is  gesonden  geweest,  een  onder  coopman 
en  een  assistent  daeronder  gereeck  : dat  ons  vrij  wat  te  veeldrmckt 
en  15  a 16  coppen  uijtterl:  daertoe  genoeob  souden  geweest  sijn; 
een  assistent  soude  mede  wel  cunnen  g’exouseert  geweest  sijn. 
Ul:  scbijnen  mij  wat  ruijm  in  ’t  volcq  te  gaenweijnicb  denckende 
dat  ’t  selve  ons  soo  duijr  comt  te  staen  en  in  Indlen  soo  wel  van 
node  bebben,  van  de  vier  assistenten  die  Ul : daerneffens  een 
order  coopman  bebben,  laeten  wij  ons  voorstaen  dat  Ul : wel  twee 
daervan  sullen  cunnen  missen  en  mette  rest  afsien. 

Ul : resolutie  van  den  1 Octob  : 1655  op ’t  verpacbten  van  de 
melck  gevende  koebeesten  genomen,  bebben  wij  gelesen,  dan  off 
dat  bet  recbte  middel  wel  sal  wesen  om  tot  sijn  genoegen  melck 
te  crijgen,  oock  door  voorttelingbe  in  bestiael  te  geraecken,  souden 
wij  twijffelen.  Bij  de  naeste  advijsen  sullen  wij  cunnen  sien 
boedanigb  Ul.  baer  daerbij  sullen  bebben  bevonden  om  Ul.  alsdan 
van  onse  intentie  dicnaengaende  met  meerder  fondament  te 
cunnen  dienen. 


1657. 

lien  April. 
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1657. 

11th  April. 


We  would  like  you  to  commence  a “harder”  fishery,  and  to 
dry  that  kind  of  fish  for  the  passing  ships. 


We  can  with  you  understand  that  24  or  25  leaguers  of  arrack 
annually  sent  you  from  Batavia  take  up  much  room  in  the  vessels, 
and  that  brandy  would  be  preferable  in  your  colder  climate,  and  more 
agreeable  and  cheaper  when  sent  from  Holland,  the  more  so  as 
you  maintain  that  l2  leaguers  of  brandy  will  go  as  far  as  24  of 
arrack ; we  have  consequently  resolved  to  send  you  that  quantity 
per  the  autumn  ships.  You  may  depend  on  this,  should  the  ships 
arrive  safely.  Arrack  from  Batavia  will  therefore  he  no  longer 
necessary. 


The  goods  sent  you  to  he  sold  to  the  men,  you  are  to  charge  for 
at  25  or  30  p.c.  added  to  cost  price.  What  you  receive  from  India 
you  can  sell  in  the  way  in  which  you  have  already  commenced 
doing. 


When  you  have  made  up  your  hooks,  you  are  annually  to  send  copy 
of  the  same  to  Batavia,  that  from  them  we  may  gather  the  expenses 
of  your  residency.  They  are  to  be  sent  sufficiently  early  in  order 
after  being  audited  to  be  embodied  in  the  general  books  of  India. 
You  are  to  attend  to  this. 

From  tbe  instructions  given  to  the  officers  of  the  two  yachts, 
you  will  have  seen  our  intention  to  despatch  another  vessel  for  the 
slave  trade  in  July  direct  from  this  via  the  Castle  del  Mina  to 
Arder,  hut  having  fm’ther  considered  the  matter  we  have  resolved 
not  to  do  so  for  the  present,  but  to  wait  until  we  have  heard  of 
the  results  of  our  venture  with  the  two  yachts.  You  are  to 
inform  the  officers  of  the  two  yachts  of  our  intention,  that  they 
be  not  disappointed. 


16 


Wij  souden  niet  ongeraden  vinden  dat  U1 ; het  mede  wat  op 
den  harder  vanghst  en  het  drogen  van  deselve  aenleyden,  om  voor 
de  passerende  sohepen,  insonderheijt  de  Jaerlijcxe  retour  vlote  te 
kunnen  dienen,  ende  haer  gerijff  daer  van  te  doen  hebhen. 

Wij  cunuen  seer  wel  considereren  dat  het  senden  van  24  a 25 
leggers  araok  jaerlijcx  van  Batavia  de  retour  vloot  grotelijox  moet 
belemmeren,  insonderheijt  als  daer  noch  bij comen  verscheijde 
and ere  goederen  die  bij  III ; van  daer  sucoessivel : geeijst  worden, 
en  souden  mitsdien  mede  met  Ul : van  dat  verstant  wesen  dat  in 
plaetse  van  dien  de  brandewijn  daer  in  dat  kouder  climaet  aen- 
genamer,  oock  gevoechelijcker  en  wel  soo  oncostelijcker  van  hier 
soude  te  biengen  sijn,  insonderheijt  dewijle  Ul : bet  daer  voor 
houden  dat  de  belft  brandewijn  sijn  12  leggers  soo  veel  sullen 
doen  en  streoken  als  24  leggers  araek,  en  sulex  oock  niet  meer  als 
12  leggers  sijt  eijschende  en  bebben  mitsdien  goetgevonden  mette 
scbepen  van  den  berbst  Ul : van  bier  van  de  voorsz  : brandewijn 
te  versorgen,  daer  op  Ul : bij  bebouden  vaeren  van  de  scbepen 
successive! : staet  sullen  cunnen  maecken,  en  sulex  het  ontbieden 
van  arack  van  Batavia  excuseren. 

De  goederen  die  wij  Ul : van  hier  senden  om  onder ’t  volcq 
aldaer  vercoft  en  gebeneficeert  off  wel  op  reecq  : daer  mede  belast 
te  worden,  verstaen  wij  dat  bij  Ul : met  25  a 30  ten  bondert 
advance  een  weij  nigh  min  off  meer  nae  gelegentbeijt  van  saecken 
sullen  werden  gecargeert.  De  waeren  die  Ul : uijt  Indien  werden 
toegesonden  verstaen  wij  dat  Ul ; sullen  cunnen  cargeren  en  debi- 
ter en  in  maniere  gel : Ul : albereijts  bebt  beginnen  te  doen. 

De  boecken  soo  als  Ul : die  jaerlijcx  sluijten,  sullen  Ul : jaer- 
lijcx mede  nae  Bat"  bebben  te  senden  om  daer  uijt  de  lasten  van 
die  residentie  te  cunnen  sien  en  dat  soo  tijdel : dat  nae  gewone 
visitatie  deselve  op  de  generale  boecken  van  Indien  mede  kunnen 
werden  gebraebt,  dat  Ul : in  dier  voegen  sullen  bebben  na 
te  comen. 

Bij  de  opgemelte  instructie  d’opperbooffden  van  de  voorsz. 
twee  jaebten  mede  gegeven  sullen  Ul.  bebben  gesien  boe  dat  onse 
gedachten  wel  eenighsints  bebben  gelopen  om  in  Julij  toe- 
comende  nocb  een  sebip  directel : bier  van  daen  over  ’t  Cas- 
teel del  Mina  nae  Arder  mede  tot  den  slaven  bandel  te 
senden,  dan  die  saecke  jegenwoordigb  naerder  geventileert 
sijnde,  bebben  wij  goetgevonden ’t  selve  voor  als  nocb  in  state 
te  bouden  ter  tijt  toe  wij  van ’t  succes  van  de  voorsz  : twee  jaebten 
en  boe  den  bandel  sicb  aldaer  sal  bebben  toegedragen.  naerder 
sullen  wesen  geinformeert,  ’t  welck  Ul : d’  opperhooffden  van  de 
gemelte  jaebten  sullen  bebben  bekent  te  maecken  om  geen 
vergeefsebe  boope  dien  aengaende  te  bebben 

Middelburgh,  Get : door  de  bewintbebbers 

1 1 April  1657.  uit  de  resp  : Kamers  te  Middelburgh 

vergaderd. 


f657. 

lien  April. 
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1657. 

16  th  April. 


1657. 

1 6th  April. 


Having  sent  the  above  with  the  Provintie,  which  left  on 
the  I3th,  we  received  further  news  regarding  the  expedition  being 
prepared  by  the  French  in  Brittany  to  alvanee  their  Colony  and 
meir  Indian  commerce,  a,nd  of  tb ' preparations  of  the 

Bortu^ese  to  reinforce  their  power  ..  •'luuia,  as  you  will  gather 
from  the  accompanying  extract  (see  below),  which  will  also  tell 
you  what  order  we  have  issued.  As  we  don’t  know  what  the 
object  of  the  latter  nation  may  be,  you  are  to  keep  your  eyes  open 
lest  you  be  surprised  and  injured.  You  are  to  give  the  vessels 
notice  of  everything,  and  for  the  rest,  to  conduct  yourselves 
acco^ng  to  the  orders  contained  in  the  extract.  In  France  all 
the  Dutch  ships  have  been  seized,  and  we  do  not  know  what  the 
result  may  be.  The  Hasselt  and  Maria  left  on  the  10th. 


No.  144. 

Extract  from  the-  despatch  of  the  17  to  the  India  Council, 
dated  16th  April,  1657. 


From  information  received  it  appears  that  four  large  ships  are 
being  htted  out  at  Nantes  for  Madagascar,  to  be  ready  in  May 
and  to  take  on  board  many  families  who  are  to  have  a free  passage 
on  condition  that  they  shall  always  pay  in  the  Colony  a tenth  of 
their  jiroduce  to  the  Government.  The  French  are  also  said  to 
intend  to  proceed  to  our  trading  grounds,  for  which  we  have 
exclusive  contracts,  declaring  that  if  we  hinder  or  molest  them  they 
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(Naschrift).  De  bovenstaende  onse  missive  met  bet  schip  de 
Provintieu  den  13'“"  deses  in  zee  gelopen,  affgegaen  sijnde  hebben 
wij  naerder  bericbt  beeomen  van  de  Equippagie  die  bij  de 
Franscben  in  Bretagnr ■ evoortsettinge  van  hare  begonnen 
Colonie,  mitsgaders  Tntiis'eb*  a uandel  op  een  nieuw  wert  gedaen, 
800  oock  van  de  nienwe  toeruslinge  die  de  Portugesen  in  Portugael 
tot  renfort  van  haren  stact  in  Indien  sijn  doende,  soo  en  gelijck 
III : bij  bet  nevensgaende  extract  uijt  onse  generate  Missive 
aen  den  generael  en  raden  neffens  desen  gesz : breder  sullen 
cunnen  sien,  gelijck  mede  wat  ordre  wij  daerop  goelgevonden 
bebben  nae  Indien  te  geven  en  U1 : soo  wij  niet  cunnen  weten 
wat  die  natie  sonde  mogen  in  den  sin  bebben  sullen  U1 : maecken 
een  waeckend  ooge  te  bouden  en  wel  op  baer  boede  te  wesen  om 
niet  onvoorsiens  overvallen  oH  eenige  schade  aengedaen  te  worden, 
van  gelijcken  onse  daeraen  comende  schepen  van  alles  te  waer- 
sebouwen  en  uw  v/ijders  te  reguleeren  na  de  gemelte  ordre  in  de 
voorsz  : missive  aen  den  generael  en  raden  breder  vervath  volgens 
bet  voorsz : bijgevoegbde  extract.  In  Vranckrijck  is  een  generael 
arrest  op  de  scbepen  van  dese  landen  gedaen  sulcx  dat  wij  niet 
weten  boe  dit  werck  nocb  sal  comen  aff  te  lopen.  De  jacbten 
Hasselt  en  Maria  van  de  Gamer  van  Amsterdam  sijn  den  10“ 
deses  mede  in  zee  gegaen 


Middelbixrgb  desen  16*^"  April  1G57.  Get : als  boven. 


No.  144. 

Extract  uijt  de  generate  Missive  bij  de  vergaderinga  van  de  seven- 
tiene  representerende  de  generate  Nederlantscbe  geoctroijeerde 
Oost  Indisebe  Compagnie  aen  de  Eleeren  den  generael  ende 
Raden  van  Indien  residerende  op  Batavia,  gesehreven  den 
16  April  1657. 

Na  ons  uijt  Nantes  wert  berecht  souden  aldaer  in  Equipagie 
leggen  vier  cappitale  scbepen  naer  Madagascar  gedestineert  die 
gemeent  worden  tegens  of  in  Meij  seijlrede  te  sullen  wesen, 
verscheijde  familien  mede  nemende  onder  die  conditie  dat  sij 
oost  vrij  sullen  overgebragt  werden,  mits  dat  se  daer  te  landen 
gekomen  sijnde  gebouden  sullen  wesen  aen  den  H"  de  tienden 
van  alles  te  geven.  Ook  wort  er  geseijt  dat  se  souden  voor  bebben 
te  tenderen  naer  plaetsen  daer  wij  onsen  bandel  ook  exclusive 
contracten  bebben,  met  dat  voorgeven  dat  bij  aldien  wij  baer 
daer  in  eenigb  belet  ofte  molestie  comen  aon  te  doen  dat  se 
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16en  April. 


1657. 

IGeii  April. 
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1657. 

16 til  April. 


1057. 

2i);li  April. 


■Will  oppose  us  by  force.  We  could  not  refrain  from  communi- 
cating this  to  you,  that  you  may  be  on  your  guard.  Should  they 
be  the  first  to  attack  or  injure  us,  you  are  to  do  according  to  our 
instructions  of  the  2nd  Nov.,  1655,  and  our  letter  of  the  30th  Oct., 
written  overland  to  the  Directors  in  Persia  and  Surat.  You  are 
to  persecute  that  nation  everywhere,  attack  their  ships  and  goods 
by  sea  and  land,  ruin  and  overpower  them,  and  if  it  be  possible,  to 
seize  their  fort  at  Madagascar,  and  to  destroy  it,  and  to  treat  them 
everywhere  as  enemies  ; that  is  to  say  if  they  are  the  first  to  com- 
mence hostilities.  Of  everything  clear  statements  are  to  be  made 
which  are  to  be  sent  to  us  with  two  or  three  ships  for  use  here. 


At  Lisbon  four  vesssels  and  at  Port-a-Port  two  more  are  ready 
to  proceed  during  the  spring  to  Goa,  to  reinforce  themselves  in 
India. 


No.  145. 

Wanting. 


No.  146. 

Wanting. 


No.  147. 

What  we  have  written  to  the  India  Council,  when  enclosing 
the  letter  of  the  17,  you  will  gather  from  the  annexed  copy. 
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niefc  sullen  naerlaten  ons  met  macht  tegen  te  gaen  en  vijant- 
lijck  aen  te  tasten.  Wij  hebben  niet  ounnen  nalaten  UE.  ’t  selve 
bekent  te  maken  om  wel  op  u boede  te  wesen,  met  die  ordre 
dat  in  gevallen  sij  ons  eerst  soude  mogen  comen  te  attaqueren 
en  scbade  aen  te  doen,  dat  Ul.  baer  daertegen  niet  alleen  sullen 
bebben  te  dragen  soo  en  gelijck  wij  Ul.  bij  onse  missive  van 
den  2“‘  Nov.  1655,  mitsgaders  bij  missive  van  den  30  Octob: 
daer  te  voren  d’  directeurs  in  Suratten  en  Persien  over  lant 
aengescbreven  bebben,  maer  oock  de  voorsz:  natie  overal  te 
vervolgen,  baer  scbepen  en  goederen  soo  te  water  als  te  landen 
aen  te  tasten,  deselve  te  ruijneren  en  te  vermeesteren,  oock  seifs, 
soo  doenlijck  is,  ende  gelegentbeden  van  de  Oorap®  sulcx  toela- 
tende  bare  fortresse  op  Madagascar  baer  afhandig  te  maeeken, 
deselve  te  raseren  en  te  distrueren  en  sulcx  baer  overal  soodanigb 
te  bejegenen  als  aen  vijanden  gev/oon  is  te  doen,  verstaende 
gel.  geseijt  is,  soo  vsanneer  sij  d’  eerste  acte  van  bostili- 
teijt  tegen  ons  of  onse  scbepen  en  goederen  sullen  bebben 
getoont,  mits  dat  van  alles  dare  en  bondige  bescbeijden  werden 
geleijt,  ende  ons  met  2 a 3 verscbeijde  scbepen  berwaerts  overge* 
sonden  werden  om  te  gebruijcken  daer  en  soo  verst  aen  sal  werden 
van  noden  te  wesen. 

d’  Advijsen  uijt  Portugael  luijden  dat  tot  Lissabon  gereet 
souden  leggen  drie  galjoens  met  een  patacbe  en  tot  Port  a Port 
nocb  twee  galjoens  omme  met  een  redel;  getal  volck  in  dit  voor- 
jaer  nocb  naer  Goa  te  vertrecken  tot  renfort  van  baren  staet 
in  Indien. 


Ontbreekt. 


No.  145. 


Ontbreekt. 


No.  146. 


No.  147. 

....  Wat  wij  tot  geleijde  van  de  generate  missive  aen  den 
Generael  ende  Paden  van  Indien  ter  jongste  vergaderingb  van 
den  17'"  gearresteert,  den  gemelten  Generael  en  Raden  bij  onse 
particuliere  missive  op  buijden  dato  deser  bebben  aengesz:  sullen 
Ul:  bij  de  copije  van  dien  connen  sien  die  wij  niet  bebben 
willen  nalaten  Ul.  neSens  dese  toe  te  senden  om  te  connen  dienen 
tot  Ul:  narichtinge 

Amsterdam,  20  April  1657,  Get.  door  de  Bewintbebbers 

ter  Earner  Amsterdam. 
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1657. 

16en  April. 


1657 

20en  April. 
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1657. 

20th  April. 


oo7. 

15tli  June. 


No.  148. 

In  France  all  the  ships  and  property  of  this  state  have  been 
seized.  What  the  Chief  Magistracy  of  this  town  resolved  and 
published  yesterday  in  consequence,  you  will  gather  from  the 
annexed  deed ; the  result  will  only  be  known  in  time.  Should 
war  be  the  consequence,  we  shall  at  once  let  you  know  and  send 
you  further  instructions. 


Copy  of  No.  1 44. 


No.  140. 


No.  150. 

Affairs  between  France  and  this  country  are  still  the  same,  the 
seizures  on  both  sides  have  been  withdrawn  and  negotiations  com- 
menced to  remove  the  difficulties.  The  result,  however,  is  uncertain. 
In  case  of  war  we  shall  inform  you  at  once. 

No  ships  have  as  yet  arrived  in  England  from  India.  Some 
time  ago  the  Oaier  arrived  at  Barbadoes,  which  had  left  Bantam 
in  June  last  year,  but  had  been  unable  to  proceed  to  England  for 
want  of  provisions.  . 


This  ship  brings  you  some  turkeys  for  breeding,  that  some  of 
the  progeny  may  be  sent  to  India.  The  annexed  memo,  will  tell 
you  how  to  treat  them.  You  are  to  pay  particular  attention  to 
their  increase,  as  they  are  to  be  used  as  presents  in  India,  &c. 


She  also  takes  three  or  four  casks  prepared  water,  by  way  of 
ti’ial.  It  is  maintained  that  what  has  been  added  to  it  not  only 
prevents  stench  and  corruption,  but  also  possesses  other  qualities 
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No.  148. 

....  In  Vranckrijck  is  een  generael  arrest  op  alle  de  schepen 
goederen  en  effokten  d’  ingesetenen  van  desen  Staet  toebehorende 
gedaen,  wat  bij  d’  Achtbaere  Magistraet  van  dese  stadt  daerop  is 
geresolveert  en  op  gisteren  gepubliceert,  sullen  Ul.  bij  de  nevens- 
gaende  acte  cunnen  sien,  den  uijlslach  sal  den  tijd  wijders  moeten 
geven,  soo  ditwerck  tot  een  rupture  en  openbare  vijantschap  comt 
uijt  te  barsten,  sullen  sien  Ul:  aenstonts  daervan  advijs  te  doen 
hebben,  en  daernevens  naerder  ordre  te  laten  toeoomen  waernaer 
UE.  haer  alsdan  sullen  hebben  te  reguleren 

Amsterdam,  20  April  1657.  Gret.  door  de  Bewinthebberen 

ter  Kamer  Amsterdam. 


No.  149. 


Copij  van  No.  144. 


No.  IcO. 

....  Tusschen  Vranckrijck  ende  deseu  Staet  staen  de  saecken 
noeh  in  vorige  terminus,  blijvende  d’  arresten  ten  wedersijdse 
getracteert,  ende  gehandelt  om  de  geresen  onlusten  te  besliehten 
ende  ter  neder  te  leggen,  dock  met  een  onseeekere  uijtcompste. 
Soo  wij  tot  een  rupture  met  malcander  comen  sullen,  wij  niet 
naelaten  UE.  ’t  selve  aenstonts  te  adviseren.  In  Engelant  sijn 
tot  nock  toe  geen  sckepen  uijt  Indien  g’arriveert,  alleenlijck  is 
eenigen  tijt  geleden  in  de  Barbados  aengecomen  seecker  Engels 
sckeepjen  den  Osier  genaempt,  dat  men  seght  dat  in  Junio  des 
voorleden  jaers  van  Bantam  verLrocken,  ende  bij  gebreck  van 
victualie  sijn  reijse  op  Engelandt  niet  connende  winnen  in  de 
Barbados  aengeloopen  ende  aldaer  onbequaem  bevonden  soude 
sijn  om  sijn  reijse  voort  te  connen  volbrengen. 

Met  dit  sckip  gaen  eenige  calckhoenen  om  bij  Ul.  daer  voort- 
gequeeekt  ende  successive! : eenige  van  die  aenqueecksels  naer 
Indien  versonden  te  worden.  Hoe  men  daermede  moet  kandelen 
sal  nevensgaende  besckrijvinge  uijtwijsen.  Op  de  voorttelinge 
sullen  UE.  wel  kebben  te  letten,  om,  gelijck  geseijt  is,  Indien 
daervan  successive! : te  connen  voorsien  daer  se  tot  schenckagie  als 
anders  sullen  cunnen  dienen  ende  gebruijckt  worden. 

Nock  hebben  wij  ’t  voorsz : sckip  drie  a vier  loggers  tot  een 
preuve  met  geprepareert  water  raede  gegeven,  ’t  welck  voorge- 
geven  wert  dat  door ’t  gene  daerin  is,  niet  alleen  voor  alle  stauck 
eadq  verderS  souda  sija  ende  blijven  gepreseyveert,  raaer  oock 


1667. 
JOeu  Apii 


1657. 

locn  Juiiij 
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165Y. 

15th  June. 


1567. 

23rd  June. 


more  fully  specified  iu  tlie  annexure.  The  skipper  and  junior 
merchant  have  been  ordered  to  observe  how  the  water  keeps, 
especially  after  the  line  has  been  crossed,  when  ordinary  water 
commences  to  stink,  and  to  report  to  the  India  Council  and  to 
you,  that  we  may  be  informed  of  the  result.  Should  the  prepared 
water  really  remain  pure  during  the  whole  voyage,  we  would 
consider  it  a great  convenience. 


No.  151. 


Copy  of  No.  150. 


No.  152. 

In  our  letter  of  the  15th,  sent  per  Walvis,  we  have  informed  you 
of  the  state  of  affairs  between  our  country  and  France.  After 
long  negotiations  a provisional  treaty  has  been  concluded  on  the 
20th  of  this  month  at  the  Hague,  annulling  all  the  seizures,  and 
making  better  provision  for  safe  commerce.  Further,  a closer 
alliance  will  be  entered  into  between  the  two  nations  regarding 
their  interests  at  sea,  and  we  have  not  been  able  to  refrain  from 
communicating  this  to  you. 


No.  153. 


Copy  of  No.  152. 


2S 

( 

verscheijde  andere  crachten  en  qualiteijten  in  pjgh  soude  hebben, 
breder  op  de  nevensgaende  memorie  gespecificeert.  Wij  bebben 
den  sobipper  ende  ondercoopman  belast  dat  sij  sullen  bebben  te 
letten  boe  bet  voorsz:  water  sicb  blijfPt  bouden,  insonderbeijt 
wanneer  se  omtrent  off  door  de  linie  sijn  gecomen,  ende  bet 
andere  water  eenigbe  stanck  van  sicb.  begint  te  geven,  en  dat  se 
daervan  rapport  soo  aen  den  Generael  ende  Raden  op  Batavia  als 
aen  Ul.  sullen  bebben  te  doen,  om  ons  van  de  bevindinge  van  dien 
advijs ’t  onser  naericb tinge  gegeven  te  werden,  ’t  welck  wij  dan 
van  UE.  mede  sullen  verwacbten,  Soo  bet  voorsz : water  dan 
door  bet  voorsz : preservatijff  gelijck  bet  voorgegeven  wort, 
geduijrende  de  reijse  soude  moge  goet  ende  buijten  stanek  bliiven, 
souden  wij  bet  voor  een  gantsch  dienstige  saecke  bouden 

Amsterdam,  15  Junij  1657.  Copij  van  ten  origineeU 


No.  151. 

Copij  van  bet  bovenstaende  No.  150. 


No.  152. 

Bij  onse  missive  van  den  15'^“  deses  maents  met  dit 

scbip  de  Walvis  affgaende,  bebben  wij  Ul.  g’aiviseert  den  toe- 
stant  van  saecken  tusscben  de  oroone  van  Vranckrijk  en  desen 
Staet,  dan  sedert  beeft  bun  dat  werck  soodanigb  toegedragen  dat 
na  vele  gebouden  conferentien  en  onderl : concert  eijntel:  op  deu 
20  deser  bet  provisioneel  accoort  wedersijts  in  "s  firavenbage  is 
getroffen  sulcx  dat  daermede  alle  gedane  arresten  weder  werden 
ontslagen  en  den  bandel  met  meerder  verseeckertbeijt  als 
voor  desen  opengestelt;  sullende  nu  wijders  over  een  nader 
alliantie  mitsgaders  tractaet  de  marine,  dat  daerinne  soude 
comen  te  influeren  mette  gemelte  croon  worden  geconcerteert 
en  gebandelt ; ’t  welck  wij  niet  bebben  connen  nalaten  UE.  bij 
dese  gelegentbeijt  mede  bekent  te  maken. 

Amsterdam,  23  Junij  1657. 


No.  153. 


1667. 

l-5en  Junij. 


16.57 

2 Sen  Junij 


Copij  van  No.  152. 
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Ifio". 

27th  Sept. 


Copy  of  No.  150. 


No.  154. 


No.  155. 

Copy  of  No.  152. 


No.  156. 

Copy  of  the  first  part  of  No.  157. 


No.  157. 

In  reply  to  your  private  letter,  we  wish  to  urge  upon  you  the 
necessity  of  furthering  agriculture  and  breeding  stock  ; in  order 
to  advance  these  industries  you  are  sent  many  necessaries,  seed, 
corn,  bee  hives,  &c. 


On  these  ships  have  been  enlisted  many  well  versed  in  agri- 
culture and  farm  work,  potters,  brickmakers  and  others  acquainted 
with  the  management  of  bees.  All  tliese  people  have  been  placed 
on  the  enclosed  separate  list.  Should  you  require  them  or  any  of 
them,  you  may  keep  them  at  the  Cape,  otherwise  they  are  to  pro- 
ceed to  Ba'avia. 

We  have  received  the  root  called  by  you  Cape  Nisi,  but  of  its 
nature  we  have  not  yet  been  able  to  form  an  opinion. 


What  you  are  to  do  after  the  return  of  the  Hassclt  and  Maria 
from  Arder  or  Angola,  you  will  gather  from  the  general  despatch. 


The  French  ship  from  Madagascar  bringing  us  your  letter  of 
Idth  April  arrived  at  Nantes,  and  brought  news  of  the  miserable 
condition  of  the  pien  and  ships  left  at  that  island. 
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No.  154. 


Oopij  van  No.  160. 


No.  155. 


Copij  van  No.  152. 


No.  156. 

Oopij  van ’t  eerste  gedeelte  van  No.  157. 


No.  157. 

Tot  autwoort  van  U1 : voorsolireve  particuliere  brietf 

soggen  aileoiil : dat  wij  XJl : noclimaels  aenbevelen  de  voort- 
settinge  van  den  Laudbouw,  ende  aenqueeokinge  van  bestiael, 
ende  omdat  werck  meer  ende  meer  te  seconderen  werden  U1 : 
vooraff  met  dese  scbepen  verseheijde  beboufften,  oock  een  deel 
van  ’t  geeijste  saet  coorn,  insgelijcx  eenige  bijkorven  toege- 
sonden 

Op  dese  sohepen  hebben  wij  mede  eenige  aengenomen  die  haer 
op  den  Laudbouw  ende  boerenweroq  verstaen,  item  potten  en 
tichelbackers,  soo  oock  die  met  beijen  weten  om  te  gaen,  alle 
gebracht  op  een  aparte  Lijste  die  wij  hierinne  gesloten  hebben  ; 
Lii  : cunnen  deselve  daer  sijnde  gecomen  aenhouden  ende  emploij 
geven,  verstaende  soo  Ui : naer  alle  ofte  eenige  van  bun  daer  van 
node  hebt,  anders  cunt  se  naer  Batavia  laten  voortgaen.  De 
wortel  bij  Ul : Caepse  Nisi  geintituleert  hebben  wij  ontfangen, 
maer  de  kracbt  ende  eijgenscbap  der  selve  hebben  wij  noch  niet 
te  weten  cunnen  comen. 

Hoe  01 : haer  in ’t  reguarde  van  Hasselt  en  Maria  op  derselver 
retour  van  Arder  of  Angola  sullen  hebben  te  gedragen,  en 
werwaerts  Ul : de  voorsz  : sohepen  sullen  hebben  te  gebruijcken, 
sal  bij  de  gemelte  Generale  Missive  Ul : aengesz  : worden. 

Het  Frans  schip  van  Madagascar  comende,  ende  de  Caep  aen- 
gedaen  hebbende,  en  waermede  ons  de  voorschreve  Missive  van 
den  13  April  is  toegecomen,  is  tot  Nantes  g’arriveert  relaterende 
de  sobere  gestalte  van  die  Natie  mitsgadera  derselver  sohepen  aen 
dat  Eijlaut  gelaten. 


1667. 

27en  Sept. 
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1657. 
th  Sept. 


The  difierences  between  Holland  and  France  bave  been  settled 
as  will  be  seen  from  tbe  annexed  placcaat  of  the  States-General. 


In  Portugal  affairs  do  not  appear  bright.  The  Spaniards  have 
entered  that  kingdom  with  a large  army  and  taken  some  toAvns. 
It  is  said  that  it  is  probable  that  on  account  of  the  jealousies,  mis- 
trust and  disunion  in  that  kingdom  it  may  again  fall  under  the 
rule  of  Spain.  Besides  all  this,  the  fleet  of  our  nation  has  been 
sent  thither  to  demand  damages  tor  the  losses  insults  and  injuries 
sustained  by  us  from  that  nation,  and  to  be  recovered  if  necessary 
by  force  of  arms.  The  result  we  shall  inform  }mu  of.  Her 
internal  dissensions  may  perhaps  give  her  so  much  to  do  that  she 
may  forget  the  East  Indies,  or  she  may  become  too  weak  to 
maintain  herself  there.  This  would  be  a desirable  thing  for 
the  Company. 


The  Amenfoort  will  bring  you  two  brandy  stills,  and  tubs  filled 
with  matches,  the  latter  to  be  forwarded  to  Batavia. 


We  have  engaged  Joost  Blauck  of  Imleeck  who  is  acquainted 
with  the  manner  of  making  brandy.  You  are  to  employ  him  for 
that  purpose,  and  in  the  meanwhile  use  him  tor  other  work. 


No.  158. 


Wanting. 


No.  159. 


Wanting. 
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De  differenten  en  onlasten  tusschen  de  Croone  van  Vranckrijck 
en  desen  Staet  ontstaeu,  in  onse  vorige  brieven  breder  vermelt  sijn 
sedert  geaccommodeert  en  bijgeleijt,  soo  als  ’t  nevensgaende 
placcaet  bij  haer  Ho  : Mo : daei  van  gedaen,  emaneren  breder  is 
uijtwijsende. 

In  Portugael  scbijnen  de  saecke  van  die  Croon  mede  niet  heel 
wel  te  staen.  De  Spangiaerts  sijn  met  een  groote  macht  dat 
Rijck  ingetoogen  en  hebben  eenige  steden  bemaohtigt,  niet  buijten 
apparentie,  soo  men  voorgeeft,  dat  bet  geheele  rijck  door  de 
jalousie,  diffidentie  en  oneenicbeden  die  daer  is,  eijntelijck 
weder  onder  Spangien  sal  comen  te  vervallen : waerbij  nocb 
compt  dat  de  vloot  van  desen  Staet  mede  derwaerts  is  ver- 
trocken  om  te  eijsscben  reparatie  ende  vergoedinge  van  de 
scbaden,  a&onteren  en  injurien  ons  door  die  natie  aengedaen 
off  bij  gebreeke  van  dien  deselve  door  de  maebt  van  de  wapenen 
sien  te  becomen.  De  uijtcompste  daervan  sal  Ul:  vervolg:  gead- 
viseert  werden ; mogel:  sullen  baer  dese  inlantscbe  beroerte  soo 
veel  te  doeu  geven  dat  de  Cost  Indien  wel  sullen  vergeten  ofte 
baer  onmacbtigb  vinden  om ’t  selve  naar  behooren  te  seconderen, 
’t  welck  een  gewenscbte  sake  voor  de  Comp®  wesen  soude. 

Met  ’t  scbip  Amersfoort  sullen  Ul:  te  verwacbten  bebben  twee 
brandewijns  ketels  en  cuijpen  daerin  bij  ons  6,000  lb.  lont  wert 
gedaen  om  aen  de  Caep  geeomen  sijnde,  ’t  lont  daaruijt  genomen 
ende  in  een  van  de  brootkamers  die  alsdan  ledicb  sullen  wesen 
gedaen  en  soo  na  Batavia  voortgesonden  te  werden  dat  Ul:  sullen 
hebben  te  acbtervolgen. 

Oock  bebben  wij  aengenomen  den  persoon  van  Joost  Blanck 
van  Imleeck  op  Amersfoort  overgaende  als  hem  op ’t  brandewijn 
bran  den  verstaende.  Ul:  sullen  hem  daartoe  hebben  to  emploijeren 
ende  ondertusscben  eer  sulcx  nocb  in ’t  werck  sal  connen  gestelt 
werden,  gebruijckeu,  daerin  bij  de  Comp®  den  meesten  dienst  sal 
cunnen  doen. 

Amsterdam,  den  27  September  1657.  Ongeteekend. 


No.  158. 

Bevat  bet  laatste  gedeelte  van  No.  157  of  bet  overige  van  No. 
156.  De  font  is  door  den  binder  begaan,  die  mecbanisob  bet 
nommer  beeft  gevolgd. 


No.  159. 

Het  origineel  van ’t  bovenstaande  No.  157,  onderteekend  door 
de  bewinthebbers  van  da  Kanaer  Amsterdam. 
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No.  160. 

Order  given  to  the  Return  Fleet  to  proceed  home  via  the  North 
of  Scotland,  and  express  orders  to  the  first  ships  after  having 
refreshed  themselves  at  the  Cape  or  St.  Helena,  at  once  to  pro- 
ceed home  and  not  wait  for  the  others 


No.  IGl. 

Wanting. 


No.  162. 

Wanting. 


No.  I6d. 

Wanting. 


No.  164. 

The  rest  of  the  return  ships  have  not  yet  arrived.  May  they 
be  preserved  from  disaster.  We  have  therefore  not  yet  received 
your  letters,  especially  the  report  of  the  Hon.  Van  Groens  regard- 
ing his  experiences  and  doings  as  Commissioner,  and  which  no 
doubt  will  give  us  full  information.  We  were  very  glad  to  hear 
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No.  160. 

Order  aen  de  retour  vloot  (uijt  Middelburgh)  om  Noord  om 
aohter  Schotland  naar  huis  te  keeren,  een  uitdrukkelijk  bevel  aan 
de  eerste  schepen  om  nadat  zij  aan  de  Kaap  zicli  ververscht  hebben 
of  ook  wel  aan  St.  Helena,  zoo  spoedig  mogelijk  de  reis  voort  te 
zetten,  zonder  op  de  andere  bodems  te  wachten. 

Middelburgh  den  9 Octob:  1657.  Get:  door  de  bewinthebberen 

gecommit:  door  de  17  te 
Middelburgh. 


No.  161. — Ontbreekt.  \ 

> Een  van  deze  documenten  is  uitgesneden. 
No.  162. — Ontbreekt.  ) 


No.  163. 

Copij  van  No.  192. — Dit  document  staat  niet  op  zijne  plaats. 
Het  is  gecollatinneerd  met  zijn  origineel  door  A.  Gabbema. 


No  161. 

....  De  resterende  verwachte  retourschepen  hebben  wij  tot 
noch  toe  te  gemoet  gesien,  maer ’t  onser  grootere  becommeringhe 
noch  niet  vernomen,  niet  wetende  wat  wij  daervan  dencken 
sullen,  doordien  het  saijsoen  albereijts  bijsonderl:  om  benoor 
den  Schotlandt  om  te  comen  soo  verre  is  verlopen.  Godt 
Almachtigh  wil  deselve  voor  desastre  bewaeren  en  ons  noeh 
behouden  laeten  toecomen : hierdoor  vinden  wij  ons  gefrus- 
treert  van  de  advijsen  daervan  III:  bij  haere  voorsz:  jongste 
brieven  mentie  maecken  en  insonderheijt  vant  verbael  bij  den 
voorn  : E.  van  Goens  van  sijn  bevindinge  en  verrichten  als  eom- 
missaris  gehouden  dat  ons  buijten  twijtiel  in ’t  een  en  ’t  ander 
weet  meerder  openingh  en  lichts  soude  gegeven  hebben — omme 
even  wel  dien  onvermindert  te  oomen  tot  beantwoordinge  van  de 
gemelte  Ul.  brieven  cunnen  wij  niet  vers  wij gen  dat  ons  gants 
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that  agriculture  behind  Table  Mountain,  where  there  are  no  heavy 
winds,  has  on  trial  been  found  so  successful  that  grain  and  other 
fruit  thrive  very  well.  We  have  therefore  resolved  to  take  more 
care  of  this  industry  and  help  it  on. 

We  hope  that  you  will  be  provided  with  a sufficient  number 
of  slaves  from  Arder  or  Angola,  so  that  you  will  only  reqirire 
donkeys  and  horses.  To  secure  you  the  latter,  we  shall  buy  a 
vessel  and  send  you  20  or  :10  in  her  that  you  may  get  into  the 
breed.  The  vessel  will  be  sent  by  the  Amsterdam  Chamber, 
whilst  that  of  Zealand  will  provide  you  with  donkeys.  This  same 
ship  will  bring  you  other  necessaries  also.  We  have  never 
hesitated  to  supply  your  wants,  and  the  Cape  expenses  have  con- 
sequently very  much  increased  ; all  we  want  is  that  you  should  pay 
particular  attention  to  what  may  be  useful  or  profitable,  and  do 
your  best  to  advance  agriculture  and  cattle  breeding.  Make  a 
trial  of  everything  and  omit  nothing ; and  make  careful  notes 
for  yourselves  and  posterity. 


We  were  pleased  to  hear  that  bees  were  abundant  and  that  in 
course  of  time  you  will  command  a large  supply  of  honey.  This 
will  also  produce  some  profit  for  the  free  men,  as  it  would 
be  welcome  at  Batavia.  Good  mead  could  be  made  from  it 
and  Spanish  wine  saved.  When  you  have  abundant  corn  you 
are  to  make  brandy,  so  that  we  need  not  send  you  any.  Amster- 
dam will  send  you  the  machinery.  With  these  ships  we  ha,ve 
sent  you  twelve  casks,  and  will  continue  to  do  so  until  you  can 
make  your  own,  which  we  hope  will  be  soon. 

It  is  well  that  tobacco  is  a success  also ; it  will  come  in 
opportunely  for  the  natives  and  may  be  sent  to  India  if  good. 
Send  us  a sample  that  we  may  try  it. 

It  is  good  that  some  have  requested  their  discharge  to  become 
agriculturists.  We  trust  that  their  example  may  encourage 
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aengenaem  is  te  verstaen  dat  den  landtbouw  achter  den  Taeffel- 
berer  daer  men  geen  sware  winden  verneemt  bij  naerder  ondersoeck 
bevonden  is  soo  wel  te  suceederen  en  dat  het  coorn  en  andere 
vruohten  soo  wel  voort  wil  en  hebben  mits  dien  voorgekomen  dat 
werck  wat  meer  te  behertigen,  oock  te  seconderen  en  voort  te 
setten.  Van  Arders  of  Angola  verhopen  wij  dat  TJl : mette 
schepen  Hasselt  en  Maria  van  slaven  te  genoegen  sullen  werden 
voorsien ; resteren  dan  alleen  paerden  en  esels,  om  U1 : van 
d’  oerste  te  versorgen  hebben  wij  geresolveert  een  fluijt  in  te 
copea  en  U1 : daermede  20  a 30  stucx  toe  te  senden  om  U1 : eens 
setfens  daer  in  te  doen  sijn  en  welcke  fluijt  Ul : van  de  earner  van 
Amsterdam  sullen  hebben  te  verwachten,  hebbende  de  Camer  van 
Zeelandt  aengenomen  om  Ul : uijt  haeren  schepen  van  eenige 
esels  te  voorsien.  Mette  voorsz  : fluijt  staeu  Ul : noch  eenige 
verdere  behoeften  te  geworden  ende  dewijle  wij  mits  dien  hier 
geen  costen  ontsien  noch  eenige  moeijten  ons  laeten  verdrieten 
om  Ul : van  alles  t’versorgen  in  voegen  dat  de  Oaepse  lasten  al 
vrij  hoogh  comen  te  steijgeren,  soo  willen  wij  Ul:  aen  haer  sijde 
oock  gelast  en  aenbevolen  hebben  om  op  alle ’t  gene  eenighe  nut, 
voordeel  ofi  dienst  can  geven,  wel  te  letten,  en  insonderheijt  alle 
vleijt  en  naersticheijt  te  doen  en  aen  te  wenden  die  tot  voort- 
settinge  van  den  lantbouw  en  aenqueeckinge  van  bestiael  can 
dienen,  nemende  tot  dien  eijnde  van  alles  preuve  oockniet  daervan 
onbesocht  laetende,  houdende  wijders  van  alles  pertinente  aen- 
teijekeningh,  om  voor  uw  seifs  mitsgaders  de  naecomelingen  te 
cunnen  dienen. 

Dat  Ul:  schrijven  dat  de  bijen  daer  in  soodanigen  overvloet 
sijn  dat  Ul:  mettertijt  honich  en  was  genoech  daarvan  sullen 
cunnen  becomen,  is  mede  aenmerckens  waerdigh  en  soude  bij 
succes  van  tijden  oock  sijn  voordeel,  insonderheijt  voor  de  vrije 
luifden  cunnen  geven,  sal  soo ’t  was  tot  Batavia  seer  wel  te  stade 
soude  comen,  en  van  den  honinch  onder  anderen  mede  goede  mee 
cunnen  gemaeckt  worden  dat  in  plaetse  van  Spansehe  wijn  voor ’t 
volcq  soude  cunnen  dienen  en  gebruijekt  worden.  Bij  abondantie 
van  coorn  sullen  Ul.  het  mede  op  het  maken  van  brandewijn 
moeten  aenleggen  om  voor  eerst  te  exouseren  dat  wij  Ul : hier 
van  daen  geen  behoeven  toe  te  senden ; de  behoeften  daer- 
toe  werden  Ul : door  de  Camer  van  Amsterdam  toegesonden.  In 
dese  schepen  hebben  wij  volgens  gedane  toesegginge  voor  Ul : 
twaalf  loggers  affgeladen  waerinne  wij  verhopen  conti- 
nueren  ter  tijt  toe  Ul:  haer  selven  sullen  cunnen  gedoen, 
dat  wij  in  corten  tijt  hopen  te  sien.  ’t  Is  mede  goed  dat 
den  touback  daer  soo  wel  slaacht.  Deselve  sal  wel  voor 

de  inwoonders  comen,  oock  in  Indien  soo  se  goet  is  mede 
begeert  worden ; wij  sullen  somtijts  eens  een  monster  daer  van 
verwachten  om  de  deucht  daeraen  te  proberen,  Dat  eenige 
luijden  haer  tot  vrijdom  begeven  hebben,  met  voornemen  om  den 
lantbouw  met  alien  ernst  bij  de  hant  te  nemen,  is  wel.  Wij  willen 
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others.  All  the  work  will  be  much  better  done  hy  private  in- 
dividuals than  by  the  Company  ; you  are  therefore  to  assist  them 
in  one  thing  and  another,  taking  care  that  they  are  enabled  to 
exist  and  progress,  and  on  the  other  hand  that  the  Company  is 
not  defrauded,  or  that  the  goods  are  sold  to  them  at  too  high  a 
price.  This  requires  good  management.  They  are  also  to  be 
allowed  to  keep  cattle,  but  they  shall  not  be  allowed  to  buy  an}’- 
cattle  from  the  natives  lest  they  raise  the  price.  We  shall  not 
object  to  any  regulations  which  you  may  frame  regarding  this 
matter,  leaving  it  in  your  hands. 

It  will  also  be  necessary  to  breed  pigs  which  furnish  substantial 
refreshment  and  multiply  quickly.  The  passing  ships  may  always 
carry  some  awa}^  for  the  sick  and  others.  When  tire  slaves 
arrive  and  agriculture  advances  you  will  find  sufficient  opportunity 
to  feed  them.  Now  you  complain  of  want  of  hands.  You  are 
also  to  attend  to  the  cultivation  of  rice,  sugar,  &o.  We  believe 
that  with  perseverance  and  attention  much  may  in  course  of  time 
be  discovered.  You  may  also  try  indigo. 


We  shall  for  the  present  suspend  our  judgment  regarding  what 
you  wrote  about  Kerry  c.  s.  until  we  have  the  report  of  Van 
Goens.  This  will  also  enable  us  to  decide  about  the  entrench- 
ments and  redoubts  and  ravelins  which  we  consider  a large 
piece  of  work,  requiring  mature  consideration.  We  also  befoi'e- 
hand  require  the  charts  already  made  of  the  same,  but  as  we 
have  already  authorised  you  to  make  some  redoubts  on  the  neck 
between  Table  and  False  Bays,  you  may  commence  this  work 
and  build  the  redoubts  on  the  cuttings  of  the  proposed  entrench- 
ments, so  that,  in  case  we  decide  to  do  the  work  they  may  be 
useful  and  save  double  labour. 


Sliould  the  I/i-fftfiplt  and  Marla  return  to  you  with  prizes  from 
Angola,  without  having  called  at  Arder — the  Ilasselt  is  at  once  to 
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verhopen  dat  eij  meer  andere  daertoe  sullen  animeren  en 
opwecken.  A1  dat  werck  sal  beter  door  particulieren  als  de 
Comp®  willen  gedaen  wesen,  sulcx  sullen  Ul.  haer  in  ’t  een  en ’t 
ander  de  handt  wat  dienen  te  bieden  ; oock  een  prijs  te  beramen 
waervoor  de  Comp®  haer  bet  een  en  t’  ander  sal  affnemen,  aeu  d’ 
een  sijde  daer  op  lettende  dat  de  luijden  mogen  bestaen  en 
bebouden  blijven,  en  aen  d’  andre  sijde  dat  de  Comp®  niet  ge- 
fraudeert  nocb  de  waeren  haer  te  duijr  aengesmeert  worden  daer 
een  goet  overlegb  toe  sal  van  node  wesen.  Het  bouden  van 
bestiael  sal  voor  haer  mede  dienen  open  en  vrij  gelaten  mits 
nocbtans  dat  se  van  d’  inwoonders  geen  vee  sullen  vermogen  afi 
te  handelen  om  de  duijrte  daerin  niet  te  brengen.  Vinden  Ul. 
dienstigb  eenigbe  vordre  reglementen  daerop  te  stellen  wij  sullen 
der  mede  niet  tegen  hebben,  en  Ul.  ’t  selve  aenbevolen  laeten 
sijn.  Den  aenteelt  van  verckens  sal  mede  nodich  sijn,  alsoo  die 
groote  verversinge  geven,  en  in  corten  tijt  seer  vermenichvul- 
digen  ; oock  cunnen  de  passerende  schepen  t’elckens  eenige  mede 
gegeven  worden  om  voor  de  sieckon  als  anders  te  dienen.  Bij 
aencompst  van  de  slaven  en  aengroeijing  van  den  lantbouw 
sullen  Ul.  gelegentheijt  genoech  hebben  om  de  cost  voor  deselve 
te  versorgen  daerover  Ul.  als  nu  door  gebreck  van  volck  sijn 
claegende.  Op  de  culture  van  rijs,  suijcker,  etc®,  sullen  Ul.  mede 
dienen  te  letten,  en  sien  ofi  die  daer  oock  wel  voortwil  door 
neersticheijt  en  goedo  opmerckinge  laeten  wij  ons  voorstaen 
datter  metter  tijt  noch  al  veel  sal  cunnen  uitgevonden  worden. 
Van  den  Indigo  soude  mede  cunnen  een  preuve  genomen  werden. 

Op ’t  gene  Ul.  van  Herry  en  de  sijne  schrijven,  hebben  wij 
goetgevonden  ons  oordeel  noch  op  te  houden  tot  dat  wij ’t  ver- 
wachte  verhael  van  den  Commissaris  van  Ooens  en  Ul.  naeder 
schrijvens  sullen  hebben  ontfangen,  als  wanneer  wij  meenen 
bequaemer  te  sullen  wesen  om  daerop  eenige  positive  ordre  te 
geven ; gelijck  mede  op  het  maecken  van  het  geproponeerde 
retrenchement  met  redouten  en  ravelijnen  voorsien  dat  wij  mede 
voor  een  groot  werck  considereeren,  en  daerom  niet  als  met  rijp- 
heijt  van  raede  daerin  meenen  te  treden,  oock  tot  dien  eijnde 
alvoren  affwachten  de  caerten  daervan  albereijts  ontworpen,  dan, 
naedemael  wij  Ul.  bij  onse  vorige  brieven  tot  het  maecken  van 
eenige  redouten  in  de  nauwte  tusschen  de  Taefielbaij  en  de  Bay 
False  hebben  g’authoriseert,  souden  Ul.  bij  provisie  ter  gelegen- 
ster  plaetsen  een  aenvanck  daervan  cunnen  maecken  en  de  voorsz : 
redouten  op  deselve  roijinge  van  het  geproponeerde  retrenchement 
leggen  om  oft  saecke  waer  dat  wij  tot  den  voorganck  van  dien 
mochte  resolveren,  deselve  alsdan  te  stade  souden  cunnen  comen, 
daerop  bij  Ul.  te  letten  staet  om  geen  vergeefsche  moeijten  en 
costen  te  doen. 

Op ’t  emploij  van  de  schepen  Hasselt  en  Maria  bij  ons  naerder 
geleth  en  overwogen  sijnde ’t  gene  omtrent  den  slaven  handel  aen 
Arder  te  oonsidereren  valt,  hebben  wij  goet  gevonden  Ul : te 
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proceed  to  Arder  with  the  Maria  that  together  they  may  cruise  off 
Angola  until  the  season  allows  them  to  proceed  to  Arder.  The 
IlasseU  is  then  to  go  to  Arder,  but  the  Maria  is  to  return  to  the 
Cape  to  be  despatched  to  India.  Under  present  circumstances  we 
do  not  deem  it  advisable  to  use  the  latter  for  the  Madagascar  trade 
— she  would  be  useful  in  India,  whilst  the  trade  with  Madagascar 
is  very  uncertain,  and  likewise  the  chance  of  getting  any 
Mozambique  prizes.  Should,  however,  the  Hasselt  have  fulfilled 
its  orders  at  Arder  and  returned  to  you  with  a reasonable  number 
of  slaves  without  having  parted  with  the  larger  portion  of  its  cargo, 
so  that  there  may  still  be  sufficient  for  buying  another  lot — for  we 
shipped  in  her  more  than  what  would  pay  for  300  slaves — you 
shall  decide  with  that  ship’s  Council  whether  it  would  be  advisable 
to  make  a second  voyage  to  Arder  or  discontinue  the  traffic.  This 
we  leave  entirely  to  your  judgment,  trusting  that  you  will  act  in 
the  best  interests  of  the  Company.  Should  you  decide  to  discon- 
tinue the  traffic,  the  Hasselt  is  at  once  to  proceed  to  Batavia. 


Should  any  English  arrive  at  the  Cape  you  are  ordered  to 
provide  them  and  other  European  nations  with  water  as  much  as 
they  want,  and  allow  them  to  fish  from  the  shore  or  on  sea  as 
much  as  they  like,  without  charging  them  anything,  but  you  are 
civilly  to  refuse  their  request  for  cattle  or  other  refreshments. 
Should  they  be  able  to  buy  anything  from  the  freemen  for'  cash 
you  are  to  wink  at  it,  but  should  they  attempt  to  use  force,  you 
are  to  meet  them  with  force.  We  shall  as  yet  not  be  able  to  pre- 
vent them  from  obtaining  anything  from  the  natives  living  under  or 
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ordonneren  dat  bij  aldien  deselve  met  eenige  prinsen  terugge  van 
Angola  en  sender  Aider  aengeweest  te  sijn,  aen  de  Caep  souden 
mogen  gekeert  sijn  dat  U1 : het  schip  Hasselt  weder  met  sijn  in 
hebbende  cargasoen  nae  Aider  sullen  laeten  alfgaen  en  ’t  bootge 
Maria  daerbij  te  voegeu  om  te  samen  wederom  eenigen  tijt  voor 
Angola  bij  te  bond  en  tot  dat  bet  saijsoen  sal  willen  toelaten  om 
aen  Aider  den  bandel  te  beginnen,  als  wanneer  Hasselt  ten  eijnde 
voorsz:  derwaerts  sal  bebben  voort  te  gaan  en  Maria  nae  de  Caep 
te  retourneren,  om  van  daer  voort  nae  Indien  gesonden  te  worden, 
alsoo  wij  bij  desen  conjuncture  van  tijden  niet  souden  cunnen  goet- 
vinden  Maria  tot  den  Madagascar  sen  bande)  op  te  bouden  off  daer- 
toe  te  emploijeren,  sullen  oock  in  Indien  met  meerder  dienst  en 
voordeel  cunnen  werden  gebruijekt  als  tot  den  onseeckeren  bandel 
na  Madagascar  versonden,  off  op  eenige  Mosambicqsebe  prinsen 
daeromtrent  doen  cruijssen. 

Dan  of  ’t  gebeurde  dat  Hasselt  volgens  onsen  gegeven  ordre 
sijn  bandel  aen  Aider  sonde  mogen  bebben  volbracbt  en  met  een 
redel ; getal  slaven  aen  de  Caep  wesen  geretourneert  docb  van  sij 
mede  gegeven  cargasoen,  soo  veel  overgebouden  datter  noob  een 
scbeepsladinge  slaven  voor  soude  te  becomen  wesen,  gemerckt  wij 
bet  van  bier  gaende  rijckel:  van  alle  waren  bebben  verzorgbt, 
en  wij  meerder  mede  gegeven  als  tot  den  incoop  van  300  slaven 
of  daer  omtrent  ordinaris  wert  vereijsebt,  sullen  Ui ; mette  opper- 
booffden  op  bet  voorsz  : sebip  in  deliberatie  bebben  te  leggen,  en 
rijpel ; te  overwegen  off  Ul : sullen  menen  dienstigb  en  geraden 
te  wesen,  ’t  voorsz : sebip  voor  de  tweede  mael  derwaerts  aff  te 
senden  off  liever  dien  bandel  te  staecken,  betwelck  wij  Ul  : goet 
overlegb  bevolen  sullen  laeten  wesen  met  volcomen  autborisatie 
om  daerin  te  doen  soo  als  Ul ; voor  den  dienst  van  de  Comp“  sullen 
verstaen  te  bebooren ; docb  soo  Ul : tot  bet  laeste,  dat  is,  bet 
staecken  van  dien  bandel  souden  mogen  inclineren,  sullen  Ul ; 
’t  voorsz : sebip  aenstonts  nae  Batavia  bebben  te  laeten  voort- 
gaen  om  aldaer  verier  ten  dienste  van  de  Comp'"  te  werden 
g’emploijeert.  ’TgeeneUl:  van  de  Engelscbe  sijn  scbrijvende 
en  boe  Ul ; baer  bij  derselver  aencompste  aen  de  Caep  verder 
sullen  bebben  te  gedragen  bebben  wij  mede  naerder  overwogen  en 
goet  gevonden  Ul ; te  ordonneren  dat  Ul : baer  mitsgaders  oock 
alle  andere  Europisebe  nation  van  water  aldaer  sullen  laeten  voor- 
sien  en  sulcx  toestaen  datse ’t  solve  met  gemoede  en ’t  baren  con- 
tentementen  mogen  baelen,  gel : mede  om  in  zee  off  aen  strant 
aldaer  nae  baere  geliefte  te  vissen  sender  daer  vooren  iets  wes  van 
baer  aff  te  eijscben  off  te  doen  betalenmaer  onsvee  en  alle  andere 
verversinge  op  bet  beleefste  en  op  eijgen  benodicbeijt  excuseren, 
kunnen  se  van  de  vrije  luijden  jetwes  voor  baer  gelt  crijgen, 
mits  dat  wij  bet  seLffs  cunnen  missen  suit  daer  bebben  door 
de  vingeren  te  sien,  maer  soo  se  gewelt  souden  willen 
gebruijeken  sullen  Ul : gewelt  met  gewelt  bebben  tegen 

te  staen  dat  se  van  de  Inwonders  die  te  lantwaert 

D 2 


1657. 
9en  Oct. 


36 


1657. 
9th  Oct. 


beyond  our  protection — also  should  they  take  anything  from  them 
by  force.  You  are  therefore  just  to  look  on,  and  take  no  steps 
until  you  receive  orders  to  the  contrary. 


The  wind  being  favourable  we  do  not  like  to  detain  the 
Spreeuw  and  Mees,  the  rest  of  your  reply  you  will  receive  by  the 
following  ships. 


The  ships  just  returned  from  India  will  again  go  back,  also  four 
new  ones,  and  the  vessel  to  be  bought  by  the  Chamber  of 
Amsterdam  for  the  conveyance  of  your  horses  and  other  necessaries. 

The  two  flutes  of  the  size  of  the  Spreeuiv  and  the  Mees  will  he 
ready  about  December ; also  the  Prins  Willem  and  Dordrecht. 
The  rest  will  only  be  despatched  in  Spring  unless  the  fleet  with 
the  horses  can  be  got  ready  before  the  winter,  which  is  uncertain. 


No.  165. 

Wanting. 


No.  166. 

Wanting. 


Wanting. 


No.  167. 
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in  en  buijten  onse  protectie  sijn  jetwes  sien  te  beeomen,  sullen 
wii  haer  voor  als  nocb  niet  wel  cunnen  beletten,  van  gelijcken 
niet  800  sij  bet  haer  met  gewelt  souden  willen  haelen,  sulcx  sullen 
TJl : ’t  selve  hebben  aen  te  sien  sender  Uw  daerjegens  te  stellen, 
ter  tijt  toe  wij  souden  mogen  goetvinden  tJl : andere  ordre 
daerin  toe  te  senden 

Ende  alsoo  de  fluijtschepen  de  Spreeuw  en  de  Meese  van  de 
Gamer  van  Zeeland!  seijlreede  leggen,  hebben  wij  niet  cunnen 
goetvinden  deselve  bij  dese  favorable  wint  langer  op  te  houden 
maer  met  dese  tegenwoordige  brieven  en  advijsen  willen  despe- 
eberen  en  afsenden  en ’t  gunt  staende  dese  vergaderingb  naerder 
sal  werden  geresolveert  bijsonderl : soo  de  volgende  sebepen 
behouden  mogen  aencomen,  sal  Ul : mette  sobepen  die  bij  de 
respective  Cameren  nocb  wijders  in  equipagie  leggen,  werden 
aengesz : en  bekent  gemaeckt. 

Alleenlijk  sullen  vooraf  bij  de  respective  Cameren 

werden  uijtgerust  de  sebepen  jongbst  uijt  Indien  terug  gecomen. 
Mitgaders  vier  nieuwe  aengetimmerde  fluijten  bij  de  Cameren  van 
Zeelant  en  Amsterdam,  en  daer  en  boven  de  fluijt  bij  de  Gamer 
van  Amsterdam  in  te  coopen,  om  als  geseijt  is  met  paerden  en 
andere  beboefften  afigeladen  en  Ul : toegesonden  te  werden.  De 
voorsz : twee  fluijten  van  de  Gamer  van  Amsterdam  van  deselve 
groote  als  de  Spreeuw  en  de  Mese  meenen  tegen  off  in  Decemb  : 
meede  gereet  te  sullen  wesen,  soo  ooek  de  sebepen  Prins  Willem 
van  de  Gamer  van  Zeelant  en  Dord^-eebt  van  de  Gamer  van  Delft, 
de  reste  sal  apparentel : tegens  bet  voorjaer  eerst  eonnen  volgen 
ten  waere  de  voorsz  : fluijt  met  paerden  mede  nocb  voor  de  winter 
conde  claer  raecken,  dat  onseecker  is 

Middelburgb,  Get:  door  de  gecom : bewindhebberen 

den  9 Octob : 1657.  uit  de  respective  earners  te 

Middelburg  verg  : 


Ontbreekt. 


No.  165. 


Ontbreekt. 


No.  166. 


Ontbreekt. 


No.  167. 
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No.  168. 

The  duplicate  of  No.  160. 

X 


No.  169. 

The  licnrictte  Lmmc  brought  your  letter  of  the  2nd  June 
and  also  many  annexures.  As  the  Chamber  of  Seventeen  is  about 
to  separate  you  will  be  answered  in  Spring.  We  can  only  say 
now  that  in  accordance  with  the  contents  of  the  general  despatch 
from  India,  and  a more  careful  consideration  of  the  state  of  affairs 
there,  we  have  decided  for  the  present  to  postpone  the  transmission 
of  horses  for  the  present.  In  the  meantime  you  are  to  employ 
oxen  for  the  plough,  as  is  done  in  many  countries. 


No.  170. 

Wanting. 


No.  171. 

Duplicate  of  No.  164. 


No.  172. 

Na  groete ! Wees  zoo  goed  om  kennis  te  nemen  dat  op  den 
Oden  van  deze  maand,  na  eene  overwintering  van  tien  weken  lang 
te  St.  Laurentius  Eiland,  veroorzaakt  door  dien  wij  teleurgesteld 
werden  in  onze  reis  om  de  Kaap  de  Goede  Hoop  door  tegen  winden 
en  slecht  weer,  wij  liier  zijn  aangekomen  in  gezelschap  van  het 
schip  Eagle,  Kapitein  Jeremias  Blackman;  het  sehip  Smyrna 
Koopman,  Kapitein  Nioolnas  Read ; het  schip  African,  Kapitein 
John  Swan  ley;  de  Benjamin,  Kapitein  Arnold  Browne;  de 
Pethiok,  Kapitein  Cobhain  Dones ; de  Society,  Kapitein  Leon 
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No,  168. 


Het  duplikaat  van  No.  160. 


No.  169. 

Met  het  voorsz.  pchip  (Henriette  Louijse)  hebben 

wij  becomen  TJl:  missive  van  den  2 Junij  deses  jaers  neffens 
verscheijde  bijlagen  dan  alsoo  de  vergaderingh  jegenwoordigh  op 
het  scheijden  staet,  sullen  wij  deselve  voorals  nu  niet  eunnen 
beantwoorden,  maer  ’t  selve  tot  ’t  voorjaer  moeten  uijtstelleu, 
alleenlijck  sullen  wij  bij  desen  seggen  dat  wij  nijtte  lecture  van 
de  generale  brieven  van  Indien  naerder  gesien  ende  overwogen 
hebbende  de  tegenwoordige  constitutie  van  saecken  daer  te  lande, 
goet  gevonden  hebben  d’  Jiquip : van  een  fluijt  met  paerden  voor 
til : vooreerst  noch  wat  in  state  te  houden : ondertusschen  sullen 
U1 : haer  soo  veel  doenl : met  ossen  om  tot  het  ploeghen  te 
gebruijcken  moeten  sien  te  behel pen  gel:  in  veel  landen  gedaen 
wort 

Middelbnrch,  Gret : door  de  geeom  : bewind- 

20  Octob:  1657.  hebbers  &e. 


No.  170, 

Ontbreekt. 


No.  171. 

Duplicaat  van  No.  164. 


No.  172. 

After  salutes  : please  to  take  notice  y‘  on  y'’  9*''  of  this  jnstant 
monthe  after  ten  weekes  winteringe  at  St.  Lawrants  Hand,  occa- 
sioned by  our  being  dissappointed  of  our  passage  about  Cape  bon 
sprance,  by  contrarye  winds  and  bad  weather,  we  arrived  heare 
in  company  of  the  ship  Eagle,  Com:  Jeremiah  Blackman.  1 he  ship 
Smurna  Marchant,  Com:  Nicolas  Read  : the  ship  African,  Com: 
John  Swanley  : the  Benjamin,  Com.  Arnold  Browne  : the  Bethick, 
■Com:  Cobham  Dones:  tUe  Society e,  Com:  Leon:  Bushell  andheere 
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1667. 

22nd  Nov. 


Bushell ; en  alhier  de  Olive  Brancli  hebben  gevonden,  die  na  den 
winter  te  Mauritius  te  bebben  doorgebragt,  bier  vijf  dagen  voor 
ons  aangekomen  is.  Dus  toevallig  verbinderd  zijnde  geworden 
om  alien  bij  elkanderen  te  wezen  (onderteekenen)  wij  in  den 
naam  van  alle  de  overigenboven  genoemd  ons  als  uwe  liefbebbende 
vrienden  en  landgenooten. 


In  baast,  J.  Blackman, 

Leonard  J.  Bushell. 


No.  173. 


Wanting. 


Wanting. 

No. 

174. 

Duplicate  of  No.  169. 

No. 

175. 

Wanting. 

No. 

176. 

Wanting, 

No. 

177. 

No.  178. 

Wanting, 


No.  179. 

Tou  will  receive  this  with  tbe  Elburgh  and  Oeelnmiden.  Besides 
your  letters  received  with  tbe  Henriette  Louhe  we  also  received 
yours  of  tbe  20tb  May  per  English  ship  Mayflower^  enclosing  tbe 
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found  the  Olive  Branch  who  having  wintered  at  the  Mauritius 
arrived  here  five  daie^  before  us : Soe  being  accidently e prevented 
of  being  Altogether  we  in  y"  name  of  all  y"  rest  above  mentioned 
wishing  you  all  happinesse  subscribe  as 

Tour  very  Loving  freinds  and  Country  men 

In  hast : J.  Blackman. 

Leonard  J.  Bushell. 


Ontbreekt. 

No. 

173. 

Ontbreekt. 

No. 

174. 

Duplicaat  van  No.  169. 

No. 

175. 

Ontbreekt. 

No. 

176. 

Ontbreekt. 

No. 

177. 

No.  178. 

Ontbreekt. 


No.  179. 

....  Dese  staet  Ul:  te  gewerden  mette  fluijtschepen  Elburch  en 
Geelmuijden  ....  Behai ven  Ul:  brieven  en  papieren  met 

Henrietta  Louijse  overgecomen,  hebben  wij  noch  over  Engelant 
met  bet  schip  de  Maijbloem  ontfangeu  Ul:  missiven  van  den  20 
Mai]  1657  met  verscheijde  bijlagen,  en  daeronder  mede  de  gesloten 
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sealed  letters  and  papers  of  the  Hon.  Van  Goens,  in  connection 
with  his  doings  as  Commissioner  there.  With  the  Welcome  we 
received  your  letter  of  the  25th  June  and  1st  July.  The 
resolutions  which  the  Chamber  of  Seventeen  may  take  with 
reference  to  the  various  matters  contained  in  the  documents  you 
may  expect  with  the  vessels  leaving  in  the  spring.  We  again  urge 
you  zealously  to  promote  agriculture  and  stock  breeding,  and  to 
do  your  best  to  buy  cattle.  This  is  at  present  still  the  chief  object 
of  the  Company.  Therefore  bring  your  whole  mind  to  bear  on 
these  things  though  other  work  may  perhaps  be  set  aside  for  the 
purpose,  or  be  neglected.  The  jetty  and  other  works  do  not 
require  such  haste,  that  on  their  account  agriculture  should  suffer. 
It  would  have  been  desirable  if  the  latter  had  been  properly 
eared  for  in  the  beginning,  and  not  precious  time  wasted  in  building 
and  other  works.  You  would  then  have  been  so  far  advanced  as 
to  be  able  to  raise  your  own  crops  which  you  are  still  to  get  from 
Holland  or  Batavia.  This  mistake  must  be  remedied,  and  lost 
time  made  up. 


When  the  slaves  arrive  from  Guinea  and  Angola,  you  will  have 
many  to  provide  for.  We  would  not  be  able  to  send  you  every- 
thing. You  are  therefore  to  get  on  and  help  yourselves  with  the 
seed  corn  and  other  articles  already  sent  you  and  also  on  board  of 
these  ships. 


From  Van  Goens’s  report  we  gather  that  experience  has  taught 
that  salting  meat  at  the  Cape  is  fairly  successful ; this  was  pleasant 
news.  You  are  therefore  to  do  your  best  to  get  into  a large  herd 
of  cattle.  Van  Goens  also  speaks  of  the  large  number  of  Antelope 
and  Eland  hides  which  might  be  obtained  in  course  of  time,  and 
that  these  animals,  like  the  Rhinoceroses  run  in  large  troops,  so 
that  large  fields  covered  with  them  are  met  with  behind  the 
mountains  of  Africa.  We  are  astonished  that  hitherto  you  have 
refrained  from  mentioning  this,  as  these  skins  would  yield  far 
more  than  those  of  seals,  whilst  the  meat  would  be  a large  source 
of  refreshment. 

With  100  paid  servants  you  should  be  able  to  get  on  there, 
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‘brieven  en  papieren  van  d.  E.  Eijokloff  van  Groens  wegens  sijn 
verrichtinge  als  Commissaris  aldaer,  soo  oock  met  het  schip  de 
Welcom  tJl : missive  van  den  25  Junij  en  prime  Julij  mede  lest- 
leden.  De  resolutien  die  bij  de  vergaderingh  van  de  17'“"  op 
verscheijde  poincten  daerinne  vervath  sullen  comen  genomen  te 
worden,  sullen  Ul:  niet  eerder  als  mette  schepen  van  ’t  voorjaer 
te  verwaohten  hebben.  Ondertusschen  eunnen  wij  evenwel  niet 
naelaten  Ul:  nochmaels  op  ’t  alderernstiohs  te  reoommanderen 
en  te  belasten  dat  den  lantbouw  ende  voortqueeckinge,  mitsga- 
ders  den  incoop  van  ’t  bestiael  dock  met  alien  iiver  en  neer- 
sticbeijt  mach  behertigt  ende  voortgeseth  werden,  sijnde  ’t  selve 
voor  als  noch  het  prineipaelste  oogwit  en  intentie  van  de 
Corap'“  en  daerom  moeten  Ul:  alle  hare  gedachten  en  specu- 
lation noch  vooreerst  daerop  alleen  ten  principalen  laten  lopen 
en  ’t  selve  beijveren,  al  soude  het  ander  wercq  daerom  ver- 
achteringh  moeten  lijden,  want  het  maecken  en  voltrecken  van 
’t  hooft,  alsmede  eenige  apdere  nieuwe  wercken,  hebben  sulcken 
haest  niet,  dat  daerom  den  lantbouw  soude  moeten  stille  staen,  en 
ware  te  wenschen  dat  die  in  den  beginnein  plaetse  van  verscheijde 
limmeragien  en  andere  wercken  diemen  noch  wel  wat  badden 
eunnen  excuseren,  bij  de  hant  genomen  en  na  behooren  voort- 
geset  ware  geweest,  als  wanneer  Ul : jegenwoordigh  al  on- 
twijffelijck  soo  verre  souden  sijn  geweest  dat  Ul : alle  eetwaren  al 
bij  uw  selven  gehadt  souden  hebben  die  Ul : jegenwoordigh  soo 
van  hier  als  van  Batavia  noch  moeten  toegesonden  worden,  de 
faute  daerin  begaen  moeten  Ul : als  noch  sien  te  beteren,  en’t 
versuijm  soo  veel  doenlijeq  soecken  in  te  halen. 

Wanneer  de  slaven  van  de  Oust  van  Guinea  en  Angola  gelijck 
wij  verhopen,  daer  aencomen,  sullen  Ul : al  veel  van  doen  hebben, 
’t  selve  Ul : alles  te  beschicken  souden  wij  niet  weten  aen  te 
halen  ; met  het  geene  wij  Ul.  mette  vooraff  gegaene  schepen  soo 
aen  saetcoorn  als  anders  albereijts  toegesonden  hebben,  en  met 
dese  schepen  noch  te  volgen  staet,  verhopen  wij  dat  Ul : haer  nu 
voort  sullen  eunnen  gedoen. 

Bij  de  voorgemelte  missive  vand’E.  Rijckloff  van  Goens  hebben 
wij  gesien  dat  de  ondervindinge  noch  naerder  geleert  heeft  dat  het 
met  het  insouten  van  vleesch  daer  redelijeq  wel  sal  gaen  en  ’t 
welcq  ons  niet  onaengenaem  is  te  verstaen.  Sulex  sullen  Ul : 
wel  doen  het  daer  aen  te  leggen  dat  Ul : eenmael  wat  in  ’t 
bestiael  mogen  geraecken.  Noch  stelt  sijn  E.  ons  voor  de  groote 
apparentie  van  herten  en  Elants  huijden  die  aldaer  metter  tijt  te 
becomen  sullen  sijn,  ja,  dat  deselve  haer  nefPens  de  Renosters  bij 
geheele  troupen  en  geheele  velden  vol  achter  ’t  geberghte  van 
Africa  vertonen.  Wij  sijn  verwondert  dat  Ul : tot  noch  toe  in  haer 
schrijvens  daervan  niet  vermaent  hebben,  alsoo  het  met  die  vellon 
wat  anders  als  met  de  robben  vellen  te  seggen  soude  wesen ; wij 
laeten  noch  staen  de  verversinge  die  het  vleesch  daervan  soude 
ounnen  geven.  Met  het  getal  van  hondert  gegagieerde  coppen, 
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whilst  you  may  in  case  of  necessity  make  use  of  the  services  of  the 
crews  of  the  passing  ships.  They  might  help  you  to  dig,  plant, 
cut  wood,  &c.,  so  that  you  will  have  sufficient^labour  for  every- 
thing. Everything  depends  upon  good  management  only. 

We  are  not  satisfied  with  your  excuse  that  the  pigs  have 
multiplied  so  little,  because  you  have  not  been  able  to  find  food 
for  them,  for  you  ought  never  to  have  been  in  want  of  vegetables, 
having  land  enough  to  grow  them,  and  men  also  of  the  garrison 
and  the  passing  ships  to  help  you.  As  long  therefore  as  you  do 
not  possess  an  abundant  supply  of  oxen,  cows  and  sheep,  you  are 
to  breed  pigs  especially,  because  they  thrive  so  easily. 


The  wives  ordered  out  by  their  husbands,  will  he  sent  out  as  soon 
as  suitable  ships  shall  he  found. 

Any  letters  sent  by  English  ships  you  are  to  send  to  tlie  care  of 
Lucas  Luce,  merchant  in  London  and  our  correspondent,  who  will 
send  them  on  at  once.  Those  whicli  arrived  in  the  Mayflower 
were  delayed  a long  while. 


Affairs  between  this  country  and  Portugal  have  ended  in  open 
hostilities.  The  capture  of  five  of  tlie  enemy’s  sugar  ships  by  our 
cruisers  off  its  coast  you  will  learn  from  the  enclosed  printed  narrative. 
Of  our  further  success  we  cannot  say  anything  as  yet ; we  expect 
much  good  from  it,  which  we  hope  to  be  able  to  communicate  with 
these  vessels. 

We  have  sent  you  four  copper  sieves  not  mentioned  on  the 
invoice  ; they  cost  fl8  apiece. 
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meenen  wij  dat  Ul:  het  daer  meer  als  genoech  sullen  cunnen 
gaende  houden,  alsoo  Ul : tot  eenige  extraordinaris  voorvallende 
gelegentheden ’t  elckens  van ’t  volcq  van  de  aencomende  schepen 
cunnen  werden  gedient,  die  Ul : geduijrende  haer  aenwesen 
oocq  cunnen  gebruijcken  en  te  wercq  stellen.  Isserwat  te  graven, 
te  pianten,  hout  te  hacken,  etc"'  ’t  kan  door  die  luijden  ’t  elckens. 
gedaen  worden,  sulcx  dat  Ul : handen  genoech  tot  alles  cunt 
hebben,  comende  maer  alleenlijcq  op  de  goede  dire(!tie  en  beleijt 
van  saecken  aen.  Mits  welcken  ons  geensints  can  voldoen  dat  Ul : 
den  soberen  aenteelt  van  varckens  daerop  excuseren,  dat  Ul : de 
cost  voor  deselve  niet  hebben  weten  te  vinden  alsoo  het  Ul : aen 
groente  niet  hadde  behoren  te  ontbreecken,  sijnde  daertoe  lants 
genoech  om  te  cunnen  winnen  en  volcq  soo  niet  van  uw  eijgen 
bessetingh,  immers  altijt  van,  de  schepen  geduijrende  haer  aen- 
wesen aldaer,  om  te  cunnen  bearbeijden,  en  daerom  soolangh 
Ul ; in  geen  genoeghsamen  voorraet  van  ossen,  koeijen  en 
schapen  sijn,  moeten  Ul : het  op  den  voorteelt  van  verckens  aen- 
leggeu,  insonderheijt  mede,  dewijle  die  soo  wel  voortwillen  en 
aengroeijen. 

De  vrouwen  die  door  haer  mans  ontboden  en  ons  om  passagie 
derwaerts  aengeweest  sijn,  hebben  wij  sulcx  toegestaen,  sullende 
alleenl : nae  gelegentheijt  van  bequanie  schepen  wachten  die  ons 
jegenwoordigh  deficieren,  ten  ware  bij  een  van  de  andere  Cameren 
connen  werden  geaocommodeert.  Soo  Ul : nae  desen  met  Engelse 
schepen  weder  eenige  brieven  herwaerts  comen  te  despecheren, 
suit  deselve  hebben  te  laten  gaen  onder  couverte  van  S'  Lucas 
Luce,  coopman  tot  London  on  sen  correspondent  aldaer,  met 
versoecq  dat  hij  deselve  ons  voort  gelieft  toe  te  senden,  als 
wanneer  wij  vertrouwen  dat  se  ons  te  spoediger  en  met  meer- 
der  verseeckertheijt  sullen  gewerden.  Sijnde  an dersints  de  brieven 
mette  Maijblom  overgecomen  in  Engelant  al  wat  langh  opge- 
houden  geweest. 

De  saecken  tusschen  desen  staet  ende  croone  van  Poitugael  sijn 
in  plaetse  van  ’t  verwaghte  accommodement  eijntelijck  tot  een 
rupture  en  openbare  hostiliteijt  uijtgeborsten ; wat  daer  op 
tusschen  onse  vloot  cruijssende  op  de  custen  van  dat  Rijck  en 
hare  suijcker  vloot  comende  van  Brasil  is  gepasseert  en  voorge- 
/allen,  raeckende  het  nemen  van  vijff  haerder  schepen  met 
suijcker  geladen,  sullen  Ul : uijtte  nevensgaende  missive  in  druck 
uijtgecomen  connen  sien ; van  ’t  vorder  succes  weten  wij  Ul : voor 
als  noch  niet  naerder  t’  adviseren,  alhoewel  wat  goets  daervan 
wert  verhoopt ; en ’t  welcq  wij  voor  ’t  afgaen  van  dese  schepen 
Ul : noch  verhopen  te  sullen  communiceren 

(Post  scriptum) Wij  hebben  Ul ; 4 harpen  toege- 

sonden  als  2 met  het  Wapen  van  Holiant,  1 met  het  wapen 
van  Amsterdam  en  1 met  Amersfoort  die  vergeten  sijn  in  de 
facture  en  cognossementen  te  brengen.  Soo  Ul : deselve  niet 
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22nd  Nov. 


1667. 
6th  Dec. 


1657. 
9th  Dec. 


No.  180. 

We  have  to  inform  you  of  the  war  which  has  broken  out  between 
our  State  and  Portugal,  so  that  the  States-Greneral  have  ordered  us 
by  Resolution  of  the  29th  November  to  do  as  much  damage  as  we 
possibly  can  to  the  subjects  of  Portugal  to  the  north  and  the  south 
of  the  Tropic  of  Cancer,  attacking  and  ruining  all  Portuguese 
ships  and  goods  wherever  we  find  them. 

You  are  therefore  ordered  to  carry  out  these  commands  implicitly 
and  communicate  the  same  to  the  commanders  and  officers  of  the 
return  vessels  on  arrival  at  the  Cape,  giving  them  a copy  of  this 
our  letter,  so  that  they  may  be  able  to  be  on  their  guard  against 
all  Portuguese  ships  at  sea,  and  do  as  much  injury  to  that  nation  as 
possible. 


No.  181. 


With  the  Voffcl  Phenu  we  wrote  and  sent  you  on  the  5th 
December,  1656,  three  cases  filled  .1  with ; grafted  cherry,  plum, 
peach,  quince,  medlar,  apple  and  pear  trees.  We  also  informed 
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overgenomen  hebt,  cunt  daerover  nae  Batavia  om  deselve  uw 
weder  terug  te  senden  schrijven,  deselve  costen  18  gl : ’t  stuck. 


Get : door  de  bewinthebbers  ter 

Kamer  Amsterdam. 


Amsterdam,  den  22  Nov : 1657. 


No.  180. 

Wij  bebben  niet  cunnen  nalaten  Ul : bij  desen  te 

adviseren  dat  den  staet  deser  landen  eijntel : mette  crone  van 
Portugal  geraeckt  is  in  een  openbare  rupture  en  bostiliteijt : en 
dat  dienvolgende  baer  Ho : Mo : bij  bare  resolutie  van  den 
29'"‘  Novemb  : lestl : ons  bebben  geinjungeert  om,  acbtervolgende 
ende  uijt  cracbte  van  de  denunciatie  van  oorlocb  bij  den  staet  aen 
de  gemelte  crone  van  Portugael  gedaen,  de  subjecten  van  derselver 
crone  mede  alle  mogelijcke  affbreuck  te  doen,  soo  wel  benoorden 
als  besuijden  den  Tropicus  Cancri,  en  dat  wij  mitsdien  allomme 
en  in  alle  plaetsen  daer  eenige  Portugescbe  scbepen  oft'  deselve 
goederen  gevonden,  off  aengetroffen  sullen  connen  worden,  derselver 
sullen  bebben  aen  te  tasten,  te  ruineren  en  te  vermeesteren  naer 
vermogen.  Mits  welcken  wij  Ul : belasten  baer  daer  nae  niet  alleen 
te  reguleren,  maer  dat  Ul : oock  den  commandeur  en  opperbooffden 
van  onse  verwacbt  wordende  retour  scbepen  op  deselver  aen 
compete  aen  de  Caep,  biervan  sullen  bebben  te  adverteren,  baer 
tot  dien  eijnde  dese  onse  missive  communicerende,  oock  t’  baerder 
naricbtinge  copije  daervan  ter  bande  stellende  en  eenige  Portu- 
geese  scbepen  in  zee  off  elders  rescon  terende  off  bejegende  tegens 
deselve  niet  alleen  op  baer  boede  wesen,  maer  oock  die  natie 
allomme  alle  mogelijcke  affbreuck  te  doen..  

Amsterdam,  den  6 Decemb  : 1657.  Get : door  de  Be- 

windbebbers  te  Am- 
sterdam. 


No.  181. 

P‘"  ’t  scbip  de  Vogel  Pbenicx  bebben  wij  UE.  in  dato 

den  5'“  Decemb  : 1656  laetsleden  gescbreven,  ende  daerbij  onder 
anderen  overgesonden  drie  cassen  allerbande  ge-inte  karssen, 
pruijmen,  persick,  queen,  mispel,  appel  ende  peere  boomtjes,  met 


1667. 
22en  Nov. 


1657. 
6en  Dec. 


1657. 
9en  Dtc. 
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1657. 
9th  Dec. 


1657. 
26th  Dec. 


you  that  we  had  kept  back  a portion  to  let  them  strike  root  here, 
and  as  you  wrote  that  which  was  sent  had  safely  arrived  and  been 
at  once  planted,  we  now  send  you  the  rest,  sorted  and  classified  as 
per  list.  May  they  arrive  safely  under  the  blessing  of  Grod ; 
whilst  we  trust  that  you  are  now  provided  so  well  with  fruit  trees 
that  it  will  be  unnecessary  to  send  you  more. 


No.  182. 

Duplicate  of  No.  180. 


No.  183. 

According  to  oiir  promise  in  our  letter  of  the  7th  instant,  the 
Schelvis  has  been  laden  with  the  necessaries  for  the  Cape ; the 
value  being  f29,021.1.6,  for  which  sum  you  are  to  credit  the 
General  Company.  We  have  not  yet  been  able  to  send  you  any 
horses,  for  though  the  Mataram  havens  are  again  open  we  receive 
such  a small  number  of  horses  thence  that  we  can  hardly  provide 
ourselves  sufficiently.  Besides  the  animals  are  often  so  small  and 
weak  that  they  are  unfit  for  the  plough  or  other  agricultural  work. 

Their  shipment  would  therefore  only  entail  trouble  and  expense, 
so  that  you  are  to  help  yourselves  with  oxen  or  bulls. 
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bekentmakinge  dat  wij  noch  een  gedeelte  van  die  aenqueeckinge 
Toor  een  jaer  in  de  aerde  en  in  cassen  hadden  houden  staen  om 
alhier  te  lande  wortel  te  maecken.  Ende  alsoo  uijt  UE.  schrij- 
vens  aen  ons  gedaen  in  antworde  van  de  voorsz : onse  missive 
hebben  vernomen  bet  ovorgesondene  aldaer  wel  ende  ter  goeder 
tijt  gecomen,  ende  in  de  Caepse  aerde  alreets  was  overgesetb,  soo 
hebben  in  naercominge  van  onse  beloften  niet  willen  naerlaten 
UE.  jegenswoordigb  hierbij  toe  te  senden  de  resterende  cassen 
gesorteert  ende  afgedeelt  soo  ende  gelijck  de  ingeslotene  memorie 
dicteert.  Godt  de  Heere  geve  dat  bet  bequaemelijck  UE.  magb 
toecomen  ende  dat  bet  met  eenen  gewensten  aen  was ’t  zijner  tijdt 
werde  gesegent  met  alle  ’t  welcke  wij  verbopen  dat  UE.  zoo- 
danigb  voor  toecomende  van  al  sulcke  vrucbtboomen  sullen  sijn 
voorsien,  dat  bet  onnoodigb  sal  wesen  UE.  met  meerder  van  bier 
te  provideren.  Sulcx  wij  bet  nu  sullen  laten  berusten  ende 
UE 

DelfE,  desen  9 Decemb  : 1657.  Get : door  de  Bewind- 

bebbers  te  Delft'. 


No.  182. 

Duplikaat  van  No.  180. 


No.  183. 

Volgens  onse  toesegginge  in  gemelte  missive  (van 

den  7™  deser  loopende  maandt)  gedaen,  is  bet  jacbt  de  Sebelvis 
met  de  geeijste  beboefticbeden  voor  de  Caep  affgeladen,  ende 
daerinne  alsulcx  gescheept  gelijck  de  factura  desselfts,  monterende 
/29021  1.  6.  uijtwijsende  is,  waervoor  UE.  de  generale  Oom- 
pagnie  te  credit eren  bebt;  Godt  geve  Ul.  hetselve  jacbt  be- 
bouden  ende  spoedicb  toecomen  mach.  Eenige  paerden  en  sijn 
wij  als  nocb  niet  vermogens  geweest  Ul.  te  oonnen  toesenden, 
vermits  alscboon  de  Materamse  havens  ontslooten  sijn,  wij  van 
daer  soo  weijnigb  paerden  becomen  dat  ons  eijgen  selven  daer  aft 
quael : connen  version,  en  die  van  daer  crijgen  sijn  dickwils  soo 
cleen  en  swack  van  gestalte  dat  se  gants  geen  bequaemb*  hebben 
om  tot  do  ploegh  ofte  den  landtbouw  te  werden  gebruijckt,  sulcx 
bet  over  stieren  van  deselve  niet  dan  groote  moeijte  en  ooste  te 
vergeefts  sonde  wesen,  dies  Ul:  siob  ginder  met  wercx  ossen  oft 
bullen  suit  dienen  te  bebelpen. 

Voi.  rx.  E 


1667. 
9en  Dec. 


1657. 
26en  Dec. 
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1657.  ■^Y’e  doubt  very  much  whether  much  will  he  gained  bj’’  the 

2GtirDec.  Angola  slave  trade,  as  some  think  ; for  it  is  to  be  feared  that  the 
slaves  will  die  in  large  numbers  during  the  long  voyage,  and 
/ because  of  the  change  of  climate ; especially  when  some  of  them 
''  are  sent  hither  as  proposed,  to  be  exchanged  for  Bengal  slaves. 
The  cost  of  their  passage  to  and  fro  would  also  be  a heavy 
expense,  whilst  we  can  spare  no  slaves  from  this  country,  as  the 
establishment  is  very  large  and  we  require  every  one.  According 
to  orders  from  Holland  we  have  selected  a cargo  of  different  kinds 
of  coarse  cloth  by  way  of  trial  for  the  Angola  trade.  Should  you 
find  that  they  are  not  liked  in  those  parts  you  may  send  the 
stuffs  to  Holland,  where  they  will  sell  well. 


As  the  Mauritius  establishment  is  becoming  more  useless  every 
day,  and  causing  us  serious  loss,  without  the  slightest  prospect  of 
ever  improving,  we  have  resolved,  in  accordance  with  orders  from 
home,  to  embark  the  garrison  there  and  destroy  our  fortifications, 
totally  abandoning  the  whole  place.  The  Schehis  is  to  be 
despatched  from  the  Cape  for  the  purpose  as  soon  as  possible  after 
arrival,  and  from  Mauritius  sail  for  India, 


The  ostriches  sent  by  you  arrived  safely,  but  afterwards  three 
died.  The  others  were  sent  to  Japan  as  curiosities^  where  they 
were  gladly  accepted.  Very  likely  other  Eastern  princes  may 
likewise  take  a fancy  to  them,  so  you  may  send  us  eight  or  ten 
more.  You  cannot  send  us  enough  garden  seeds ; — those  from  the 
Cape  grow  better  than  what  comes  from  Holland. 


The  four  return  vessels  will  be  ready  to  leave  in  15  or  20  days. 
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Wij  trecken  al  grootelijcx  in  twijffel  of  den  voorgenomen 
slaven  ban  del  op  Angola,  soo  veel  als  sommige  wel  meijnen, 
beschieten  sal,  door  dien  te  ducbten  is  die  menscben  op  sulcke 
lange  reijsen  door  ongemack  ende  veranderinge  van  climaet  veel 
sullen  comen  te  sterven,  en  noob  te  meer,  soo  eenige  derselve, 
gel : geproponeert  is,  om  tegens  Bengaelse  slaven  te  wisselen, 
berwaerts  gesonden  wierden  welck  over  en  weder  voeren  d.  E. 
Comp®  immers  te  costel : vallen  souw ; oock  en  connen  virij  UE. 
van  bier  geen  slaaven  bestellen,  vermits  tot  desen  grooten  omme- 
slacb,  daer  omme  doorgaens  selver  verlegen  sijn  ; volgens  d'  ordre 
van  onse  beeren  principaelen  bebben  wij  bii  de  gis  een  cargasoent- 
jen  van  diverse  sorteringe  grove  cleeden  tot  een  preuve  voor  den 
Angolaesen  slaaven  bandel  geformeert,  bestaende  in  46  packen  die 
UE.  dan  aldaer  later  beneficeeren  cundt.  Edoob  soo  bet  geviele  dat 
UE.  met  de  wedercomste  van’t  jacbt  Hasselt  te  vernemen  quaemt, 
die  sorteeringe  aldaer  niet  getrocken  was,  soo  soude  UE.  deselve 
cleeden  op  de  retourscbepen  verdeelt,  nae  bet  Vaderlant  connen 
stieien,  alwaer  apparentel : goedt  voordeel  sullen  geven. 

Aengesien  wij  bemercken  dat  de  residentie  op  ’t  Eijlant 
Mauritius  d’  E.  Comp®  boe  langer  boe  onnutter  werdt,  en  in 
plaetae  van  voordeel  niet  dan  scbade  toe  en  brengbt,  oock  gants 
geen  apparentie  en  sien  tot  de  verbeteringe  van  die  gelegentbeijt, 
soo  is ’t  dat  wij  als  daertoe  van  onse  booge  overigb*  geautboriseert 
sijnde,  in  Raede  van  India  goetgevonden  ende  gearresteert  bebben 
den  ommeslagb  van  daer  te  licbten,  ende  ’t  genoemde  Eijlant 
alvoren  onse  vastigbeijt  aldaer  demolieerende  gebeel : te  abandon- 
neren  ; en  om  ons  volck  van  daer  te  baelen  ende  bun  deese  onse 
resolutie  bekent  te  maken,  sal  UE.  dit  jacbt  de  Scbelvis  met  lieff 
aen  de  Caep  gecomen  wesende,  soo  baest  doenl : nae  Mauritius 
voort  senden,  van  waer  wij  betselve  geordonneert  bebben  berwaerts 
te  keren. 

De  voogelstruijsen  door  UE.  voor  desen  berwaerts  gesonden 
sijn  wel  overgecomen,  docb  naderbant  isser  albier  3 van  gestorven, 
de  andere  bebben  wij  voor  eene  rariteijt  na  Jappan  gesonden, 
alwaer  seer  aengenaem  scbenen  te  wesen,  apparentel : dat  bij 
andere  Orientaelse  princen  mede  wel  begeert  sullen  zijn,  dies  UE. 
ons  noob  8 a 10  stx  oversenden  moocbt.  Alderbande  Caepse 
tuijnsaden  en  connen  ons  bet  sij  in  wadt  tijt  van ’t  jaer  bet  oock 
is,  niet  te  veel  toecomen,  willende  betselve  bierdoorgaens  beter 
opcomen  en  weeKger  wassen  als  betgeene  dat  uijt  bet  \Taderlandt 
overgebracbt  werdt  d’  advijso. 

Het  afflaeden  en  gereet  maecken  der  vier  resteerende  retour 
scbepen  gaet  wacker  voort,  ende  is  bet  daermede  al  soo  verre 
gecomen  dat  se  binnen  15  a 20  dagen  metten  anderen  seijlvaerdigb 
sullen  wesen  om  van  bier  nae  costij  te  vertrecken. 

Batavia  26  Decemb  : 1657. 

Get : door  den  Indiscben  Baad. 

E 2 
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1657. 
17th  Dec. 


No.  184. 

With  the  Eenriette  Louisa,  &c.,  we  have  received  your  letters  of 
21st  November  and  13th  December,  1656,  ^Bth 

March,  12th,  18th  and  26th  April,  15th,  24th  and  25th  May,  22nd 
August,  2nd,  8th,  28th  September,  1657,  from  the  contents  ot 
which  we  gather  to  our  satisfaction  the  fair  cond.ition  of  things  at 
the  Cape,  especially  the  progress  made  in  agr)  culture,  which,  it 
persevered  in,  will  produce  profitable  results  fcr  the  Company. 

From  the  report  of  the  Hon  E.  v.  Goens  we  have  seen  what 
orders  have  been  left  for  this  and  other  matters.  That  report  con- 
tains many  serious  items,  which  must  await  the  decision  ot  the 
directors.  In  the  meanwhile  you  are  to  carry  out  the  instructions 
left  by  Van  Goens,  which  we  consider  so  well  framed  that  we  do 
not  see  any  reason  to  amend  them.  We  are,  however,  of  opinion 
that  not  too  much  work  should  be  undertaken  at  the  same 
that  the  establishment  is  to  be  kept  down  as  much  as  possible,  that 
the  Cape,  at  any  rate  for  the  present,  may  be  able  to  support 
itself  without  help  from  outside.  Having  been  brought  to  this 
state,  and  made  able  to  supply  abundantly  the  passing  ships  with 
all  kinds  of  refreshments,  we  believe  that  the  idea  should  not  be 
entertained  of  obtaining  at  the  Cape  a superabundance  of 
thing,  or  of  raising  it  into  a granary  for  the  supply  of  India.  _ We 
do  not  believe  that  it  can  ever  be  brought  so  far,  for  experience 
shows  that  it  is  sufficiently  troublesome  for  the  Company  to  support 
the  Cape  Residency  according  to  its  wants.  Generally,  Hrge 
undertakings  quickly  multiply  expenses,  whilst  the  profits  often 
come  in  slowly,  and  as  often  end  in  smoke-  Therefore,  the  sma  er 
the  Cape  Station  is  kept  the  more  serviceable  and  profitable  it  will 
be  for  the  Company.  We  do  not  believe  that  the  directors  wm 
be  prepared  to  allow  the  making  of  so  many  redoubts  and  entrench- 
ments for  the  protection  of  the  lands  and  the  cattle,  as  such  under- 
takings would  require  a considerable  increase  of  the  garrison. 
They  would  rather  prefer  to  guard  certain  passes  and  roads  as  laid 
down  in  the  chart,  to  be  safe  from  the  Hottontoos.  This  would 
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No.  184. 

Met  voorsz:  bodems  (Henriette  Louijse  &c.)  hebben  wij 

success! veil jck  ontvangen  Ul.  brieven  gedateert  21  November, 
ende  13  December  1656  ; 11™  Februarij,  28  Maert,  12™,  18™  ende 
26"’'  April,  15™,  24™  ende  25™  Maij ; 22™  Augusty,  2™,  8™  28™ 
September  1657  uijt  welckers  inhoude  en  den  bijlagen  van  dien 
wij  ten  genoege  hebben  vernomen  den  redelijcken  goeden  toestant 
aen  de  Caep,  bestaende  ten  principaelen  in  den  aenqueeck  van  den 
Landtbouw  die  alreede  een  tamelijck  progres  genomen  heeft  ende 
met  ijver  vervolgbt  werdende,  nae  alle  apparentie  goede  vrucbten 
ten  dienste  van  d’  E.  Compagnie  geven  sal : wat  ordre  ende 
reglement  tot  de  meeste  bevorderinge  van  dien  als  andere  noodige 
saecken  aldaer  is  beraemt,  hebben  wij  uijt  bet  rapport  van  d^  Heer 
Rijckloll  van  Goens  wie  de  visite  door  d’  E.  Heeren  Majores  van 
die  residentie  zij  opgeleijt,  omstandich  vernomen  ende  in  ’t  selve 
veel  gewichtige  oonsideratien  aengemerckt  waerop  de  dispositie 
van  onse  Heeren  Principalen  sal  dienen  affgewaeht,  sullende  III: 
hun  middelerwijle  nae  d’  Instructie  door  d’  Heer  van  Goens  daer 
gelaten  moeten  reguleren,  die  wij  soo  wel  gestelt  vinden  dat  daer 
niet  sonderlinghs  bij  ofte  all  cn  weten  te  doen  : soudende  wij  eene- 
lijck  van  advijs  wesen  dat  men  ginder  niet  al  te  veel  werok  teffens  en 
behoort  over  hoop  te  haalen,  ende  den  ommeslaeh  soo  beonopt  te 
begrijpen  dat  vooreerst  de  Caep,  sender  van  buijten  gesecundeert 
te  worden,  op  sijn  selven  can  bestaen,  en  sulcx  soo  verre  gebracht 
wesende,  mitsgaders  genough  hebbende  om  de  gaende  en  comende 
schepen  van  alderhande  noodige  verversinge  te  versien,  soo  dunckt 
ons  dat  de  verdere  speculatien  die  sommige  hebben  om  aldaer  soo 
grooten  overvloet  van  alles  te  procureren,  men  daeruijt  selffs  een 
spijs  earner  voor  India  maken  souw  wel  mochten  achterwege 
gelaten  worden  alsoo  wij  niet  dencken  cunnen  hetselve  ooijt  soo 
verre  sal  connen  werden  gebracht,  sullende  het  d’  E.  Comp®  gelijek 
de  dagelijexe  ervarentheijt  leert,  nocb  al  lastich  genough  vallen 
om  de  jegenwoordige  Caepse  residentie  nae  den  eijs  in  wesen  te 
houden.  Men  siet  doorgaens  dat  dingen  van  groot  beslagh  metter 
haest  veel  oncosten  na  sich  comen  te  slepen  ende  de  winsten  die 
daeruijt  totsoulaes  verwacht  werden  dickwils  seer  lancksaem  bij  co- 
men, jae  oock  wel  geheel  in  roock  verdwijnen,  waormede  wij 
eijgentl:  nae  onse  opinie  willen  seggen  dat  hoe  de  Caepsen 
ommeslaeh  in  een  beknopter  eirkel  getrocken  wordt,  het  voor  de 
E,  Comp®  alder  nutst  en  profStelijcst  wesen  sal,  cunnende  wij  niet 
gelooven  onse  Heeren  principaelen  in  den  gedanen  voorslach  om 
tot  bescherminge  der  landerien  als  het  bewaeren  van  bestiael  soo 
een  groot  getal  reduijten  en  trenchementen  te  maecken  veel  smaeck 
sullen  hebben,  vermits  tot  sulcken  werok  te  grooten  besettinge 
vereijssen  soude  en  deswegen  apparentel:  eerder  sullen  verstaen 
om  eenigepassen  ende  wegen  soo  die  indeCaerteaengewesen  werden 
tegens  de  Hottentos  te  doen  besetten  dat  wel  de  miriste  ombragie 


1657. 
17en  Dec. 
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1667. 
17th  Dec. 


"be  the  easiest  process.  In  the  meantime  you  will  have  to  wait  for 
their  orders  on  the  subject,  which  you  will  know  before  us. 


From  Persia  we  heard  that  the  Nachtglas  ordered  by  you  to 
proceed  to  Batavia  via  Madagascar,  most  unexpectedly  arrived  at 
Gamron  on  the  25th  November,  1656,  and  in  a very  pitiful  state. 
Its  food,  water  and  fuel  were  used  up  and  its  bottom  was  so 
worm-eaten  that  it  could  float  with  difficulty.  It  was  somewhat 
repaired  and  sent  to  Surat  where  it  has  been  entirely  overhauled. 
What  induced  the  officers  to  stray  into  the  Persian  Gulf  you 
can  gather  from  their  Resolution  of  the  10th  September,  1656,  and 
the  extract  from  their  logbook. 


The  flute  Vinck  sent  by  you  according  to  our  orders  towards 
the  Southland  to  search  for  the  wreck  and  crew  of  the  Braak 
anchored  there  on  a reef  on  the  8th  June,  and  in  the  lat.  of  29^. 
The  water  was  25  fathoms  deep.  They  coasted  along  until  the 
12th  but  could  not  land,  it  being  winter  and  the  weather  very 
stormy.  They  had  therefore  to  abandon  the  search,  as  you  will 
see  from  the  enclosed  extract  from  her  journal. 


We  intend  to  send  another  expedition  in  a short  time,  and  you 
might  also  send  a small,  vessel  thither  for  the  purpose,  one 
arriving  at  the  Gape  from  Holland  ; perhaps  one  of  the  two  may 
be  successful  and  rescue  our  men  from  their  misery.  You  are  to 
remember  that  in  January,  February  and  March  the  best  time 
falls  for  visiting  the  Southland.  At  other  times  of  the  year  as 
experience  teaches,  the  coast  cannot  be  approached  in  consequence 
of  the  heavy  winds. 


We  have  commissioned  Mr.  Cuneus,  Commander  of  this  fleet,  to 
inspect  the  Cape  Residency  and  the  natural  advantages  which  it 
may  possess.  You  are  therefore  to  show  him  everything  and 
acknowledge  him  in  his  office. 
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6ns  bedunokens  geveii  sal } doch  hoe  het  haer  welgemelte  Ed: 
eijgentl:  sullen  begrijpen  staet  TIE,  voor  ons  te  vernemen,  nae 
welckers  te  ge'V’en  otdre  tot  die  en  gene  saecken  den  Caepsen 
ommeslach  raeckende,  UE.  sich  te  reguleren  hebt 

Die  van’t  Nachtglas  door  ITE.  over  Madagascar  ende  Mauiitius 
Eijlant  nae  Batavia  te  vaeren  geordonneert  sijn,  soo  wij  uijt  de 
Persise  advijsen  vernomen  hebben,  seer  onverwacbt  op  den  25®" 
van  de  maendt  November  1656,  van  Damron  behouden,  dock  seer 
desolaet  aengecomen,  als ’t  eijnde  victualie  water  ende  brandthout 
gecomen,  ende  Galioot  van  onderen  soodanigh  door  de  worm 
gegeten  sijnde  dat  het  qualijok  langer  boven  water  te  houdenwas, 
en  bij  langduijriger  reijse,  apparent  te  gronde  soude  hebben 
moeten  gaen,  het  welcke  in  Persia  soo  ten  dele  wat  versien  sijnde, 
is  ’t  selve  van  daer  nae  Suratta  versonden  en  daer  wederom  heefEt 
vertimmert, 

Wat  de  opperhoofEden  desselfis  gedrongen  heent  encm  ge- 
moveert  heefft  de  Dolflt  van  Persia  aen  te  soueken  can  UE,  bi]  de 
copia  resolutie  die  sij  in  dato  10®"  Septemb : 1656  daerover 
genomen  hebben  omstandich  beoogen ; gelijck  ooek  uijt  het 
nevensgaende  extract  daghregister  te  vernemen  is  wat  hun  op  e 
reijse  al  wedervaren  sij,  waertoe  wij  ons  gedraegen. 

Het  fluijtje  de  Vinck  door  UE.  op  onse  gedane  serieuse 
1-ecommandatie  in ’t  herwaerts  comen  het  zuijtlant  aen  gesonden 
om  nae  het  wrack  ende  overgebleven  volck  van  t verongeluckte 
sehip  den  Vergulden  Draeck  te  souckeh,  is  aldaer  den  8 j uni]  op 
de  hooghte  van  29  graden  op  een  rifi  ten  ancker  geweest,  daer  het 
25  vadem  diep  was  en  sijn  van  daer  voorts  wel  langhs  e cus 
totten  12®"  desselvigen  maendts  geseijlt,  maer  en  conden  vermits 
het  daer  in ’t  winter  saijsoen  ende  seer  quaet  weder  was  de  wal 
niet  genaecken,  en  mosten  dienvolgende  deselve  sender  lets 
opgedaen  te  hebben,  weder  verlaten,  gelijck  UE.  breder  uijt  het 
daervan  gehouden  daghregister  believe  na  te  sien. 

Wij  hebben  goetgevonden  binnen  eorte  daegen  ^n  hier 
andermael  besendinge  derwaerts  te  doen,  soudende  door  . van 
Costii  p^  ’t  een  otf ’t  ander  bequaem  cleen  vaertuigh  dat  uijt  net 
Vaderlandt  aldaer  overcomen  mocht  insgelijcx  connen  gedaen 
werden  om  off  raisf.chieii  iemandt  van  beijde  eenign  van  ons  a aer 
verbleven  volck  aentreffen  en  uijt  hare  elendigheden  verlossen 
conde,  diene nde  UE.  verdacht  te  wesen  dat  het  in  e rnaen  en 
Januarij,  Febniarij  ende  Maert  den  besten  en  bequaemsten  ti]t 
is  om ’t  ziiijidaiat  aen  te  doen,  buijten  welck  saijsoen  van  1^®^ 
die  cust  gelijclc  nu  al  diverse  malen  ervaren  is,  vermi  s e ar  e 

winden  niet  ie  genaken  zij , 

Wij  hebben  aen  den  Heer  Cuneus  (Commandeur  van  des^etour 
vloote)  commi  ssie  gegeven  om  volgens  d ordre  van  onse 
principalen  en  ipassant  de  Caepse  residentie  te  visiteren  en  e e 
gelegentheder  l van  dien  soo  veel  den  tijt  sijnes  aenwesens  oe  a e 
sal  te  inspecte  ren,  waertoe  UE.  hem  dan  van  alles  openinge  oen 
ende  in  des|s§!  iffs  qualiteijt  behoorl : erkennen  sal. 


1657. 
I7en  Dec. 
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1067, 
17th  Dec. 


1658. 
16th  Jan, 


As  the  return  ships  are  annually  encumbered  with  what  is 
required  at  the  Cape,  this  year  especially  because  of  the  clothing 
required  for  the  slaves  from  Angola,  we  have  decided  to  load 
the  Schelvis  expressly  with  the  required  cargo,  and  which  will  be 
able  to  leave  about  a week  after  the  return  ships,  whose  despatch 
occupies  all  our  time  at  present. 


The  Malacca  takes  a female  slave  named  Maria,  of  Bengal, 
sentenced,  in  consequence  of  her  thieving  propensities,  to  exile  on 
Bobben  Island,  during  the  term  of  her  natural  life, 

Batavia,  17th  December,  1657, 

Signed  by  the  Members  of  the  India  Council, 
and  compared  with  the  original,  26th  Dec,,  1657, 


No.  185. 

Shortly  after  the  departure  of  the  first  six  return  ships, 
viz.,  on  the  27  th  of  last  month,  we  despatched  the 
Schelvis  to  you  with  a small  cargo  for  the  Angola  slave 
trade,  besides  some  necessaries  for  the  Cape,  amounting 
altogether  to  129021.1.6,  as  the  invoice  will  show.  The 
yacht  and  the  six  return  vessels  passed  the  Sunda  Straits 
between  the  25th  and  26th  December ; we  will  be  glad  to  hear  of 
their  safe  arrival.  The  present  four  ships  Princess  Royal,  &o., 
are  now  about  to  leave  under  command  of  the  Hon.  Cornells  van 
Quaalbergen  with  a cargo  valued  at  fll84266.1,  which  added 
to  the  value  of  that  of  the  preceding  ships  gives  a total  of 
f300!1274.14.11.  It  is  to  be  hoped  that  all  the  ships  will  be  able 
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Ende  nadien  de  retour  sohepen  met  het  geene  jaerlijcx  voor  de 
Oaep  geeijst  wort,  uijtermaten  seer  belemmeit  sijn,  oock  desen 
jaere  bovendien  eenige  cleden  tot  den  slaaven  handel  van  Angola 
moeten  gesonden  werden,  soo  hebben  wij  goetgevonden,  ende 
gearresteert  tot  den  overbrengh  van  die  nootwendigheden  ’t  jacbt 
de  Schelvis  expres  aen  te  leggen,  dooh  vermits  wij  met  het  afEvaer- 
digen  der  retour  schepen  de  banden  vol  wercx  hebben  en  heeft 
het  voorsz : jacht  om  met  deese  scheepen  te  cunnen  gaen  niet 
oonnen  claer  vallen,  sulox  eerst  over  6^8  dagen  te  volgen  staet, 
daermede  Ul.  dan  nader  sullen  sehrijven  ende  ’t  geent  in  desen 
door  haestigheijt  onaengeroert  is  gelaten  is,  suppleren. 

Op ’t  schip  Malacca  gaet  over  een  slavinne  genaemt  Maria  van 
Bengale,  die  om  haere  grove  begane  diefstal  door  den  gereohte 
deser  stede  uijt  wijsende  de  nevensgaende  sententie  voor  al  haer 
leven  op ’t  Eobben  Eijlant  gebannen  is. 

Batavia,  17  Decemb  : 1657.  Oet.  door  den  Indischen 

Baad  en  gecollatio- 
neerd  met  het  origi- 
neel  op  den  26  Deo. 

1657. 


No.  185. 

Oorts  nae  het  vertreck  van  de  eerste  retour  schepen 

namentl : op  den  27™  des  voorledene  maent  Decemb:  hebben  wij 
van  hier  tot  TIE.  affgesonden  het  jacht  de  Schelvis,  met  een  cleene 
cargasoentje  tot  ten  Angolasen  slavenhandel,  alsmede  eenige 
nootwendigheden  voor  de  Oaep  monterende  te  samen  /29021  1.  6. 
belaeden  gelijck  de  factura  daernevens  gesonden  sal  connen 
doceren,  wat  wij  tot  geleijde  van  dien  aen  UE.  hebben  geschre- 
ven,  can  bij  ingeslote  copia  missive  nagesien  werden.  Wij  willen 
hopen  het  geseijde  jacht  alsmede  de  voorsz : ses  retour  schepen, 
dewelcketusschen  den  25™  ende  den  26™  Decemb.  buijten  de  straet 
van  Sunda  in  ruijm  zee  geraeckt  sijn,  voor  den  ontfanck  deser  bij 
UE.  behouden  aengecomen  sullen  wesen,  dat  ons  na  desen  aenge- 
naem  te  vernemen  werdt. 

De  vier  resterende  retour  schepen  Princesse  Eoijael,  Ulysses, 
’t  HofE  van  Zeelandt,  ende  N.  Enckhuijsen,  afgeladen  ende 
volcomen  seijlvaerdig  geraeckt  wesende,  staen  alsnu  de  voorafge- 
sondene  onder  het  commando  ofte  gesach  van  d’  E.  Cornelis  van 
Qualbergen  te  volgen,  ingeladen  hebbende  een  Indisen  retour  ten 
bedrage  van  /1184266  1.  hetwelck  bij  het  vorige  geaddeert  sijnde 
pomt ’t  geheele  retour  deses  jaers  /’3003271  14.  11.  te  belopen, 
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I7en  Dec. 


1658. 
16en  Jan. 


1668. 
16th  Jan, 


1658. 

16tli  April. 


to  meet  at  the  Cape  or  St.  Helena  in  order  to  proceed  home 
together. 


On  the  first  of  this  month  we  despatched  to  the  Southland  to 
search  for  the  crew  of  the  Draah,  the  galiots  W 'ikende  Boeij  and 
Emeloort  which  will  arrive  there  in  the  best  season  of  the  year ; 
they  will  therefore  be  able  to  explore  the  coast  thoroughly  and 
without  danger.  Our  instructions  to  the  officers  you  will  find 
in  the  annexed  copy  which  may  he  of  service  for  the  commander 
of  the  vessel  sent  thither  by  you  for  the  same  purpose. 


P.S. — This  vessel  has  on  board  Domingo  of  Batavia,  lately  a 
soldier,  sentenced  on  the  28th  August  to  be  shot,  hut  pardoned  by 
us,  and  sentenced  to  exile  on  Robhen  Island. 


No.  186. 

Since  the  despatch  of  our  letters  of  the  9th  and  20th  October, 
1657,  we  have  attended  to  your  letters  received  by  the  Henrietta 
Louisa,  enclosing  report  of  proceedings  of  Hon.  V.  Goens 
during  his  stay  at  the  Cape,  and  also  instructions  left  by  him 
for  your  guidance. 

With  the  Leerdam,  &c.,  you  will  receive  this  letter. 
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■welcken  rijckdom  den  Almogenden  behouden  over  zee  in  ’t  lieve 
vaderlandt  believe  te  geleijden,  suUende  door  bet  tijdieb  vertreck 
van  dese  laetste  sebepen,  soo  wij  hopen  de  gebele  vloote  aen  de 
Caep  of  St.  Helena  bij  den  anderen  geraecken,  ende  alsoo 
gesamentl : na  bet  lieve  vaderlant  vertrecken  connen,  daer  toe  den 
Almogende  sijnen  genadigen  zegen  gelieve  te  verlenen. 

Op  prime  deses,  bebben  van  bier  nae  bet  Zuijdtland  om  al 
daer  andermael  nae  bet  volck  ende  wrack  van  ’t  veronge- 
luckte  scbip  den  Vergulden  Draeck  te  soecken,  afgesonden, 
de  gal  jots  Wakende  Boeij,  ende  Emeloort,  die  ginder  in  ’t 
beste  van ’t  saisoen  staen  te  verscbijnen  en  dien  volgende  goede 
oeeasie  sullen  bebben  om  deselve  oust  sender  gevaer  aen  te  doen 
ende  ontdeeken,  wat  wij  de  opperbooffden  van  de  voorsz:  galjots 
aldaer  gelast  bebben  te  observeren,  can  TIE,  uijt  de  nevensgaende 
copia  instruotie,  die  wij  bun  tot  baere  naeriobtinge  mede  gegeven 
bebben,  vernemen,  daervan  degene  die  door  UE:  naderbant  met 
’t  een  off ’t  ander  uijt  bet  vaderlandt  comende  scbeepie  empassant 
aldaer  mede  aengesonden  mocbten  werden  baer  oock  sullen  cunnen 
dienen 

{Post  Scriptum.)  Hiernevens  gaet  eenen  Domingo  van  Batavia 
gewesen  soldaet  die  op  28  Augustij  verleden  bij  den  Acbtb:  Raet 
van  Justitie  gedoemd  is  om  g’arquebuseert  te  werden  ende  bij  ons 
van  de  doot  gepardonneert  om  den  tijt  sijns  levens  op ’t  Robben 
Eijlant  gebannen  te  bbjven. 

Batavia  den  16  Januarij  1658.  Oet:  door  den  Indiscben 

Raad, 
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....  Sedert  bet  afgaen  van  onse  jongbste  brieven  van  den  9 
ende  20  Octob:  des  voorl:  jaors  1657  bebben  wij  tijt  ende  gele- 
gentb*  gebadt,  omme  te  lesen  eude ’t  examineren  de  brieven  ende 
papieren  ons  even  voor  bet  scbeijden  van  onse  jongbste  vergade- 
ringb  met  bet  scbip  Henriette  Louijse  van  Ul:  toegesonden, 
daeronder  begrepen  bet  verricbten  van  den  Commandeur  van 
Groens  geduijrende  sijn  aenwesen  aen  de  Caep,  mitsg''®  d’  Instructie 
die  bij  Ul:  ’t  uwer  naricbtinge  beeft  gelaten.  Omme  dan  deselve 
bij  desen  te  beantwoorden,  sullen  vooraff  seggen  dat  bebalven  bet 
vertreck  van  de  fluijtscbepen  de  Spreeuw  ende  Meese.  . . . nocb 
sedert  gevolgt  sijn  ....  ’t  Wapen  van  Hollant ....  (&c“).  Jegen- 
woordigb  sijn  nocb  bier  te  lande  die  oock  all  gereet  gemaeckt 
Worden  om  in  dit  voorjaer  uijt  te  lopen,  de  fluijtscbepen  Leerdam 

(&o“)  waermede  dese  onse  missive  Ul:  staet  te 

geworden  ^ . . . . 


1668. 
16en  Jan. 


1658. 

16en  April. 
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We  consider  the  instructions  left  by  Hon.  V.  Goens  practical 
and  to  the  purpose  ; you  are  therefore  to  abide  by  them  until  you 
receive  orders  to  the  contrary,  excepting  what  refers  to  the 
redoubts,  &c.,  between  Table  and  False  Bays,  to  cut  off  the 
peninsula  from  the  continent  and  protect  the  land  near  the  fort. 
This  work  is  not  to  be  commenced  without  our  express  order,  not 
only  because  it  is  difficult  and  costly,  but  because  you  have 
yourselves  deemed  it  impracticable  because  of  the  mountain 
streams  and  the  inundation  of  the  land  through  which  the  canals 
are  to  be  cut,  during  the  winter  season.  The  consequence  would 
also  be  that  the  walls  of  the  redoubts  would  continually  collapse 
and  become  useless.  This  idea  may  therefore  be  abandoned  for 
the  present,  or  until  such  a time  when  we  shall  have  gained  more 
experience. 


The  promotion  of  agriculture  and  stock-breeding,  &c.,  which 
we  have  continually  urged  upon  you,  we  again  seriously 
recommend  to  you.  This  is  to  be  your  chief  object,  paying  all 
your  attention  to  it,  and  setting  aside  for  the  present  everything 
else. 

In  order  to  set  the  freemen  a better  example  and  to  encourage 
them,  the  recommendation  of  Hon.  Van  Goens  is  approved  of,  to 
grant  to  Commander  Van  Riebeeck  unconditionally  as  his 
property  a certain  piece  of  ground  behind  Table  Mountain  and 
along  the  coast,  for  his  own  benefit,  provided  that  in  cultivating 
the  same  he  shall  beware  of  employing  any  of  the  Company’s 
slaves  or  servants.  Nor  could  we  approve  of  his  letting  out  for 
the  purpose  any  of  the  land  to  any  Company’s  servants,  that  they 
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De  voorsz:  instructie  bij  den  Commandeur  van  Goens  Ul:  op 
sijn  vertreck  van  de  Caep  behandigt,  bebben  wij  nae  rijpe  exami- 
natie  bevonden  wel  ter  materie  ingestelt  te  wesen,  oock  goede 
ordres  te  vervatten,  over  sulcx  sullen  Ul:  baer  na  den  inboude  van 
dien  totdat  wii  Ul:  auders  souden  mogen  comen  t’  ordonneren, 
bebben  te  reguTeren,  oook  die  nae  te  oomen  ende  t’  acbtervolgen 
uijtgeseijt  eenige  poincten  daerinne  wij  goetgevonden  bebben 
eenige  veranderingb  te  brengen  ende  waervan  bier  vervolgens 
breder  vermaen  sullen  doen,  sijnde  onder  anderen  de  gepropo- 
neerde  redouten  met  de  gracbt  ende  ravebjnen  om  tusschen  de 
Tafelbaij  ende  Baije  False  te  maeckentotafisnijdinge  ende  bevrij- 
dinge  van  de  Caep  van  ’t  vaste  landt  van  Africa,  mitsgaders 
verseeckeringe  van  de  landerijen  bij  ende  omtrent  ons  fort  gelegen 
verstaende  Ul:  dat  werek  onder  onse  expresse  order,  niet  sullen 
bebben  aen  te  vangen  off  bij  der  bant  te  nemen,  niet  alleen  omdat 
groote  moeijte  ende  costen  daeraen  vast  souden  wesen,  soo  wel  in 
den  beginne  als  bij  continuatie  van  besettinge  maer  bijsonderl.  mede 
dat  Ul:  naderbant  ondervonden  bebben  ’t  selve  impracticabel 
te  wesen,  ten  aensien  van  de  groote  affwateringen  uijt  bet 
gebercbte  ende  inundatie  van  de  landerijen  daerdoor  de  voorsz  : 
gracbt  souden  moeten  werden  gegraven,  geduijrende  bet  winter 
saijsoen  ende  die  oock  vervolgens  de  wallen  van  voorsz  : redouten 
ende  ravelijnen  t’elckens  souden  doen  instorten  off  ten  minsten 
nedersacken  ende  sulox  deseive  t’  eenemael  ombruijckbaer  maken, 
invoegen  dat  dit  concept  noon  vooreerst  wel  wat  uijt  den  sin  sal 
mogen  werden  gestelt,  ter  tijt  toe  de  naerder  ondervindinge  ons 
daerin  wijser  maken  sal. 

De  voorsettinge  van  den  lantbouw,  aenqueeckinge  van  bestiael 
ende  diergebjcken  dat  wij  Ul:  bij  onse  successive  brieven  soo 
ernstigb  bebben  gerecommandeert,  bebben  niet  cunnen  nalae- 
ten  nocbmaels  bij  desen  te  renoveren,  met  aenmaningen  dat 
Ul : als  nocb  u principaelste  werck  daervan  ende  van  ’tgeene 
wijders  daeraen  is  dependerende  sullen  ’t  moeten  maken 
ende  dat  alleen  beijveren,  latende  al  ’t  ander  werck  tot 
beter  gelegentb*  berusten,  ende  om  Ul : occasie  ende  gelegentb* 
te  geven  om  de  vrij  luijden  met  een  goet  exampel  daerin 
voor  te  gaen,  oock  meer  ende  meer  te  animeren  ende  op  te 
wecken,  bebben  wij  op  versoeck  van  den  Commandem’  Eiebeecq 
door  den  voorn  : Oommissaris  van  Goens  bij  sijne  brieven  gesecon- 
deert,  goetgevonden  bem  te  accordeeren  ende  toe  te  staen  bij 
desen  den  vollen  eijgendom  ende  bbre  dispositie  van  seecker  parck 
lants  acbter  den  Tafelbergb  tegens  de  zeekant  gelegen,  om  betselve 
bij  hem  bebouwt  ende  gecultiveert  te  werden,  mits  dat  bij  bem 
sal  bebben  te  wacbten  daertoe  te  gebruijoken  eenige  van  ’s 
Comp'  slaven  off  andere  in  dienst  van  deseive  sijnde,  maer  om  aen 
andere  Comp'  dienaers  ten  eijnde  als  voorn  : eenige  landerijen  ter 
leen  over  te  laten,  souden  wij  geensints  cunnen  goetvinden,  nooh 
toestaen,  ende  dat  eensdeels  om  deseive  daerdoor  niet  te  veel  van 
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16th  April. 


may  not  be  hindered  in  the  discharge  of  their  duties,  and  the 
freemen  discouraged,  who  would  complain  that  the  servants,  in 
addition  to  their  pay,  are  allowed  certain  profits  out  of  the  lands. 
Many  would  be  in  this  way  discouraged  from  asking  for  their 
freedom.  Should  therefore  any  servants  who  have  received  any 
ground  on  loan  from  Van  Goens  or  yourself,  have  gone  to  any 
expense  in  cultivating  them,  you  are,  in  order  not  to  let  them 
suffer  loss,  to  allow  them  to  retain  the  ground  for  another  year ; 
but  should  they  prefer  to  ask  for  their  freedom  the  lands  are  to 
be  granted  to  them. 

That  the  freemen  may  know  at  what  prices  they  are  to  sell 
their  grain  to  the  Company,  you  are  authorized  to  buy  them  at 
the  following  rates — 


A last  of  rice  at  f75  to  flOO. 
„ „ corn  at  f70  to  flOO. 

„ „ rye  at  f50  to  f70. 


Each  last  calculated  at  3,600  lbs.  What  is  delivered  by  measure 
to  be  calculated  accordingly.  The  money  to  be  reckoned  at  Indian 
valuation,  a real  being  taken  at  60  stivers  and  all  other  coin  in 
proportion.  As  they  have  obtained  the  land  for  nothing  we  think 
that  they  ought  to  get  along  with  these  prices.  Oats,  barley,  peas, 
and  beans  will  be  bought  from  them  at  prices  which  the  Company 
may  agree  upon  with  them.  And  though  the  freemen  on  starting 
have  to  be  provided  with  iools,  oxen,  cows,  sheep,  and  provisions, 
they  are  not  to  be  advanced  more  than  the  value  of  f200.  In  this 
you  are  to  use  moderation  and  discretion  in  order  to  make  it  as 
convenient  as  possible  for  the  Company.  They  are  also  to  be 
allowed  to  have  two  or  three  slaves,  should  the  Hasselt  and  Maria 
bring  any,  the  amounts  for  the  same  to  be  paid  to  the  Company 
in  produce. 

During  the  autumn  we  shall  lend  you  a galiot  to  replace  the 
Tulp : at  present  we  have  not  been  able  to  equip  one. 
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den  dienst  die  se  de  Oomp^'  scliuldigh  sijn,  afE  te  trecken  en  ten 
anderen  om  de  vrije  luijden  niet  te  dlscourageeren,  siende  dat 
dese  boven  hare  tractementen  noch  deselve  voordeelen  uijt  de 
landerijen  souden  cunnen  trecken  ende ’t  welk  oook  veroorsaecken 
souden  datter  des  te  minder  haer  tot  vrijdom  souden  begeven,  dat 
bijaldien  eenige  van  de  voorsz : dienaers  aen  de  landerijen  haer 
door  den  voom : Commissaris  van  Gloens  ofi  U1 : sedert  ter  leen 
toegestaen,  extraordinaris  costen  ende  moeijten  albereijts  souden 
mogen  hebben  gedaen,  suit,  om  deselve  soo  veel  doenl : costeloos, 
oock  buijten  clachten  te  houden  gebruiek  van ’t  voorsz  : lant  noch 
voor  den  tijt  van  een  jaer  cunnen  laten,  maar  soo  deselve  om ’t 
voorsz : lant  te  mogen  behouden  haer  mede  tot  vrijdom  willen 
begeven,  cunt  haer  sulcx  nelfens  den  eigendom  van  dien  toestaen. 
Ende  ten  eijnde  de  voorsz : vrije  luijden  souden  mogen  weten 
waervoor  sij  de  graenen  bij  haer  te  winnen,  sullen  connen  quijt 
worden  oook  gehouden  sijn  aen  de  Comp'"  te  leveren  hebben,  wij 
goet  gevonden  U1 : te  authoriseren  dat  U1 : haer  de  voorsz  : graenen 
vooreerst  sullen  cunnen  affnemen  ten  prijse  als  volcht,  te  weten  : 

Een  last  rijs  van  f75  tot  flOO. 

Een  last  taruw  van  f70  tot  flOO. 

Een  last  rogge  van  £50  tot  £70. 

Ider  last  gerekent  op  3,600  lb.,  ende ’t  gene  bij  de  mate  gelevert 
werdt  naer  advenant,  verstaende  het  voorsz : gelt  na  de  cours 
ende  valuatie  van  In  dien,  dat  is  een  Reael  off  Rijxdaelder  op  60 
stuijvers  genomen,  ende  alle  andere  spetie  mede  naer  advenant 
deselve  waerde  gereeckent  menende  dat  daer  sij  het  lant  voor  niet 
hebben  het  voor  die  prijs  seer  wel  sullen  cunnen  tuijgen,  oock 
£atsoenl : bestaen,  des  sal  de  haver,  garst,  erruwten  ende  bonen  haer 
werden  aff genomen,  oock  goetgedoen  ten  prijse  als  de  Comp® 
deselve  van  doen  hebbende  met  haer  sal  cunnen  verdragen.  Ende 
hoewel  voorsz  : vrije  luijden  in  den  beginne  met  het  een  ende 
ander  dat  tot  den  lantbouw  werdt  gerequireert,  als  gereetschappen 
ossen,  koeijen,  schapen,  oock  provisien  ende  montcosten  sullen 
moeten  werden  geaccommodeert,  soo  verstaen  wij  nochtans  dat 
alle  hetselve  niet  sal  mogen  surmonteren  de  somme  van  £200  gul ; 
uijterl : mits  daerinne  oock  moderatie  ende  discretie  gebruijcken 
om  de  Comp®  soo  wijnich  als  doenl : te  beswaren ; des  sal  aen 
ijder  van  deselve  daernefEens  mede  mogen  werden  overgelaten 
twee  off  drie  slaven,  te  weten  als  de  schepen  Hasselt  ende  Maria 
met  de  verwachte  slaven  aldaer  sullen  wesen  geretourneert  om 
voor  alle  hetselve  op  de  boecken  van  de  Comp®  te  werden  ende  te 
blijven  gedebiteert  ter  tijt  toe  uijt  de  leverantie  van  de  graenen 
weder  sullen  comen  aff  te  leggen.  Tegens  de  toecomende  herbst 
sullen  U1 : op  haer  versoeck  weder  met  een  galjot  met  masgens 
in  plaetse  van  de  verongeluckte  Tulp  werden  geaccommodeert, 
D’equipagie  van  dien  hee£t  voor  dit  mael  noch  niet  wel  willen  vallen. 


1658. 

16en  April. 
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1658. 

16th  April 


To  encourage  Eiebeeok  the  more  we  have,  as  stated,  made  him  a 
present  of  a plot  of  land,  hut  we  cannot  allow  it,  that  in  addition 
he  has  added  20  reals  to  his  pay  monthly  for  board  money  and  8 
reals  for  his  servants — which  latter  amount  he  has  drawn  for  him- 
self in  spite  of  the  free  table  allowed  him.  We  have  decided  that 
as  you  have  the  free  table  instead  of  which  salaries  are  paid,  free 
tables  are  to  cease  when  salaries  are  paid  and  vice  versa.  The 
board  money  is  therefore  to  be  abolished  by  you,  unless  you  can 
show  cause  why  in  this  particular  case  we  should  change  cur 
minds. 


And  whereas  the  ship’s  crews,  as  we  trust  without  cause,  com- 
plain of  the  scanty  refreshments  obtained  by  them,  saying  that 
everything  goes  to  the  saloon  and  little  remains  for  the  sailors^ 
we  have  decided  for  our  own  satisfaction  and  to  disprove  the 
men’s  statements,  to  order  you  to  frame  in  your  ships’  accounts  a 
specified  list  of  the  quantity  of  vegetables  and  refreshments  which 
you  send  on  board  every  vessel. 


We  would  like  to  hear  the  results  of  your  experiments  in  salting 
meat  and  brewing  beer. 

In  the  letter  of  Van  Goens  d.d.  16th  April,  1657,  we  have  gladly 
read  that  a large  number  of  elands’  and  antelopes’  skins  might 
easily  be  secured,  as  these  animals,  and  likevdse  the  rhinoceros,  are 
found  in  large  herds  covering  the  plains  behind  the  mountain 
range  of  Africa.  We  are  astonished  that  you  have  said  nothing 
of  this  in  your  letters,  especially  as  regards  the  meat  of  those 
animals,  which  would  be  very  welcome,  as  beef  is  so  scarce.  In 
order  to  explore  the  country  and  obtain  a proper  knowledge  of 
everything,  you  are  authorized  to  offer  a reward  to  those  proceed- 
ing inland,  in  proportion  to  the  distance  and  the  difficulties  of  the 
journey  undertaken  by  them ; using  discretion  in  this  matter  to 
save  the  Company  as  much  expense  as  possible.  Nor  are  you  to 
pay  anything,  unless  yoii  are  convinced  that  the  parties  have  really 
been  at  the  places  mentioned  by  them.  Therefore  do  not  fail  in 
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Om  den  Oommandcur  Riebeeck  te  meer  te  encourageren  hebben 
wij  hem,  gel : geseijt  is,  bij  gratificatie  toegestaen,  maer  dat  hij 
hem  op  sijn  eijgen  autboriteijt  boven  sijn  tractement  ende  gagie 
noch  heefft  gaen  toevoegen  20  Realen  ter  maent  voor  costgelt  ende 
noch  aoht  gelijcke  realen  voor  sijn  dienaers  ende  die  hij  mede 
voor  sijn  seWen  heeft  getrocken  ende  dit  noch  boven  de  vrije  tafel 
van  alles,  cunnen  wij  soo  niet  verstaen,  ende  hebben  dien  volgende 
goetgevonden  dewijle  Ul : de  vrije  tafel  als  voorn : hebt  in  plaetse 
van  welcke  de  costgelden  eijgentl : sijn  ingevoert,  gelijck  oock  in 
gevolge  van  dien  deselve  comen  te  cesseren  in  alle  plaetsen  daer 
de  vrije  tafels  gegeven  werde  dat  Ul : d’  voorsz : costgelden  sullen 
hebben  alf  te  schaffen,  met  dien  verstande  nochtans  ten  waere 
onsen  antwoort  deses  soodanighen  redenen  moghten  werden 
gegeven,  die  ons  sonde  bewegen  om  hierin  weder  eenige  ver- 
anderingli  te  brengen. 

Ende  nademael  nu  bij  het  overcomende  volck,  hoewel  gelijck 
wij  vertronwen  buijten  reden  geclaaght  wort  over  de  sobre  ver- 
versinge  die  daer  becomen,  voorgevende  dat  alles  meest  voor 
de  kajuijt  is,  sender  datter  voor  de  Matroosen  veel  van 
overschiet;  hebben  wij,  om  ons  hierin  wat  beter  te  gerust 
ende  ’t  voorsz : volck  met  meerder  fondament  in  ongelijck  te 
stellen,  goet  gevonden  Ul : te  ordonneren  dat  Ul : in  hare  reeck : 
die  Ul : van ’t  verstreokte  aen  de  schepen  sijn  houdende,  mede 
specificel  sullen  hebben  te  declareren  de  quantiteijt  van  de  moes- 
cruijden  ende  verversingen  die  Ul : de  schepen  comen  toe  te 
senden. 

Hoe  Ul : haer  bij  het  insouten  van  vleesch  als  oock  het  brouwen 
van  bier  naerder  sullen  hebben  bevonden,  sullen  wij  van  Ul : 
verwaehten  te  verstaen. 

Bij  de  missive  van  de  gemelte  B : Eijckloff  van  Goens  van  den 
16™  April  1657  hebben  wij  met  genoegen  gesien  d’  apparentie  die 
daer  is  tot  het  bemaghtigen  van  goet  getal  Elants  ende  herte 
vellen,  ende  dat  de  voorsz  : beesten  haer  met  de  renocers  bij 
geheele  troupen  ende  bij  geheele  velden  vol  achter  het  geberchte 
van  Africa  vertoonen : sijnde  verwondert  dat  Ul : bij  hare  brieven 
daer  over  tot  noch  toe  niet  en  hebben  vermaent,  ’t  vleesch  daervan 
principal : dewijle  het  ossen  vleesch  soo  schrael  omcomt  sal 
insgelijck  een  groote  verversinge  geven. 

Om  de  gelegentheden  van ’t  lant  van  Africa  te  eerder  ende  te 
beter  te  cunnen  ontdecken,  ende  van  aUes  de  rechte  kennisse 
te  crijgen,  worden  Ul : bij  desen  g’authoriseert  om  nae  u goet- 
duncken  een  premie  te  stellen  voc>r  die  geene  die  ten  eijnde 
voorsz : ten  lant  waert  insgesonden  werden,  deselve  regulerende 
na  de  verheijt  ende  moeijeiijckheijt  van  de  reijse  die  se  sullen 
comen  te  doen,  mits  discretie  daerinne  werdende  gebruijckt  om 
de  Comp“  met  de  minste  costen  te  beswaeren  deselve  oock  niet 
eerder  betalende  voor  ende  tenzij  Ul ; seecker  sij  dat  d’  personen 
ter  plaetse  bij  haer  voor  te  geven  geweest  sijn  ; laet  dan  niet  nae 
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14th  April. 


1658. 

30th  April^ 


having  everything  properly  investigated,  that  we  may  obtain 
knowledge  of  what  has  hitherto  been  hidden  from  us. 

We  are  told  that  ivory  is  to  be  obtained  by  you,  and  though 
the  Company  gets  nothing  of  it,  it  is  privately  sent  hither  in  the 
ships.  You  are  to  make  a note  of  this,  that  what  you  can  obtain 
there  may  be  secured  for  the  Company  to  meet  to  some  extent  the 
heavy  expenses  which  it  is  incurring  at  the  Cape. 


No.  188  to  189. 

Notice  of  transmission  of  invoices  and  letters,  per  Let  nlam  to 
Nieuwpoort 


No.  190. 

Notice  of  transmission  of  letters  per  Leerdaiu  and  Nitupoort. 


No.  191. 

. . . The  Achilles  despatched  by  us  in  advance  found  the 
Arnhem  here  at  St.  Helena ; it  had  been  left  by  the  Honingen 
already  three  days  after  leaving  tlie  Cape — the  latter  not  even 
called  here  but  passed  on.  I trust  it  may  arrive  safely,  otherwise 
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alles  wel  ende  naeuwkeurigh  te  ondersoecken  om  tot  kennisse  te 
mogen  comen  van ’t  gene  tot  noeh  toe  voor  ons  verborgen  is 
geweest. 

Nae  wij  bericht  worden,  souden  daer  mede  oliphants  tanden 
vallen,  ende  hoewel  de  Comp"  die  niet  in  handen  crijght,  dat  se 
particulier  nocbtans  wel  weten  over  te  senden  waer  op  bij  TJl : te 
letten  staet  ende  te  maecken  alle ’t  geene  daer  is  vallende,  ten 
proffijte  van  de  Comp"  magh  comen  om  daer  aen  eenighsints  weder 
te  vinden  de  swaere  lasten  die  deselve  daer  is  dragende 

Amsterdam,  16  April  1658.  Get ; door  de  gecommitteerde 

Bewindhebbers. 


No.  188  en  No.  189. 

Kennisgeving  van  toezending  van  de  faoturen  der  goederen 
gescheept  in  de  ‘ Leerdam  ’ en  ‘ Niepoort.’ 

Texel,  16  April  1658.  Get : door  twee  bewindhebberen 

van  de  Kamer  Amsterdam. 


No.  190. 

Kennisgeving  van  de  toezending  van  brieven  met  de  scbepen 
‘ Leerdam  ’ en  ‘ Nieuwpoort.’ 

Amsterdam,  14  April  1658.  Get : door  de  bewindhebberen 

ter  Kamer  Amsterdam. 


No.  191. 

Het  jacht  den  Achilles  bij  ons  voorafi  sijnde  geson- 

den  heefft  het  schip  Arnhem  alhier  beloopen,  sijnde  door  die  van 
Honingen  al  op  den  derden  dagh  verlaten,  die  hier  ter  plaetse 
niet  aengeweest,  maer  sijn  cours  recht  naer ’t  vaderlandt  sal 
gewent  hebben,  welck  resolutie  Godt  den  Heere  wel  wil  laeten 
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the  officers  will  be  in  very  serious  difficulty.  The  Arnhem  was 
full  of  dissension  and  unpleasantness,  especially  among  the  saloon 
party,  who  have  been  bringing  serious  charges  against  each  other, 
long  even  before  the  Cape  had  been  reached.  This  could  not  have 
been  unknown  to  you  and  required  timelj’  investigation,  even  if 
some  had  been  compelled  to  stay  there  for  some  time  for  the 
purpose.  Skipper  Symons  was  not  the  man  to  unravel  this  con- 
fused mass,  but  sided  against  Catersvelt,  whom  he  brought  into 
great  disrepute  among  the  men  by  strange  charges.  It  is  evident 
that  Catersvelt  has  been  falsely  accused  by  those  who  were  anxious 
to  hide  their  own  misdeeds,  but  that  he  also  is  to  be  blamed  for 
not  maintaining  proper  discipline  amongst  the  mixed  lot  of  the 
saloon.  Having  carefully  gone  into  the  question  and  read  over 
the  charges,  we  found  them  so  confused  and  contradictory  in  con- 
sequence of  the  strong  party  feeling  and  hatred  existing  on  board, 
that  we  have  resolved,  beca\ise  it  was  so  difficult  to  find  out  the 
truth,  to  distribute  all  the  officers  and  some  of  the  ringleaders  over 
the  other  ships,  and  appoint  as  chief  officers  on  board  the  merchant 
Pieter  Moerbeek  and  Cornelis  Juyst  of  the  Malacca.  By  these 
means  all  unpleasantness  has  been  ended  and  the  crew  satisfied. 
All  the  ships  have  abundantly  contributed  to  supply  the  Arnhem, 
so  that  she  has  as  much  as  any  other  vessel  now.  The  rice  and 
wax  which  we  took  from  the  Cape  was  also  sent  on  board  of  her. 


On  the  llth  the  Maria  returned  hither  from  Angola,  having 
done  nothing  and  seen  no  natives.  We  therefore  considered  it 
unnecessary  to  supply  her  with  any  cowries,  as  we  do  not  believe 
that  you  will  continue  the  experiment  unless  the  Hasselt  has  better 
luck.  The  Maria  came  in  good  time  to  assist  us  in  discovering 
the  leak  in  the  Malacca.  We  intended  to  load  her  with  pepper 
for  the  Cape,  but  afterwards  we  decided  to  distribute  that  article 
among  all  the  ships.  She  also  supplied  the  Arnhem  and  other 
ships  with  water  casks.  The  skipper  seems  to  be  an  industrious 
and  zealous  officer  and  assisted  us  greatly ; I trust  that  he  ^ay 
make  his  fortune  in  India,  and  earn  the  favour  of  the  authorities 
by  his  good  conduct.  We  had  expected  better  results  from  the 
difficult  journey  of  the  sergeant  into  the  interior.  It  seems  that 
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uijtvallon  offte  sonde  anders  beswaerlijck  Toor  die  opperhoofPden 
te  verantwoorden  sijn  ] het  schip  Arnhem  hebben  bevonden  te 
sijn  vol  van  onlusten  en  wantrou,  insonderheijt  onder  de  cajuijts- 
gasten  weloke  den  anderen  met  sware  calomnien  ende  injurien, 
lange  wijl  al  voor  haer  oompste  op  de  Caep  hebben  nae  gegaen, 
’t  welcke  UE.  niet  onbewust  is  connen  sijn,  maer  wel  tijdigh 
redres  omtrent  UE.  hadde  vereijst,  al  sonde  eenige  een  tijt  aen 
de  Caep  hebben  moeten  overblijven.  Den  schipper  Jan  Sijmonsen 
is  de  man  niet  geweest  om  dat  verwarde  werok  te  redresseren,  maer 
heefft  mede  partij  jegens  Catersvelt  gecosen,  daer  schijnt  het  alles 
opgebicht  heefft,  en  desselfPs  persoon  omtrent ’t  scheepsvolcq  door 
vreemde  accnsatien  in  groote  cleijnachtinge  gebracht,  ende  nae  ten 
rnijge  van  de  saecke  oordeelen  wert  hij  grootelijcx  beschnldigt 
door  andere  die  haer  eijgen  vnijl  genootsaeckt  sijn  geweest  te 
hedecken,  en  hij  te  cnlperen  dat  niet  ontsagh  genoegh  gehonden 
ende  te  slap  is  geweest  onder  de  bijeengeraepte  cajnijtsgasten 
ordre  te  honden,  derselve  qnestien  hebhen  nae  resnmptie  van 
eenige  stncken  ende  relaes  van  eenige  soo  verwart  ende  intricaet 
bevonden  dat  door  de  groote  partij  sohap  ende  haet  daermede  den 
een  den  anderen  naegaet,  niet  ten  rechte  van  d’  oprechte  waer- 
heijt  g’  uordeelt  is  cunnen  worden,  si  ilex  raetsaemst  g’  acht  alle  d’ 
officiers  en  eenige  belhamers  over  de  seheepen  te  verdeelen  ende 
sijn  als  opperhooffden  daer  weder  gestelt  den  eoopman  Pieter 
Moerbeecq  en  Cornelis  Juijst  van  Malacca  waermede  alle  onlusten 
geweert  on  ’t  scheepsvolcq  als  de  verdeelde  haer  vergenought 
houden,  Uijt  alle  de  schepen  is  tot  de  victualij  van  Arnhem 
grootelijcx  gecontribueert,  sulcx  nevens  de  beste  in  de  vloot  in ’t 
vorstrecken  van  rantsoen  equael  cunnen  gaen  sijnde ’t  last  rijs  en 
halts  picol  was  voor  ons  van  de  Caep  mede  genomen  wel  voor 
Arnhem  te  stade  gecomen. 

Op  ll*""  deses  is ’t  jachtje  Maria  van  Angola  hier  gekeert,  heb- 
bende  niots  verricht,  jae,  geen  inwoonders  cunnen  ter  sprake 
comen,  sulcx  onnodigh  g’acht  eenige  caurije  hier  te  lichteu,  dat 
oock  beswaerlijck  soude  cunnen  geschieden,  alsoo  niet  oordeele 
dien  handel  weder  hij  UE.  ondernomen  sal  worden,  off  ’t  ware ’t 
jacht  Hasselt  beter  succes  hadde  erlanght,  dat  den  tijt  sal  uijt- 
wijsen.  Om  de  lecoagie  van  Malacca  uijt  te  vinden  is  ons ’t 
voorn  : jachjen  wel  te  stade  gecomen,  dat  reels  vastgestelt  hadden 
UE.  vollade  met  peper  toe  te  senden,  dat  naderhant  anders  uijt- 
gevallen  is,  sijnde  deselve  peper  hier  t’  eenemael  weder  over  de 
schepen  verdeelt ; men  heefit ’t  solve  ons  met  eenige  waterleggers 
voor  Arnhem  gedient,  gelijck  aen  andere  schepen  mede  gedaen 
heefit,  de  schipper  desselfis  hevinden  een  vlijtigh  ende  ijverich 
man  te  sijn,  ende  is  ons  groote  hulpe  van  hem  geschiet ; wil 
hopen  dat  hij  sijn  fortuijn  in  India  wel  sal  maecken,  ende  gunste 
van  de  hooghe  overicheijt  door  sijn  goede  comportementen  wel  sal 
gewinnen.  Van  de  laboreuse  landtocht  van  den  sergeant 
hadde  beter  succes  verwacht;  ’t  schijnt  dat  het  omtrent  die  brutale 
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1658. 

22nd  Aug. 


a different  plan  is  to  be  adopted  with  these  natives  if  an  abund- 
ance of  cattle  is  to  be  obtained.  Nothing  can  be  had  from  them 
by  kind  treatment. 

In  order  to  encourage  the  zeal  of  Sergeant  Herwerden  and 
deliver  him  from  the  vile  liquor  traffic,  you  may,  by  virtue  of  the 
instructions  which  we  have  left  behind,  permit  him  to  draw  up  an 
agreement  that  after  1661  he  shall  continue  for  three  years  longer 
at  the  Cape,  and  be  prepared  for  every  work  required  of  him. 
I trust  that  he  will  show  himself  worthy  of  the  pay  and  the  rank 
by  good  service.  In  going  over  the  ship’s  accounts  I find  that  you 
have  charged  us  for  two  casks  of  fiour,  viz.,  fl20,  which  has  no 
doubt  been  caused  by  Mr.  de  Man  not  having  been  informed  of 
our  agreement  that  these  two  casks  would  be  given  to  us  in  ex- 
change for  five  bags  surat  corn,  almost  half  a last.  You  are  there- 
fore to  write  off  this  sum,  as  we  have  already  done  according  to 
agreement. 

The  last  of  rice  at  30  reals  is  wrongly  calculated  in  guilders ; 
a mistake  having  been  made  of  4 gl.  and  10  stv.  This  you  must 
also  correct.  We  have  found  very  good  refreshments  here  in 
vegetables  and  fresh  meat,  but  not  near  as  much  as  we  obtained 
last  year.  Six  horses  have  been  seen  by  the  hunters,  but  it  was 
impossible  to  catch  them.  We  helped  the  skipper  of  the  Maria 
to  catch  them,  but  there  was  no  chance. 


No.  192. 


Distinct  orders  that  the  return  ships  are  to  proceed  home  in  no 
other  manner  than  via  the  North,  that  is  behind  Scotland. 
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menschen  op  een  andere  voet  sal  dienen  aengeleijt  soo  men 
eens  in  abondantie  van  bestiael  wil  geraecken;  ’t  schijnt  met 
civielheijt  bij  die  menseben  niet  te  gewinnen  is  ; om  den 
sergeant  Jan  van  Herwerden  in  sijnen  ijver  te  mainte- 
neren  ende  hem  van  de  vile  tapneeringh  te  diverteeren,  can  Ul. 
hem  uijt  crachte  van  onse  instruotie  Ul : gelaten,  hem  eenen 
acte  laten  formeeren,  te  weten  dat  nae  den  jaere  1661  noch 
drie  jaeren  aen  de  Caep  sal  continueren  ende  in  alle  gelegentbeijt 
nae  voorval  laten  gebruijcken.  Wil  hopen,  die  gagie  en  qualiteijt 
sicb  weerdigb  sal  maken  en  met  goede  diensten  verdienen.  Bij 
resumptie  van  de  oncostreecq"  ten  laste  van  dit  sobip  bevinde 
deselve  belast  te  sijn  voor  twee  vaeten  meel  ter  somma  /'120  dat 
vertrouwe  on  weten  : door  den  ondercoopman  De  Man  te  sijn 
gestelt,  dew'ijl  Ul.  bewust  sijt  dat  bij  manier  van  verdrach  met 
Ul,  overeen  sijn  gecomen,  te  weten  dat  Ul.  voor  vijS  sacken 
suratse  taruw,  sijnde  ten  naesten  bij  een  balff  last,  ons  twee 
vaten  meel  soudet  geven,  dat  apparent  De  Man  niet  geweten 
beelit,  sulcx  Ul.  ons  scbip  voor  die  somme  gelieftt  te  doen 
ontlasten,  gelijck ’t  selve  reets  bij  ons  gescbiet  is,  om  d’accorde 
teblijven.  Insgelijcx  bevinde  dat  bet  last  rijs  jegens  30  llealen 
quael  : in  guldens  staet  uijtgetrocken  ende  ’t  selve  vier  guldens 
10  stuijvers  comt  te  difiereren  dat  mede  bij  Ul.  geremedeert 
dient.  Hier  op  ’t  eijlandt  bebben  seer  goede  ververscbingb 
gebad  soo  aen  groente  als  redel  : quantiteijt  verscb  vleeseb,  docb 
op  veele  na  niet  als  voorleden  jaer,  ses  stucx  paerden  sijn  bij  de 
jagers  gesien  docb  met  geen  middelen  te  genaken.  Den  sebipper 
van  Maria  bebben  tot  opvangb  derselve  bulpe  aengeboden,  maer 
beefit  daermede  geen  apparentie  toe  gesien Get  : Joan 

■CUNAEUS. 

In  de  Perel  voor  St.  Helena, 

desen  laetsten  April,  a°  1658. 


No.  192. 

Aan  den  Commandeur  en  llaetb  over  de  Betourvloot  in  Decem- 
ber 1658  van  Batavia  te  vertrecken  &c. 

Pertinente  orders  dat  de  sehepen  op  geen  andere  wijze  van 
de  Kaap  huiswaarts  mogen  zeilen  dan  acbtorom  Scbotland. 

Amsterdam  22  Aug.  1658,  Get  ; door  de  gecom  : bewind- 
bebbers. . 
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No.  193. 

Wanting. 


No.  194. 


1658. 
2nd  Sept. 


On  the  11th  July  we  received  per  Danish  ship  your  letter  of 
31st  August,  1657,  accompanied  by  another  from  the  officers  of 
the  Hasselt,  written  at  Ante  on  the  coast  of  Ouinea,  and  dated 
2nd  December ; and  a second  from  the  same  from  Cabo  de  Lope 
Gonsalves,  and  dated  14th  November.  The  twelve  return  ships 
arrived  here  safely.  Among  them  the  Arnhem  and  Boningen. 
They  brought  your  letters  of  the  22nd  February,  18th  and  31st 
March,  and  10th  April  last.  We  find  that  the  Cape  expenses  are 
running  very  high  and  increasing  more  and  more,  and  therefore 
order  you  to  manage  everything  there  in  the  cheapest  possible 
manner  ; abandoning  as  much  as  possible  all  new  works,  especially 
the  newly  projected  redoubts  which  would  entail  fresh  costs.  You 
yourself  tell  us  that  the  freemen  are  safe  enough  without  such 
strongholds.  Should  they  afterwards  extend  themselves,  they  may 
build  a place  of  refuge  themselves,  always  understanding  that  you 
will  lend  them  a hand  whenever  necessary ; such  a fort  they  are 
themselves  to  guard  also.  We  shall  not  object  to  it,  they  can 
build  it  as  they  like,  but  it  can  only  be  done  in  time. 


Our  ministers  have  reported  that  during  their  stay  at  the  Cape 
they  had  very  little  vegetables.  This  was  unexpected  news,  as 
we  were  always  of  opinion,  according  to  your  letters,  that  garden 
produce  and  refreshments  were  very  abundant  there.  Should 
gardens  not  be  successful  near  the  fort,  in  consequence  of  the 
heavy  winds,  they  are  to  be  made  behind  or  on  the  side  of  Table 
Mountain,  near  the  corn-laijds,  You,  are  ghc(njs  to  lake  care  to 
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Ontbreekt. 


No.  193. 


No.  194. 

Den  IP  Juli]  hebben  wij  met  een  Deensch  scbip 

tot  Q-luckstadt  aengeeomen  over  Hamburgh  ontfangen  Ul. 
missive  van  den  laesten  Augustij  1657  en  daernetfens  een 
missive  van  de  OpperhoofPden  op  bet  jacht  Hasselt  gesz  : voor 
Ante  op  de  Gust  van  Guinea  den  2 Decemb : gel  : mede  beoomen 
hebben  een  missive  van  deselve  opperhooffden  geschreven  aen 
Cabo  de  Lope  Gonsalves  den  14  Novemb.  daer  te  voren,  waerna 
bier  te  lande  Godt  loff  behouden  sijn  gearriveert  de  twaelft 
retourschepen  daeronder  gereeckent  Arnhem  en  ’t  Slot  van 

Honingen waermede  ons  toegecomen  sijn  TJl  : brieven 

van  den  22  Februarij,  18  ende  ult : Meert,  mitsgaders  10  April 
alle  lest  leden— sullen  in ’t  corte  na  tijts  gelegentheijt  daerop 
tot  antwoordt  seggen  dat  wij  bevinden  dat  de  lasten  van  onse 
Caepse  residentie  seer  hoogh  loopen  en  meer  en  meer  ver- 
grooten,  goetgevonden  hebben  TJl  : nochmaels  aen  te  sehrij- 
ven  dat  TJl  : daer  alles  op  bet  onoostelijckste  sullen  moeten 
aenleggen,  en  begrijpen,  excuserende  tot  dien  eijnde  soo 
veel  doenlijck  alle  nieuwe  extraordinaris  weroken  ende 
insonderheijt  de  nieuwe  geprojecteerde  redout  en  alsoo  d’selve  al 
wederom  nieuwe  lasten  souden  veroorsaecken,  te  meer  omdat  TJl : 
selfis  sohrijft  dat  de  vrije  luijden  buijten  en  sender  voorsz : 
geprojecteerde  redouten  in  genouehsaame  gerusticheijt  kunnen 
wonen ; willen  zij  dan  nadat  zij  haer  wat  verder  mochten  comen 
t’extenderen  een  plaets  om  bij  noot  haer  retraict  te  mogen  nemen 
selfts  maeckeu  (mits  dat  haer,  sulcx  nodich  bevonden  werdende, 
de  handt  wat  geboden  wert)  oock  vervolgens  na  conditien  met  haer 
gemaeckt,  die  selfEs  bewaeren  en  bewaecken,  wij  sullen  daer  niet 
tegen  hebben,  en  kunnen  haer  geliefPte  daer  in  doen,  maer  alles 
sal  soo  al  metter  tijt  moeten  comen.  Ministers  hebben  ons  gerap- 
p3rteert  dat  gedurende  haer  aenwesen  aldaer  gansch  weijnigh 
moesoruijden  gehadt  ende  genoten  hebben,  t’welck  ons  wat  onver- 
wacht  te  vooren  gecomen  is,  alsoo  wij  ons  altijt  hebben  laten 
voorstaen,  gelijck  TJl;  brieven  oock  successivelijck  getuijght 
hebben,  dat  de  moescruijden  en  ververssingen  daer  in  volcomen 
abondantie  te  crijgen  waren.  Indien ’t  omtrent  bet  fort  om  de 
schrale  en  harde  winden  daer  vallende,  ten  opsichte  van  de 
moescruijden  en  groente  zoo  wel  niet  voort  wil,  soude  sulcx  achter 
off  besijden  den  Taeffelbergh  en  omtrent  de  coornlanden  cunnen 
bij  der  bant  genomen  werden.  TJl : sullen  ’t  in  alle  manieren 
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cultivate  and  have  on  hand  time  vegetables,  8^c.,  which  yield  the  most 
abundant  refreshment.  This  was  our  chief  object  in  making  a station 
at  the  Cape,  and  we  must  realize  it.  After  this  follow  the  cattle 
and  fresh  food  ; of  both  an  abundant  supply  must  be  secured,  and 
no  pains  spared  for  the  purpose.  We  can  understand  that  you 
cannot  always  do  there  as  you  like ; the  malevolence  of  the 
Hottentoos  is  to  be  taken  into  account  and  met.  Should  they  be 
unwilling  to  trade,  we  have  no  right  to  take  their  things  by  force, 
as  we  have  hitherto  received  no  sufficient  reason  for  doing  so.  In 
the  meanwhile  we  are  to  do  our  best  to  obtain  breeding  stock  for 
ourselves,  so  that  we  may  have  our  own  cattle,  as  oxen,  cows  and 
sheep.  Pigs,  as  you  say,  thrive  very  well,  you  will  therefore  pay 
special  attention  to  their  increase  when  you  have  sufficient  corn 
to  feed  them.  This  should  be  particularly  one  of  the  industries 
of  the  freemen.  When  before  this  we  wrote  about  salting  beef, 
we  did  not  intend  to  provide  India,  which  would  entail  too  much 
trouble  and  require  a large  establishment,  whilst  the  beef  is  very 
poor  at  the  Cape  ; but  that  the  passing  ships  when  leaving  might 
take  some  with  them  to  last  them  for  some  weeks,  as  it  would  be 
much  fresher  than  the  home  preparations,  and  consequently  so 
much  healthier ; at  the  same  time  saving  the  Dutch  article.  The 
cliief  object  at  present  therefore  remains  to  be  prepared  to  provide 
the  ships  during  their  stay  with  sufficient  beef ; this  will  require 
time,  but  when  once  realized  the  rest  may  be  taken  in  hand. 


According  to  your  letter  and  tlie  reports  mentioned  fine  corn 
can  be  reared ; but  whether  this  will  always  be  the  ease  time  will 
show.  New  lands  always  yield  the  finest  produce  at  the  first 
harvest.  However,  this  industry  is  to  be  carried  on  as  well  as 
possible,  that  in  the  first  place  you  may  be  able  to  keep  your- 
selves without  being  obliged  to  look  for  supplies  from  Holland  or 
Batavia,  which  is  troublesome.  Should  corn  growing  succeed,  we 
would  be  glad  if  you  could  follow  it  up  by  producing  pearl  barley, 
bread,  brandy,  &c. 
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daerop  moeten  aenleggen  om  de  voorsz : moescruijden  en  aert- 
vruchten  die  de  meeste  ververssinge  geven  altijt  in  overvloet  te 
hebben,  alsoo ’t  selve  met  bet  begrijpen  van  de  voorsz  : residentie 
van  onse  principaelste  intention  en  oogmcrck  is  geweest,  en  die 
dienen  wij  nootsaeckel : te  bereijcken,  als  wanneer  dan  voor’t  in 
ordre  sal  moeten  volgen  bet  bestiael  ende  verscbe  cost,  om  daervan 
mede  genoegbsame  voorraet  te  bebben,  macb  mede  geen  moeijten 
gespaert  werden ; dan  wij  ounnen  seer  wel  begrijpen  dat  men 
daer  in  niet  altijt  can  doen  soo  men  gaern  sonde  willen ; de  quaet- 
willicbeijt  van  de  Hottentoos  moot  soo  wat  ingesien  en  te  gemoet 
gegaen  worden ; willen  zij  tot  geen  bandelingb  verstaen  met 
gewelt  sullen  wij  bet  baer  niet  vermogen  afE  te  balen,  alsoo  wij 
niet  kunnen  bevinden  ons  daertoe  voor  als  nocb  zuffisante  redenen 
gegeven  te  zijn.  Ondertussehen  moeten  wij  daerop  uijt  sien  om 
metter  tijt  selfEs  zoo  verre  in  teelt  te  geraken  dat  wij  met  ons 
eijgen  bestiael  als  ossen,  koeijen,  en  scbapen  kunnen  bestaen. 
Met  verckens  die  U1 : seggendaer  seer  voort  willen  suit  licbtelijok 
wel  best  willen  gaen,  sulcx  sal  de  voortteelt  van  deselve  bijson- 
derlijck  als  TJl : die  bij  abondantie  van  coorn  van  cost  sullen 
weten  te  versorgen,  moeten  beijvert  worden  dat  der  vrije  luijden 
werok  meest  sal  moeten  wesen.  Dat  wij  voor  desen  van  ’t 
insouten  van  ’t  vleescb  geschreven  bebben,  siet  daer  niet 

op  om  indien  daermede  t’eenemael  te  version,  dat  van  te 

g’’Ooten  werok  ende  ommeslacb  oock  ganscb  riet  aen  te  balen 

soude  wesen.  Vallende  volgens  U1 : scbrijvens  ’t  ossen  vlees 
daertoe  oock  wat  te  dorre  gebjck  wel  gelooflijck  is  maer 

alleen  om  de  scbepen  op  baer  vertreek  van  daer  voor  eenige 
weecken  daervan  te  voorsien,  en  dat  eensdeels  ter  insicbte 
betselve  veel  verscber  als  bet  Vaderlantse  vlees  sijnde,  voor 
bet  volcq  oocq  wel  soo  gesond  sal  wesen,  en  ten  anderen 
om  bet  Vaderlantse  vlees  daerdoor  al  mede  des  te  langer  te  doen 
strecken,  Dan  eerst  vooral  sal  bet  daerop  moeten  aengelegd 
worden  om  de  scbepen  geduijrende  baer  aen  wesen  baer  noodruft 
daervan  te  doen  bebben,  dat  wij  sien  nocb  al  wat  tijt  te  sullen 
vereijsscben  docb  betselve  daer  toegebraebt  sijnde  can  men  dan 
voort  mede  op  bet  ander  deneken. 

Nae  Ul:  advijsen  ende  gemelte  rapporten  luijden,  soude  de 
coorn  teelt  seer  wel  voortwillen,  en  uijtnemende  schoon  coorn 
gewonnen  werden,  dan  off  bet  nu  voort  sodanigh  sal  continueren 
also  men  doorgaens  siet  dat  in  nieuwe  landen  d’  eerste  teelt  wel 
de  scboonste  valt,  sal  den  tijt  leeren  ; ondertusseben  evenwel  sal 
die  mede  in  alle  maniere  na  vermogen  moeten  voortgesetb  worden, 
om  daerdoor  vooreerst  op  uselven  te  cunnen  bestaen,  sender  uwe 

Erovisieu  en  beboeften  telckens  van  bier  off  van  Batavia  te  moeten 
ebben,  dat  lastigb  valt ; can  bet  dan  voort  (’t  welck  alleen  aen 
’t  goet  off  quaet  zucoes  van  den  coornbouw  sal  bangen)  gebraebt 
werden  tot  bet  grutten,  brootbacken,  bier  brouwen,  brandewijn 
branden,  en  diergebjcke,  sullen ’t  niet  ongaarne  sien,  Maer  dat 
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It  has,  however,  never  been  our  intention  that  in  the  course  of 
time  so  much  corn  should  be  grown  that  special  ships  should  he 
sent  to  fetch  it  for  Batavia ; it  would  never  pay  the  expense  and 
trouble.  We  only  wished  to  have  so  much  corn  that  the  empty 
storage  room  on  hoard  might  he  filled  up  with  grain.  But  this  is 
not  so  important,  especially  when  the  Mataram  ports  are  open, 
and  will  require  time. 

A good  deal  of  grain  should  he  obtained  from  the  350  morgen 
which  this  year  you  intend  to  sow  with  wheat,  rye,  oats,  barley,  &c. 

As  you  have  so  opportunely  been  provided  with  slaves  by  the 
Amersfoort,  which  took  them  out  of  a Portuguese  prize  off  Brazil, 
we  hope  that  you  may  carry  on  farm  work  with  more  diligence 
and  success,  for  you  will  he  compelled  to  make  provision  for  the 
supply  of  the  slaves  who  may  he  brought  to  you  from  Guinea  by 
the  Hasselt  and  Maria. 


According  to  letters  received  from  the  Hasselt  (14th  November 
and  12th  December,  1657,}  she  had  captured  in  1°  lat.  a Portuguese 
prize  which  had  been  on  the  15th  November  despatched  to  the  Cape. 
We  have  our  doubts  about  her  safety,  as  you  mention  nothing 
about  her  in  your  letter.  A rumour  has  reached  us  that  the 
Hasselt  has  already  left  Arden  for  the  Cape  with  a cargo  of  slaves ; 
after,  contrary  to  her  instructions,  she  had  touched  at  Castle  del 
Mina,  where  she  had  obtained  gold  on  her  own  account. 

What  the  facts  may  be  which  have  come  to  your  ears  you  are 
not  to  delay  in  acquainting  us  with  them.  We  shall  also  await 
news  of  the  results  of  the  second  voyage  of  the  Maria  to  Angola 
in  company  with  the  Rohhejaclifjen  and  the  discoveries  made  by 
those  vessels.  We  doubt  not  that  on  her  return  to  the  Cape  you 
have  despatched  the  Maria  to  Batavia,  and  trust  that  you  will  do 
the  same  in  case  of  the  Hasselt,  seeing  that  you  have  from  the 
Amersfort  obtained  more  slaves  than  you  really  require.  It  would 
be  too  troublesome  and  expensive  to  continue  the  Hasselt  in  the 
slave  trade  and  to  employ  such  a large  number  of  people  merely 
to  supply  Batavia  with  slaves.  We  therefore  expect  that  your 
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men  metter  tijt  zoo  veel  coorn  zoude  soucken  te  winnen  dat  men 
om ’t  selve  te  haelen  speciale  besendinge  van  Batavia  na  de  Oaep 
sonde  doen,  is  noijt  onse  intentie  geweest,  alsoo ’t  selve  de  costen 
en  lasten  in  genen  deele  sonde  cnnnen  goet  maecken,  maer  wel  om 
de  passerende  scbepen  haer  ledige  plaets  daermede  te  vervnllen  en 
’t  welek  hoewel  van  soo  grooten  belang  niet  sijnde  insonderbeijt 
ale  de  Mattaramsobe  havens  open  sijn,  al  medesijntijt  sal  moeten 
bebben.  De  350  mergen  lants  die  Dl:  dit  loopende  jaer  menen 
onder  de  cnltnre  te  brengen,  en  ten  principalen  met  Tarw,  Eogb, 
Haver,  garst,  en  eenige  andere  zaden  te  besaijen,  beboren  al  wat 
coorn  nijt  te  leveren  ; ’t  zncces  snllen  wi]  mette  naeste  verwacbten. 
Dan  dewijle  Ul:  bij  d’  aencompste  van ’t  scbip  Amersfoort  rijcke- 
lijck  van  slaven  omtrent  de  cnst  van  Brasil  nijt  een  Portngescbe 
prijs  gelicbt  zoo  tijdlijck  sijn  voorsien  geworden,  vertronwen  wij 
dat  de  gemelte  Landtbonw  met  des  te  meerder  ernst,  ijver  en 
naerstigbeijt  sal  voortgesetb  sijn  geweest,  gelijck  de  nootsaecke- 
lijckbeijt  oock  sal  bebben  vereijscbt  om  nselven,  insonderbeijt  bij 
bet  arrivement  van  de  jacbten  Hasselt  en  Maria  met  slaven  van 
Gninea  bnijten  verlegentbeijt  te  bonden. 

Volgens 't  voorverbaelde  scbrijvens  van  de  opperboofden  van 't 
jaebt  Hasselt  van  den  14“  Novemb:  en  12  Decemb:  1657,  zondeop 
de  boogbte  van  een  graet  gecomen  sijnde  een  Portngees  prijs 
genomen,  en  al  den  15“  Novemb:  daertevoren  van  Cabo  de  Lopo 
Gonsalves  gedespecbeert  en  Dl:  toegesonden  bebben,  dat  niet  sender 
becommeringb  gesien  bebben  dat  op  ’t  afpgaen  van  III:  voorsz: 
jongbste  brieven  daer  nocb  niet  aengecomen  was,  vresende  voor 
eenicb  desastre.  Wat  bandel ’t  gemelte  jaebt  Hasselt  aen  Arder 
sal  bebben  gebadt,  sullen  wij  verlangen  te  vernemen.  Van  ter 
sijde  comt  ons  te  vooren  dat  bet  met  een  goet  getal  genegotieerde 
Slaven  van  daer  na  de  Caep  zoude ’t  saijl  gegaen  sijn,  nae  dat  bet  te 
vooren  tegen  zijne  medegegeven  Instructie  aen ’t  Casteel  del  Mina 
was  geweest,en  soo  geseijt  wert  eenigb  gout  particulierl:  genegotieert 
en  ingekoft  souden  bebben.  Watter  van  sij,  en  t’uwer  kennisse 
gecomen  is,  suit  niet  bebben  na  te  laten  ons  bij  d’eerste  gelegent- 
beijt  t’adviseren.  en  waerbij  dan  oock  met  eenen  sullen  vernemen 
bet  succes  van  de  tweede  voijagie  van ’t  jaebt  Maria,  na  Angola 
en  de  custen  daeromtrent,  ‘in  Comp®  van  ’t  Robbenjaebtjen,  en 
wat  ontdeckinge  dienaengaende  naerder  sal  wesen  gedaen,  sijnde 
op  ’t  vertreck  van  de  retoursebepen  van  St.  Helena  daervolgens 
Dl:  meijninge  nocb  niet  aengeweest,  bij  retour  van  ’t  selve  jaebt 
twijffelen  niot  ofi  suit  bet  aenstonts  volgens  onse  gegeven  ordre 
na  Batavia  gedespecbeert  bebben  en  ’t  welek  wij  bopen  en 
wenseben  dat  in ’t  reguarde  van  Hasselt  mede  sal  wesen  gedaen, 
alsoo  Ul : meer  als  baer  gerieff  van  slaven  albereijts  met  Amers- 
foort becomen  bebben,  en  den  slavenbandel  in  dier  voegen  te 
continueren  als  nu  met  Hasselt  gedaen  is,  en  dat  met  soo  grooten 
aental  volcq,  om  deselve  alleen  van  daer  na  Batavia  te  voeren  ons 
wel  te  lastigb  en  costelijck  vallen  sonde.  Sulox  sullen  wij  mette 
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letters  will  teU  us  that  according  to  order  the  garrison  has  been 
reduced  to  80  men  at  least.  The  cargo  brought  hack  by  the 
Hasselt  and  what  was  sent  you  from  Batavia  for  the  slave  trade 
you  shall  send  hither  by  first  opportunity ; that  is,  that  portion 
which  you  do  not  require  for  yourselves. 


Regarding  the  request  of  the  freemen  sent  through  you  to  us, 
we  have  decided,  to  grant  them  as  much  land  in  breadth  as  they 
lose  in  depth  (or  length)  because  of  the  stones  in  the  soil,  and 
to  this  extent  allow  you  to  depart  from  the  instructions  of  Van 
Goens.  Should  any  freemen  who  have  taken  land  in  partnership 
be  desirous  to  dissolve  the  same  and  buy  out  one  another,  they  are 
to  he  allowed  to  do  so  and  assisted  in  one  thing  and  another  with- 
out to  any  serious  extent  injuring  the  interests  of  the  Company. 
Ror  the  corn,  cattle,  &c.,  which  they  may  deliver  to  the  Company, 
according  to  agreement,  you  may  give  them  hills  drawn  on  us, 
as  is  customary  in  India.  We  will  honour  the  drafts.  We  shall 
not  as  yet  send  you  a galiot  to  replace  the  Tulp,  and  hope  that 
you  will  get  along  with  the  Bobhejachtjen. 


Passage  granted  to  the  daughter  of  the  wife  of  Herwerden  and 
other  women  who  have  been  ordered  out. 

As  we  have  been  told  that  the  roads  in  Table  Bay  have  never 
been  cleared,  and  that  consequently  many  anchors  are  lost,  placing 
the  ships  in  great  danger,  we  have  decided  to  order  you  that  when 
large  ships  shall  have  arrived,  the  roads  are  to  be  cleared.  Two 
large  boats  could  easily  do  it ; and  to  encourage  the  men  you  may 
offer  a reward  of  \ or  I of  the  value  of  every  anchor  found  and 
recovered.  Calculating  the  iron  at  10  gl.  the  100  lbs. 


The  autumn  fieet  will  consist  of  18  ships  and  3,970  men — 
two-fifths  sailors  and  three-fifths  soldiers. 
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naeste  advijsen  alsnu  verwaohten,  dat  U1 : op  onse  gegeven 
ordres  de  besettinghe  tot  op  80  coppen  ten  minsten  sullen  hebben 
besnoeijt,  om ’t  werck  soo  voortgaende  te  bouden.  De  goederen 
en  coopmanscbappen  die  U1 : met  Hasselt  weder  terugge- 

bracbt,  oock  sedert  tot  continuatie  van  dien  bandel  Ul.  van 
Batavia  toegesonden  sijn,  sullen  Ul.  bij  eerste  gelegentheijt  her- 
waerts  hebben  te  senden,  verstaende  d’soodanige  die  Ul.  tot  haer 
eijgen  behoeft  niet  van  nooden  sullen  hebben. 

Bij  ons  geleth  sijnde  op  het  versouck  vervath  in  de  req.  bij 
sommige  van  de  vrije  luijden  aen  Ul.  gepresenteert,  enbij  Ul.  aen 
ons  gerenvoijeerd,  hebben  wij  goetgevonden  Ul.  te  authoriseren 
om  aen  de  voorsz.  vrije  luijden  te  accorderen  en  toe  te  staen  soo 
veel  lants  in  de  breete  als  bij  haer  in  de  diepte  ter  oorsaecke  van 
desselfEs  steenachtigh‘  wert  gemist,  en  sulcx  voor  soo  veel  afi  te 
wijcken  van  d’ordre  en  Instructie  bij  den  Commissaris  Van  Groens 
aen  Ul.  dienaengaende  gegeven;  indien  sommige  van  de  vrije 
luijden  die  eenige  landerijen  in  Oomp®  aengeslagen  hebben, 
genegen  souden  wesen  uijtte  gemeenschap  te  scheijden  en  d’een 
d’ander  uijt  te  coopen  suit  haer  sulcx  mede  vermogen  toe  te  staen 
en  haer  wijders  in ’t  een  en ’t  ander  wat  te  gemoet  te  comen  voor 
800  veel  als  sender  merckel.  prejuditie  off  ondienst  van  de  Comp® 
sal  cunnen  geschieden. 

Voor  ’t  gene  d’selve  aen  coorn,  bestiael  als  anders  meer  aen  de 
Comp®  sullen  comen  te  leveren,  als  sij  schuldigh  staen,  sullen  Ul. 
haer  assignatie  off  wisselbrieven  op  ons  mogen  verleenen,  in  die 
forme  en  maniere  gelijck  bij  den  Uenerael  ende  Raden  van  Indien 
wert  gedaen  ; tot  betalinge  sullen  wij  ordre  stellen. 

Het  senden  van  een  galjot  in  plaats  van  de  Tulp  hebben  wij 
goetgevonden  noch  vooreerst  in  plaetse  te  laten,  niet  twijffelende 
off  suit  nu  middelerwijlen  met  het  robhejachtjen  kunnen  gedoen. 

De  dochter  van  de  huijsvrou  van  den  sergeant  Jan  van  Her- 
werden  haer  aen  ons  eomende  presenteren  sullen  wij  de  versochte 
passagien  toestaen  ; gelij  ck  mede  aen  de  vordere  onthoden  vrouwen. 

Ende  alsoo  ons  wert  gerapporteert,  gelijck  oock  wel  aen  te 
nemen  is,  dat  de  rheede  in  de  Taeffel  Baij  als  noijt  gesuijvert 
sijnde,  seer  vuijl  soude  wesen,  en  waerdoor  veel  anckers  comen 
verloren,  en  de  schepen  dickmaels  in  groot  prijckel  gestelt  te 
worden,  hebben  wij  goetgevonden  Ul.  te  ordonneren,  dat  op ’t 
aenwesen  aldaer  van  eenige  groote  schepen  de  voorsz.  rheede  suit 
doen  suijveren  ende  schoon  maecken,  dat  door  twee  groote  boots 
bequaemel.  can  werden  gedaen  ; en  om ’t  volcq  daertoe  te  grager 
te  maken,  sullen  Ul.  een  premie  cunnen  stellen  ’t  sij  i of  ^ van 
d’anckers  die  gevonden  en  opgehaeld  sullen  werden ; ’t  ijser  tegen 
10  guldens ’t  hondk  gerekent. 

D’  equippagie  die  wij  voorgenomen  hebben  desen  herbst  voor  en 
na  winter  te  doen  na  India,  sal  bestaen  in  18  stucx  schepen  die  wij 
gemeijnt  sijn  te  mannen  met  3970  coppen,  f zeevarent  volck 
en  f Zoldaten : sullende  de  selve  worden  geequippeert  ende 
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In  March  last  the  French  equipped  a vessel  for  Madagascar, 
which  was,  however,  captured  near  the  Canary  Islands  by  the 
Spaniards.  No  other  has  been  fitted  out  since.  They  have 
pretty  well  lost  all  inclination  to  do  so. 


No.  195. 

At  your  request  we  have  granted  passages  to  the  wives  and 
children  of  those  who  have  obtained  their  freedom  at  the  Cape, 
and  for  their  outfit  advanced  such  sums  as  the  annexed  list  will 
show.  You  are  therefore  to  take  care  that  the  Company  is 
reimbursed  for  its  outlay,  especially  in  the  ease  of  those  who  have 
no  pay  to  claim. 


On  the  Coertenhoff  you  will  find  the  cadet  Michiel  Duran  of 
Ludye  well  versed  in  vine  planting,  wine  making,  the  naanage- 
ment  of  beer,  and  gathering  of  honey.  Should  you  require  him 
at  the  Cape  you  may  detain  him. 


No.  196. 

We  cannot  refrain  from  informing  you  of  the  miserable  con- 
dition of  the  crew,  of  which  72  are  already  dead  and  150  men 
very  ill  of  scurvy.  Thoiigh  brought  on  shore  here,  we  shall  not 
be  able  to  obtain  sujficient  refreshment  for  them,  as  no  natives 
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toegemaeckt  bij  de  volgende  Oameren te  samen  3,970 

coppen 

J)e  Fransen  hebben  in  Maert  lestleden  weder  een  scbip  uijtgerust 
en  na  Madagascar  gesonden,  dan  is  omtrent  de  Canarisohe 
Eijlanden  door  de  Spangiaerts  genomen.  Naerder  off  verder 
Equippagie  is  bij  haer  zedert  niet  gedaen.  Haer  lust  daertoe  scbijnt 
al  vrij  wat  te  vergaen 

Amsterdam,  2 September  1658.  Get : door  de  gecom : bewint- 
hebberen. 


No.  195. 

(Zie  No.  52  van ’t  jaar  1654.) Sullen  bij  desen  alleen 

cortel : seggen  datwij  op  Ul : voorscbrijvens  g’accordeert  entoege- 
staen  hebben  passagie  aen  de  huijsvrouwe  en  kinderen  van  die 
geene  die  hare  vrijdom  aen  de  Oaep  g’obtineert  hebben,  oock 
Avijders  tot  derselver  uijtrustinge  verstreckt  soodanige  gelden  als 
op  de  nevensgaende  lijste  staen  gespecifieeert ; weshalven  Ul : 
daerop  sullen  hebben  te  letten  dat  de  Comp"  daervan  weder  magh 
becomen  vergoedinge,  verstaende  van  die  geene  die  op  haere  reecq  : 
soo  veel  niet  ten  goeden  gehat  hebben  als  wij  haer  hebben 
g’advanceert,  en  dat  de  reste  voort  op  hare  reeck : afgeschreven 
wordt. 

Op  ‘ Cortenhoef  ’ gaet  voor  Adelborst  over  Michiel  Duran  van 
Luijde,  hem  op  het  wijngart  planten,  wijn  parssen,  item  op  de  bijen 
ende  het  winnen  van  honinck  verstaende,  soo  Ul : oordeelt  hij  aen 
de  Caep  dienst  can  doen,  cunnen  hem  daer  behouden 

Amsterdam,  10  Octob  : 1658.  Get:  door  de  bewinthebberen  der 

Gamer  Amsterdam. 


No.  196, 

. . . Wij  cunnen  niet  naerlaten  UE.  te  adviseeren  ende  bekent 
te  maecken,  de  ellendige  standt  van  ons  scheeps  volck  daervan  al  72 
sijn  gestorven  ende  omtrent  150  man  seer  sieck  aen  de  scheur  buijek 
aen  lant  gebracht  om  ververst  te  mogen  werden,  doch  vertrouwen 
dat  alhier  geen  volcomen  verversinge  sullen  becomen,  doordien 
al  volck  lantwaert  en  hebben  gesonden  om  vee  te  ruijlen,  en  sijn 
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25th  Oct. 


or  cattle  have  been  met  by  our  men  sent  inland  for  the  purpose. 
W e therefore  request  you  to  assist  us  with  vegetables  or  fruit  as 
you  may  deem  necessary  for  our  condition.  We  sent  you  a letter 
with  the  Penguin,  but  she  could  not  leave.  We  cast  anchor  on 
the  14th  in  Saldanha  Bay,  and  so  weak-handed  that  we  could  not 
even  furl  the  sails.  We  left  the  Vlie  on  the  18th  May  with  351 
men,  very  few  of  whom  at  present  are  well ; yea  ! so  few  that  we 
are  at  present  unable  to  weigh  our  anchor  to  go  up  a little  higher 
into  the  bay.  The  bearer  will  give  you  full  particulars.  We  do 
not  doubt  your  readiness  to  help  us  as  soon  as  possible. 


Signed  by  J.  J.  Houtsohip  and  J.  Syms. 


On  board  the  West  Vrieslant,  18th  October,  1658, 


No.  197. 

Yesterday  afternoon  we  received  your  letter  of  the  22nd,  besides 
the  greens,  geese,  eggs,  buttermilk,  and  sheep.  We  trust  that 
everything  will  tend  to  the  restoration  of  our  health  ; 113  men 
are  still  very  ill  on  land,  we  trust  they  will  soon  be  better,  but 
cannot  as  j^et  leave,  as  the  men  are  too  weak.  If  possible  we 
shall  leave  with  this  spring  tide,  and  keep  J Jansen  with  us,  as 
he  is  well  acquainted  with  these  parts.  At  all  events  we  will  try 
and  get  to  the  Cape  as  soon  as  possible ; in  the  meanwhile  we 
would  be  glad  to  get  another  lot  of  refreshments  with  your  boat. 
To-day  we  had  a Hottentoo  on  board,  we  hope  to  get  some  cattle 
from  him. 


Signed  as  above. 


On  board  the  West  Vrieslant  in  Saldanha  Bay, 
25th  October,  1658. 
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Bonder  mensohen  ofte  beesten  gesien  te  Jiebben,  weder  aen  boort 
gecomen  ; versouckende  derbalven  seer  vrindelijck  dat  UB.  gelieve 
ons  te  assisteren  met  soodanige  groente  offte  vrucbten  als  UB. 
nodich  en  dienstiob  in  dese  onse  ongelegentheijt  suit  achten 
te  wesen ; wi j badden  een  missive  pr.  de  seloep  de  Pigewij  n 
aen  UB.  affgesonden,  maer  en  conde  niet  opoomen.  Wij  sijn  den 
14™  deser  ten  ancker  gecomen  in  de  baij  Saldanbo  ende  soo 
macbtloos  van  volck  dat  de  zeiilen  niet  langer  conden  geregeert 
worden,  sijn  den  18  Maij  passado  uijthet  Vlie ’t  zeijl  gegaen  met 
351  man,  daer  nu  tegenwoordich  seer  weijnich  gesonde  mannen 
van  sijn.  Jae  ! soo  weijnicb  dat  onse  ancker  niet  kunnen  licbten 
om  wat  verder  in  de  voorsz  : beij  in  te  zeijlen,  gelijck  den  brenger 
deses  U1 : wel  mondeiingh  sal  verhaelen,  sullen  dan  niet  twijffelen 
aen  UB  : sekoers,  ende  dat  met  den  eersten  (met  groot  verlangen) 
verwacbten 


Get : door  Jacob  Jansz  : Houtschip, 
en  Jacob  Syms. 


In’t  schip  West  Vrieslandt, 
desen  18  October  1658. 
Saldanha  Baij. 


No.  197. 

. ..  .Gister  naer  de  middach  bebben  wij  door  bet  scbapenjacbje 
U.E ; brieS  van  den  22  verleden  beneffens  de  aertvrucbten, 
ganssen,  eijeren,  carnemelok,  mitsgaders  6 levende  scbapen  wel 
ontfangen,  vertrouwen  daer  door  goede  verversinge  sullen  bebben. 
Aengaende  onse  sleeken,  daervan  sijn  nocb  113  beel  swack  aen 
lant,  verbopen  baest  tot  tamelijoke  sterckte  sullen  komen,  docb 
kunnen  nu  nocb  niet  wel  zeijl  gaen  doordien  wij  ons  volck  nocb  te 
swack  bevinden,  docb  is  ’t  mogelijk  sullen  met  dese  Springb  onder 
zeijl  ons  begeven,  ende  Jeuriaen  Jansz  : bij  ons  bouden,  alsoo  bem 
de  gelegentbeijt  albier  seer  wel  is  bekent,  soo  niet,  soo  baest 
deselve  wat  gecouvereert  sijn,  sullen  dan  geen  tijt  ofte  wint  voorbij 
laeten  gaen,  omme  ons  nae  de  Cabo  te  begeven,  tot  vervorderinge 
onser  voijagie,  soude  ons  nietemin  aengenaem  ende  diensticb  sijn 
(indien  niet  opkomen)  dat  UB.  gelieffde  ondertusseben  bet  voorsz  : 
jaebje  nocb  eens  met  diergelijeke  verversinge  aff  te  sen  den,  op 
dat  bet  sebeeps  volcq  te  rasser  wederom  op  de  been  moebte  ge- 
raecken.  Wij  bebben  van  desen  dacb  een  Hottentoo  aen  ons  boort 
gebadt,  verboope  van  deselve  eenige  beesten  te  becomen 

In’t  sebip  West  Vrieslant  Get : door 

leggende  ten  ancker  in  de  Jacob  Jansz  : Houtschip, 

Saldanba  Baij,  den  25  Octob  : 1658.  Jacojj  Syms. 
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. No.  198. 

We  last  wrote  you  per  Par  el  on  tlie  22nd  October.  On  the  1st 
of  this  month  the  Arend  of  the  West  India  Company,  which 
arrived  here  from  the  Castle  del  Mina,  brought  the  men  of  the 
Robbejachtje,  which  had  been  separated  from  the  Maria  in  a storm, 
and  after  many  dangers  had  finally  reached  the  coast  of  Guinea, 
where  it  was  condemned  as  unseaworthy,  having  in  fact  been 
altogether  too  small  and  weak  for  such  a long  voyage.  Particulars 
you  may  collect  from  the  report  of  the  men  who  are  on  board  the 
Ulysses  now,  which  brings  you  this  letter.  The  skipper,  P. 
Teunissen  Mulder,  perished  at  sea  before  her  arrival  on  the 
coast  of  Guinea. 


From  the  inventory  made  of  the  goods  on  board,  when  the 
vessel  was  abandoned  at  Castle  del  Mina,  we  have  seen  to  our 
annoyance  that  she  had  been  ballasted  with  238  iron  balls. 
Instead  of  these  she  might  have  been  weighted  with  stone, 
especially  as  cannon  balls  are  always  required  in  India,  and  we 
have  to  send  annually  a large  supply  thither.  You  are  therefore 
in  future  to  practise  a little  more  economy. 

This  vessel  wiU  also  bring  you  Jacobus  Lantweert,  experienced 
in  gardening,  and  Adriaan  H.  de  Mulder  of  Breda,  versed  in 
making  pearl  barley.  You  may  keep  them  if  you  want  them. 


The  Arend  also  brought  a letter  from  the  Hassell,  written  at 
Cabo  de  lopo  Gonsalves,  and  dated  14th  March,  1658.  At  Popo 
it  had  obtained  271  slaves,  and  we  trust  that  it  has  reached  you 
in  good  time.  The  invoice  wiU  tell  you  of  the  brandy  and  other 
necessaries  sent  you. 

Signed  by  the  Directors  of  the  Board 
at  Amsterdam. 

Amsterdam,  11th  November,  1658. 


No.  199. 

Since  19th  January  last  until  to-day  have  arrived  safely  one 
after  the  other  from  the  beloved  Fatherland  the  Oliphant,  &c.. 
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No.  198. 

....Metde  schepen  de  Perel,  &c.  den  22  October  lestleden 

bebben  wij  jonghst  aen  : ul:  geschreven.  Sedert  nament- 

lijek  den  1 dezer  is  alhier  met.  bet  scbip  den  Arend  van  de  West 
Indiscbe  Comp"  van ’t  Casteel  del  Mina  aengekomen  bet  volk  van 
’t  robbejacbtje  dat  van  ’t  jacbt  Maria  door  storm  afgeraeckt 
sijnde,  nae  vele  uijtgestane  perijckelen,  eindebjck  op  de  oust  van 
Guinea  te  lande  geraeckt,  en  aldaer  onbequaem  verklaert  is  om  de 
reijse  nae  de  Caep  daermede  weder  te  ondernemen,  zijnde  oook 
in  der  daet  te  cleijn  en  te  swack  geweest,  om  soo  verre  voijagie 
daermede  te  doen,  gelijek  Ol : alles  breeder  uijt  bet  rapport  van 
’t  voorsz:  volck  weder  in  dienst  van  de  Comp'*  op  de  fluijt  Ulijsses, 
daermede  Ul : desen  staet  te  gewerden,  overgaende,  breeder  zullen 
cunnen  verstaen.  Den  scbipper  Pieter  Tbeunisz  : Mulder  is  voor 
baer  arrivement  op  de  cust  van  Guinea  in  zee  verongeluckt, 

Bij  den  inventaris  van  ’t  voorsz : jacbt]  e sooals  betselve  bij  baer 
is  geabandonneert  en  aen ’t  Casteel  del  Mina  gelaten,  bebben  wij 
’t  onser  misnoegen  gesien  dat  238  ijsere  kogels  tot  ballast  daerin 
geweest  zijn,  latende  ons  voorstaen  dat  men  ’t  in  plaetse  van  dien, 
insonderbeijd  daer  die  van  Indien  baer  dickwijls  daer  om  beno- 
digbt  vinden,  gebjck  wij  baer  oock  jaerlijcx  daervan  moeten 
version,  zeer  wel  met  steen  zoude  bebben  cunnen  affsien.  Invou- 
gen  dat  Ul : na  desen  met  wat  meerder  mesnagie  sullen  dienen  te 
werck  te  gaen.  Op  de  voorsz : fluijt  zijn  mede  aengenomen 
Jacobus  Lantweerd  en  Adriaen  Hendricxz : de  Mulder  van  Breda, 
d’  eerste  bem  op  bet  tuijnieren,  en  d’  andere  bem  op  bet  gort 
maken  verstaende.  De  voorsz  : luijden  van  node  bebbende,  cunt 
die  daer  aenbouden,  en  andere  in  derselver  plaets  laten  gaen. 

Met  bet  voorsz  : scbip  den  Arend  bebben  wij  mede  ontfangen 
een  missive  van  den  scbipper  en  onder  coopman  van  ’t  jacbt 
Hasselt  gescbreven  aen  Cabo  de  Lopo  Gonsalves  gedateerd  den 
14  Maert  1658,  sijnde  van  seer  weijnicb  substantie  en  alleenbjck 
scbrijvende  dat  aen  Popo  souden  bebben  gebandelt  271  slaven  ; 
wij  willen  verb  open  dat  bet  voorsz  : scbip  Ul  : tijdel  : mette 
voorsz  ; slaven  sal  toegecomen  sijn.  Wat  wij  Ul  : vorder  aen 
brandewijn  en  anders  tot  Ul ; beboef  zenden  sal  de  nevensgaande 
facture  uijtwijzen 

Amsterdam  den  11  Nov:  1658.  Get:  doorde  bewindbebbers ter 

Kamer  Amsterdam. 


No.  199. 

Sedert  19  Januarij  jongbstleden  tot  dato  deses,  zijn 

albier  Godt  bebbe  lofi  vervolgens  d’  een  na  d’  ander  uijt  bet 
lieve  Vaderlant  bebouden  aengecomen  de  scbepen  d’  Olipbant, 


1658. 
lien  Nov. 


1658. 
13en  Dec. 


1658. 
13th  Dec. 
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with,  which,  as  well  as  with  yachts  Maria  and  Hasselt  we  have 
successively  received  your  letters  of  the  5th  December,  1657,  «fec. 
(until  17th  September),  together  with  a despatch  from  Hon. 
(Juneus  of  17th  March  and  18th  May,  the  first  from  the  Cape,  the 
second  from  St.  Helena.  We  were  glad  to  read  of  the  safe  passage 
of  the  return  fieet,  and  the  arrival  of  the  Arnhem  and  Honingen. 
We  were,  however,  not  satisfied  that  you  allowed  these  two  ships 
to  proceed  to  St.  Helena  instead  of  awaiting  the  fleet  at  the  Cape, 
as  you  were  aware  of  the  dissensions  between  the  officers  of  the 
Arnhem  during  the  voyage,  and  that  the  skipper  of  the  Honingen, 
Claes  Speelman,  had  been  found  very  obstinate  and  unprincipled, 
as  was  afterwards  shown,  when  shortly  after  leaving  the  Cape 
he  deserted  the  Arnhem  and  steered  straight  for  home  with- 
out even  calling  at  St.  Helena.  We  trust  that  he  has  arrived 
there  safely,  otherwise  it  is  to  be  feared  that  you  will  he  very 
much  blamed  for  your  conduct  in  this. 


We  were  glad  to  hear  that  affairs  at  the  Cape  were  prospering, 
and  that  agriculture  was  increasing  steadily  and  improving.  This 
would  be  the  greatest  advantage  which  at  present  we  could  derive 
from  the  settlement,  besides  the  breeding  of  stock,  for  refreshing 
the  passing  ships.  ' Our  masters  likewise  advise  you  carefully  to 
attend  to  these  two  points,  for  which  alone  the  residency  was 
established. 


The  instructions  left  by  Hon.  Cuneus  for  your  guidance  having 
been  considered  by  us,  and  we  having  further  read  over  what  the 
masters  have  written  to  you  about  Cape  affairs,  conclude  that  the 
general  opinion  comes  to  this:  that  the  orders  left  by  Hon.  Van 
Goens  at  his  departure  are  for  the  most  part  in  accordance  with 
what  is  required,  so  that  you  are  to  be  guided  by  them,  especially 
in  your  conduct  of  business. 


87 


etc.,  met  dewelcke  als  mede  de  jachten  Hasselt  ende  Maria 
wij  successive  wel  ontfangen  hebben  U1  : aengename  brieven 
en  de  bijlagen  daartoe  dienende  gedateert  5 December  1657,16 
Meert,  6 en  22  April,  12  ende  2l  Maij,  13  ende  28  Junij  ; 4 
en  13  Julij,  prime  ende  ult"  Augusti,  als  17  September,  mits- 
gaders  scbrijvens  van  den  E.  beer  Joan  Ouneus  gedagteeckent 
17  Maert  ende  18  May,  d’  eerste  aen  de  Caep,  u’  andere  aen  St. 
Helena  gesebreven.  Waeruijt  alsmede  uijt  Ul.  advijsen  wij 
met  blijdscbap  niet  alleen  bebben  vernomen  boe  de  jongbste 
retour  vloote  van  tien  sebepen  de  Oaep  bebouden  gepasseeit  en 
soo  voorts  naer  bet  lieve  Vaderlant  gestevent  was,  maer  oock 
dat  de  costelijeke  sebepen  .Ajrnbem  ende  ’t  Slotte  van  Honingen 
’t  een  aen  Mauritius  en  ’t  ander  aen  Madagascar  verwintert 
bebbende  bij  Ul.  aen  de  Oaep  nocb  in  salvo  waeren  versebenen. 
Docb ’t  en  beeSt  ons  ganseb  niet  welgevallen  dat  Ul.  geraelte 
twee  sebepen  sender  na  de  retour  vloot  te  wacbten  vooraff  na 
St.  Helena  gesonden  bebben,  daer  Ul.  noebtans  wel  bekent  was 
wat  oneenigbeden  op  bet  sebip  Arnbem  geduurende  de  reijse 
onder  de  opperbooffden  ende  andere  al  waren  geweest,  docb  mede 
dat  den  sebipper  van  Honingen  Claes  Speelman  genaemt,  vrij 
obstinaet  ende  los  van  sinnen  bevonden  sij,  gelijek  bet  naderbant 
wel  gebleecken  is  dat  bij  corts  naer  bet  vertreck  van  de  Caep 
Arnbem  verlaeten  en  alleen  de  reijs  sender  St  Helena  aen  te 
doen  naer  bet  Vaderlant  vervordert  beefft,  alwaer  verboopen 
willen  dat  nocb  buij ten  ongeval  wel  sal  wesen  g’arriveert  sijnde, 
anders  te  dughten  Ul.  gedoente  in  desen  door  de  superioriteijt 
aldaer  mede  vrij  qualijek  geduijdt  en  opgenomen  werden  sal. 

Wij  bebben  seer  gaerne  vernomen  boe  d’E.  Comp’  gelegent- 
beijt  aen  de  Caep  in  een  redelijeke  goede  gestaltenis  was  conti- 
nuerende,  ende  dat  principael  den  Lantbouw  aldaer  vrij  begonde 
toe  te  nemen  ende  te  verbeteren,  sijnde  deselve  de  voornaemste 
nuttigbeijt  die  wij  voor  eerst  van  ginder  cunnen  treeken  gelijek 
oock  den  aanqueeck  van  ’t  bestiael,  tot  de  bevorderingbe  van 
dien  als  veiwersinge  der  passerende  sebepen  aldaer  van  de  meeste 
consideratie  is,  welcke  twee  saecken  wij  sien  dat  d’E.  Heeren 
onse  prinoipalen  Ul.  oock  bisonderlijek  recommanderen  wel  te 
bebartigen,  als  wetende  bet  reebte  oogbmerck  waaromme  de 
E.  Comp®  eijgentlijk  aen  de  Oaep  residentie  genomen  beefft. 

De  memorie  door  d’E.  beer  Joan  Cuneus  op  sijn  E.  vertreck  aen 
UE.  gelaten,  bij  ons  geresumeert,  gelesen  ende  naergesien  wesende 
’t  gundt  d’E.  Heeren  onse  Meesters  wegen  de  gelegentbeijt  van 
de  Caep  aen  UE.  sijn  scbrijvende,  soo  bevinden  wij  de  respectieve 
opinien  daerbenen  te  strecken  dat  d’ordres  ende  reglementen  die 
d’Hr.  van  G-oens  aldaer  voor  desen  beefft  gestelt,  ende  Ul.  per 
instructie  op  sijn  E.  affscbeijden  van  daer  gelaten,  ’t  meerendeel 
wel,  ende  na  exigentie  van  saecken  sijn  gevoegbt,  de  welcke  UE. 
dan  ten  prinoipalen  in  ’t  bestieren  van  de  noodige  affairen  dex- 
waerta  over  tot  nariebtinge  inoeten  dienen. 


1668. 
ISen  Dec. 


1658. 
13th  Dec. 
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We  have  found  no  reason  either  to  add  to  or  take  anything 
from  them.  We  only  say  that  to  carry  them  out  satisfactorily 
depends  entirely  upon  the  directing  hand,  and  we  are  convinced 
that  you  are  conscientiously  doing  your  very  best.  We  would, 
however,  like  you  to  confine  your  ideas  within  narrower  limits, 
and  not  extend  the  Cape  establishment  more  than  is  required. 
Many  heavy  expenses  would  thus  be  saved,  besides  the  heavy 
labour  forced  on  the  crews  of  the  passing  ships.  Should  the  latter 
be  continued  the  sailors  will  become  impatient  and  likewise  get  so 
ill  on  the  voyage  from  the  Cape  to  this  that  little  service  will  be 
obtained  from  them.  Therefore,  as  so  much  depends  upon  our 
getting  healthy  men  here,  you  are  particularly  to  pay  attention  to 
this  matter,  and  to  remember  that  the  Cape  Residency  has  not 
been  established  to  make  healthy  men  sick,  but  sick  men  healthy. 
Great  complaints  are  also  made  of  the  scanty  supply  of  refresh- 
ments obtained,  whilst  you  are  always  writing  about  the  abundant 
quantities.  We  only  half  believe  the  complaints,  hut  please 
attend  to  this  also  in  the  future,  and  distribute  more  liberally 
your  supplies  among  the  men.  Of  the  70  slaves  distributed  by 
you  on  board  the  Wapen  van  Amsterdam,  &c.,  eight  have  died  on 
the  voyage.  We  are  astonished  that  you  have  valued  them  at 
fSO  each.  They  do  not  belong  to  a prize  taken  at  the  Cape,  hut 
to  the  Governor  General  of  India,  so  that  you  have  had  no  right 
to  value  these  men,  hut  to  leave  that  to  us.  In  future  you  are 
not  to  assume  to  yourself  such  liberties.  The  slave  trade  at 
Angola  we  find  to  he  unsuccessful,  but  that  of  Guinea  more 
promising.  It  is,  however,  our  opinion  that  the  advantages  are 
not  so  considerable  that  it  should  be  continued  for  our  sakes.  ’Tis 
true  that  the  Guinea  slaves  have  been  bought  cheaply,  hut,  con- 
sidering the  death  rate  during  the  long  voyage,  the  price  is  very 
much  increased,  to  say  nothing  of  the  heavy  expenses  connected 
with  the  equipment  of  a vessel.  We  calculate  that  the  Bengal 
slaves  to  he  had  at  Arracan  do  not  nearly  cost  so  much,  as  the 
ships  which  bring  them  are  ordinarly  laden  with  rice,  and  can 
clear  their  expenses  in  that  way.  Besides  Arracan  is  so  near  to  us 
and  the  voyage  to  and  fro  can  be  so  quickly  accomplished  that 
we  readily  fall  in  with  your  resolution  to  stop  the  Angola  and 
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Bij  cns  geen  reden  gevouden  werdende  die  sufficent  souden 
wesen  om  daer  lets  aS  off  toe  te  doen,  seggende  eenlijck  dat  de 
practijcque  van  dien  veel  aen  een  goede  Birectie  is  hangende  die 
wij  wel  vast  stellen  dat  bij  Ul.  niet  onbeijvert  gelaten,  maer 
serejeuselijck  behartigbt  wordt,  doch  waere  ons  bedunckens  te 
wensehen  dat  UE.  sijne  concepten  bij  wijle  in  wat  beknopter 
eircul  conden  binden  ende  alsoo  tracbten  den  Kaapschen  omme- 
slacb  niet  wijder  nijt  te  breijden  als  bet  ten  aldernodigsten  ver- 
eijscbt,  waerdoor  veel  swaere  oncosten  cunnen  g’eviteert  en  oock 
de  bloedigen  arbeijt  die  bet  voleq  der  passerende  scbepen  moeten 
doen,  wat  conde  verlight  werden,  daer  wij  anders  vresen  soo  dit 
te  continueren  comt,  de  matroosen  in ’t  eijnde  biertoe  seer  onwilligh 
werden  ende  op  de  reijse  van  de  Caep  berwaerts  soodanigh  sullen 
invallen  dat  er  bier  te  lande  weijnigb  dienst  van  sal  te  trecken 
wesen.  Daer  ons  noobtans  aen  ’t  overcomen  van  gesondt  voleq 
800  veel  gelegen  is,  bet  welcke  UE.  dan  in  acbtingbe  beliefft  te 
nemen,  te  gedencken  dat  de  residentie  aen  de  Caep  niet  genomen 
is  om  de  gesonde  sieck,  maer  om  de  siecken  gesondt  te  maecken, 
werdende  oock  doorgaens  over  de  sobere  genietingb  van  verver- 
singbe  geklaegbt  daer  UE.  noebtans  altoos  van  groote  abondantie 
is  scbrijvende.  Dus  die  klaebte  so  maer  ten  deele  ende  niet  in 
’t  gebeel  aen  te  nemen  is.  Evenwel  recommandeeren  UE.  in 
toecomende  daerop  te  letten;  ende  mogelijek  sijnde  aen  bet 
gemene  volck  wat  rijekelijeker  te  distribueren.  Van  de  70  stucx 
veroverde  slaven  door  UE.  op  de  scbepen ’t  Wapen  van  Amster- 
dam, Amersfoort,  Spreeuw,  ende  Dordregbt  .verdeelt,  ber- 
waerts gesonden,  sijn  onderwegen  8 stucx  gestorven,  ons  seer 
verwonderende  dat  UE.  deselve  op  /50  ijder  getaxeerd  beefft,  daer 
bet  noebtans  prijsgoet  is  dat  geensints  aen  de  Caep  maer  tot  bet 
generael  van  India  geboorends  zij,  waerover  UE.  immers  in ’t 
stuck  van  taxatie  niet  en  beefft  te  disponeren  gebadt  dat  UE.  sicb 
in  toecomende  niet  meer  en  suit  bebben  aen  te  matigen,  maer  ons 
gelijek  bet  beboort  daermede  te  laten  gewerden.  Den  slavenbandel 
op  Angola  sien  wij  dat  t’eenemael  vrucbteloos  uijtgevallen,  docb 
daertegen  die  van  Qninea  nocb  tamelijek  wel  gesuccedeert  is ; 
eebter  oordeelen  wij  deselve  soo  considerabel  niet  dat  meriteeren 
soude  om  on&ent  wille  aengebouden  te  werden ; wel  is  waer  dat  de 
Guineesebe  lijfieijgenen  aldaer  goetcoop  ingecoebt  sijn,  maer 
bet  groote  getal  ’t  welck  op  soo  langen  reijse  te  sterven  compt, 
beswaert  den  incoop  seer,  bebalven  de  costelijeke  equipagien  die 
daeromme  expressebjek  moet  werden  gedaen,  moetende  wij  reecq. 
dat  de  Bengaelse  slaven  die  in  Arracan  genegotieerd  werden, 
nergens  na  soo  velen  comen  te  costen  doordien  de  scbepen  daer 
deselve  mede  overgebraebt  worden  ordinare  vol  rijs  geladen'sijn, 
ende  bare  vraobten  daarmede  goet  maecken  connen,  bebalven  dat 
Arracan  bier  so  diebt  bij  gelegen  ende  in  so’  corten  tijt  gints  ende 
weder  te  bevaren  is,  om  welcke  reden  en  wij  ons  licbtelijck  met 
UE.  genomene  resolutie  omme  soo  wel  den  Angoolscbe  als 
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Gruinea  slave  traffic,  and  tlie  more  so  as  you  already  liave  107 
slaves  at  the  Cape  who  are  causing  you  a great  deal  of  trouble  by 
running  away,  so  that  the  freemen  have  been  so  tired  out  that 
they  have  been  obliged  to  return  their  portion  to  the  Company, 
In  our  opinion  the  Colony  should  be  worked  and  established  by 
Europeans,  and  not  by  slaves,  as  our  nation  is  so  constituted  that 
as  soon  as  they  have  the  convenience  of  slaves  they  become  lazy 
and  unwilling  to  put  forth  their  hands  to  work,  and  this  is  a great 
failing  in  India  among  the  Dutch,  and  because  of  it  the  Company 
will  never  succeed  in  its  real  object  in  founding  Colonies  in  these 
parts,  and  this  failure  could  be  prevented  at  the  Cape  completely 
if  only  a fair  number  of  freemen  would  make  up  their  minds  to 
settle  there. 


The  galiots  Waliende  Bocy  and  Emmeloort  which  left  here  for 
the  Southland  on  the  1st  January  last,  to  search  for  the  ship- 
wrecked crew  of  the  Draak,  returned  on  the  19th  April  without 
having  succeeded  at  all.  Here  and  there  on  the  beach  they  found 
remains  of  the  wreck  on  the  sea  shore.  The  Wakende  Boey  left 
her  boat  with  14  men  behind  who  had  been  sent  ashore.  After- 
wards these  same  men,  less  three  who  perished  from  thirst, 
arrived  with  the  same  boat  on  the  south  coast  of  Java  in  a most 
providential  manner ; unfortunately  only  three  reached  Mataram  ; 
we  fear  that  r,he  rest  have  been  devoured  in  the  forests  by  wild 
beasts  or  perished  from  hunger  and  privation.  As  we  now  believe 
that  not  one  of  the  Drnak'n  men  has  been  saved,  we  consider  it 
unnecessary  to  fit  out  a third  expedition,  nor  need  you  send  any 
other  vessel  from  the  Cape,  unless  the  directors  shall  order  other- 
wise. 


The  yacht  Schehis  arrived  here  on  the  16th  July  with  the 
Mauritius  garrison  on  board.  The  Company  is  now  delivered  of 
that  useless  establishment  and  its  heavy  expenses. 


It  is  our  opinion  that  the  proposed  antelope  hunt  at  the  Cape 
will  re(juire  a large  preparation,  and  perhaps  cost  more  than  the 
profits  will  be.  For  this  kind  of  work  the  inhabitants  of  large 
tracts  of  country  are  wanted,  so  that  if  the  natives  are  unwilling 
to  assist,  it  will  be  impracticable.  The  Company  cannot  afford  as 
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G-uineesche  slavenhandel  te  staecken  cunnen  conformeren,  te  meer 
TIE.  aan  de  Caep  alrede  met  107  stucx  leiffeigenen  waert  versien, 
die  Ul.  met  wegliloopen  veei  spuls  ende  oock  de  vrije  luijden  tiet 
soo  mcede  hebben  gemaeckt,  dat  sij  genootsaeekt  sijn  geworden 
de  haere  wederom  aen  d’  E : Comp'"  over  te  geven.  De  colonie  sal 
ons  bedunokens  ginder  met  Europianen  en  door  geen  slaven  dienen 
voortgeseth  ende  gefondeert  te  worden,  vermits  onse  natie  van 
suleken  aert  is,  dat  sij  wanneer  sij  betgerijfp  van  de  slaven  liebben, 
alsdan  luij  werden,  ende  de  handen  niet  meer  tot  wercken  willen 
uitsteecken,  hetwelk  bier  in  India  onder  onse  Nederlanders  een 
groot  gebreck  sij,  waerdoor  d’  Comp®  lichtelijck  bier  telande  noijt 
tot  baer  recbt  oogbm«rck  (in  ’t  geent  sij  met  bet  planten  van 
Colonien  voorgebadt  bebben)  en  sal  geraken,  betwelek  nu  aen  de 
Caep  (als  er  maer  redelijeke  quantiteit  vrije  luijden  bun  aldaer 
ter  neder  wilden  setten)  genoecbiijck  voor  te  eomen  is. 

De  galjoots  Wakende  Boeij  ende  Emmeloort  op  den  1™  Januarij 
verleden  van  bier  naer  bet  Zuijtlandt  affgevaeren  om ’t  volck  van 
’t  verongeluckte  scbip  den  Draeck  op  te  soeeken  sijn  bier  op  den 
10  April  daeraen  volgende  weder  gekeert,  sender  aldaer  iets  te 
bebben  cunnen  opdoen,  boewel  aen  de  stranden  bier  en  daer  ver- 
scbeijde  teeckenen  van  bet  wrack  gevonden  sijn,  die  van  de 
Wakende  Boeij  baer  boot  met  14  man  die  aen  landt  gesonden 
waeren,  aebter  gelaten  bebbende,  dewelcke  naderbant  met  deselve 
boot  bebalve  drij  person  en  die  onderwegen  van  dorst  versmacbt 
sijn,  aen  de  Zuijtsijde  van  Javas  cust,  daer  wonderbaerlijok  te 
lande  gecomen  sijn,  vanwaar  maer  drij  personen  in  de  Mataran 
sijn  geraeckt,  de  andere,  vresen  wij,  dat  in  de  bossen  door  bet 
wilde  gedierte  verslonden  off  wel  door  bonger  ende  ongemack 
sullen  vergaen  wesen,  ende  aengesien  wij  ons  laten  voorstaen  datter 
van  des  Draecks  volcq  aen ’t  Suijtlandt  geen  meer  en  sullen  voor- 
banden  wesen,  soo  actiten  niet  ncdigb  daeromme  van  bier  voor  de 
derde  mael  versendingbe  wert  gedaen,  gelijk  UE.  van  ginder  mede 
niet  en  beboeft  te  ondernemen,  off  ten  ware  onse  Heeren  Princi- 
paelen  UE.naer  desen  anders  quamen  te  ordonneren,  waernaer  UE. 
sigb  dan  te  reguleren  bebben  suit. 

Het  jacbt  de  Scbelvis  ’t  verleden  jaer  over  de  Caep  naer  bet 
Eij  landt  Mauritius  gesonden  om ’s  Comp®  residentie  van  daer  te 
licbten,  is  albier  op  den  16™  Julio  directelijck  weder  gekeert, 
sulcx  d’  B Comp®  alsnu  van  dien  onnutten  ommeslacb  en 
d’  oncosten  daeraen  dependerende,  ontbeven  blijft. 

Wij  en  connen  niet  anders  sien  off  de  voorgestelde  berte jacbt  aen 
de  Caep  sal  een  seergroote  toestellingbe  vereijscben  ende  wellicbt 
meerder  oncosten  naer  sicb  slepen  als  de  waerdije  van  de  vangbst 
importeren  sal  alsoo  tot  suleken  werck  gebele  landtscbappen  volckx 
sijn  vereijsebende.  Over  sulcx  soo  d’  inwoonders  van ’t  landt  tot 
die  vangbst  selver  niet  en  cunnen  werden  gebraobt,  salt  onmoge- 
lijck  te  praotiseren  wesen,  want  alle  soodanige  middelen  daertoe 
(gelijek  UE.  sobrijtt)  van  buijteu  te  moeten  versohaffen  en  sal 
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you  say  to  import  all  the  means  to  do  this  work.  Antelopes  are 
caught  at  Formosa  by  a multitude  of  people,  who  for  two  or  three 
days  previously  drive  all  the  animals  together  in  herds  and  then 
together  attack  them  from  all  sides  at  the  same  time  with  dogs, 
assegays.  hows  and  arrows,  in  that  way  obtaining  possession  of 
them.  But  as  the  bucks  at  the  Cape  are  very  wild,  it  is  our 
opinion  that  they  will  not  he  easily  caught  in  this  manner,  but 
you  may  make  the  attempt. 

The  artichoke  plants  sent  by  you  have  died,  and  do  not  appear 
to  thrive  well  here  ; hut  the  rosemary,  if  properly  cared  for,  grows 
very  luxuriantly,  and  we  already  have  it  in  large  quantities. 
The  cabbage  seeds  sent  by  you  are  not  so  good  as  previous 
parcels ; they  did  not  produce  one  closed  head,  and  we  are  told 
they  have  been  collected  from  plants  which  had  never  closed. 
Should  this  be  the  case,  then  do  better  in  future. 


Ten  ships  are  to  proceed  home  commanded  by  Hon  Isaac 
Koedyck,  whom  we  have  commissioned,  should  he  have  time 
during  his  stay,  to  examine  into  everything  and  rej)ort  to  the 
directors.  Though  the  ships  will  be  very  full,  they  will  together 
take  for  you  46  lasts  of  rice,  the  rest  will  be  sent  later.  Instead 
of  the  woollen  Japan  clothing,  unknown  here,  we  send  you 
besides  the  required  “Photas”  some  Wingurla  stuffs,  which  wm 
be  servicable  to  you.  The  lot  comes  to  f4332.16.14,  for  which 
you  are  to  credit  the  general  Company.  The  tent  which  ought 
to  have  been  brought  to  you  by  the  Elhurqh  we  have  not  found 
here. 


Wanting. 
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’t  Comp®  gelegentheijt  geensints  oonnen  gedoogen.  De  maniere 
hoe  die  hartebeesten  op  Formosa  meest  gevangen  worden,  geschiet 
door  menigte  van  menschen,  die  het  vee  eerst  een  a twee  dagen  te 
voren  in  troepen  bij  een  opjaegen,  ende  alsdan  gelijckelijck  van 
alle  kanten  soo  met  honden,  hasegaijen,  pijl  ende  boogh,  ’tseive 
aenvallen  ende  meester  weten  te  werden,  sullende  de  herten  aen 
de  Caep,  soo  wij  bemereken  vermits  haeren  extraordinari  wilden 
aert,  soo  gevoeghelijck  niet  te  vangen  sijn,  daer  UE.  echter  bij 
gelegenheijt  preuve  van  nemen  kan 

De  stoelen  van  Aertjesooken  die  UE.  voor  desen  overgesonden 
heeft  sijn  bier  uijtgegaen,  ende  naer  het  sohijnen  niet  wel  voort 
te  telen,  maer  de  rosemarijn  (als  er  wel  opgepast  wert)  wast  seer 
weelderigh,  ende  is  hier  alrede  in  red eli joke  abondantie  voort- 
geseth;  onder  de  thuijn  saden  door  UE.  herwaerts  gesohickt  is 
het  coolsaet  hetwelck  wij  wel  voor ’t  voomaemste  honden,  soo 
goet  niet  als  wel  voor  desen  bevonden,  vermits  het  geheele  jaer 
door  daeraff  niet  een  gesloten  kool,  maer  niet  dan  een  deel 
bladeren  heefft  willen  voorcomen,  soo  wij  bericht  worden  sonde 
dat  saet  costi  van  ongeslooten  kool  gewonnen  sijn,  ’t  welck  soo 
wesende,  gelieve  UE.  hetselve  in  toecommende  te  laeten  beteren. 

Thien  schepen  hebben  wij  beslooten  desen  jaere  naer  het  vader- 

lant  te  doen  retonrneren jegenwoordigh  onder ’t  opper- 

gesagh  van  d’  E.  Isaaok  Coedijck voorsz  : Commandenr 

Coedijek  hebben  wij  commissie  gegeven  om  Comp®  residentie  aen 
de  Caep  soo  veel  de  tijt  sijns  aenwesens  aldaer  toelaeten  sal,  te 
visiteren  ende  daervan  in  ’t^aderlandt  comende  aen  d.  E.  Heeren 
Majores  te  doen  behoorlijok  rapport.  Hoewel  de  retonr  schepen 
genoech  belemmert  sijn  hebben  wij  in  ijder  6 en  5 lasten  rijs  op 
UE.  gedaenen  eijsch  doen  schepen,  dat  te  samen  46  lasten  maeckt, 
snUende  de  resterende  14  lasten  met  de  laetste  twee  schepen 
volgen,  in  plaetse  van  de  gevorderde  wollighe  Japanse  kleeden, 
die  hier  niet  bekent  en  sijn,  werden  UE.  nevens  degeeijste  Photas 
eenige  grove  Wingurlas  cleeden  gesonden,  daer  UE.  apparent 
niet  qualijck  mede  en  suit  gedient  sijn,  comende ’t  een  en ’t 
ander  volgens  nevensgaende  facture  /4332.16.14  te  costen  daer- 
voor  UE,  de  generaele  Comp®  te  crediteren  hebt.  De  tent  daer 
UE.  afPschrijft  dat  met  de  fluijt  Elburgh  voor  de  Caep  uijt  het 
Vaderlant  soude  gecomen  wesen,  en  hebben  wij  hier  niet  ver- 
nomen 

Batavia,  13  December  1658.  Get : door  den  Indischen  Eaed, 
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Ontbreekt. 
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14th  Jan. 


No.  201. 

As  our  last  letter  from  Loodon  informs  us  that  some  ships  were 
to  be  sent  from  England  to  meet  the  East  Indiameii  of  that 
nation  at  St.  Helena,  and  wo  consider  that  should  such  an  equip- 
ment really  take  place  something  else  might  really  be  the  object 
of  the  promoters,  we  consider  it  necessary  to  acquaint  you  with 
it  for  the  information  of  the  return  fleet,  that  good  care  may  be 
taken  that  they  are  kept  together  and  so  at  all  times  may  be 
prepared  for  battle. 


No  202. 

With  the  eight  return  ships,  the  Amersfoort,  &c.,  which  left  on 
the  15th  of  last  month  (Dec.,  1658)  under  command  of  the  Hon. 
J.  Koedyck,  we  have  answered  your  letter  as  per  enclosed  copy. 


This  will  he  brought  by  the  Naerden  and  Erasmus.  It  is  possible 
that  these  vessels ' may  still  And  the  others  at  the  Cape  or  St. 
Helena,  so  that  all  may  proceed  home  together.  In  these  two 
ships  we  have  shipped  (?)  lasts  of  rice  (in  the  margin  is  written 
“ The  rice  is  not  sent  as  the  ships  cannot  take  them”),  the  re- 
mainder of  the  quantity  required  by  you.  On  board  the  Naerden 
have  also  been  shipped  a parcel  of  sewing  silk  and  some  copper 
taken  from  the  Nachtglas  at  Maslupatnam,  and  for  which  we  have 
not  charged  you  as  we  have  been  told  that  they  have,  been  brought 
from  the  Cape, 
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. . . .Dewijle  wij  met  de  jonghste  brieven  van  Londen  becomen, 
hebben  vernomen  dat  eenige  f regal  ten  tot  ontmoetinge  van  haer 
scbepen  uijt  Indien  te  eomen,  naer  St.  Helena  nit  Engelant  souden 
gesonden  werden,  en-vvij  daerover  in  bedenekinge  geoomen  sijndat 
soodanigen  equipagie  aldaer  voortgancq  nemende,  door  ’t 
selve  wel  iets  anders  souden  oomen  te  beoogen,  soo  hebben  niet 
willen  naer  laeten  XJE.  ’t  selve  bij  desen  bekend  te  maeoken  ten 
eijnde  de  affcomende  retour  scbepen  sulcx  mochte  aengedient 
en  verwittigbt  worden,  dat  goede  sorg  draeghen  om  sigh  bij  den 
anderen  soo  veel  als  bet  mogelijek  sal  sijn,  geconjungteert  te 
bouden,  en  dat  op  alle  tijden  mocbten  slaehveerdicb  sijn 

Vlissingen,  9 Januarij  1659. 

Geteekent  door  de  bewintbebberen, 

ter  Gamer  van  Zeelant. 


No.  202. 

Pr.  de  acbt  retour  scbepen  Amersfoort,  etc.  op  den  16'“ 

der  verledene  maent  December  onder  commando  van  d’  E. 

Jsaacq  Koedijckvan  desen  rede  gescheijden hebben  wij  in 

antwoort  van  UE.  becomen  brieven  als  over  eenige  andere  saecken 
den  Caepsen  ommeslagb  betreffende  soodanig  gesz  : als  bij  de 

nevensgaende  Copia  missive  can  werden  gesien, 

Desen  staet  UE.  toete  comen  met  dc  l efour  jacbten  Naerden  ende 

Erasmus, bet  soude  wel  connen  wesen  dat  dese  scbepen 

de  voorige  aen  de  Caep  off  St.  Helena  nocb  quamen  te  beloopen 
als  wanneer  met  den  anderen  gecombineert  na  bet  Vaderlant 

souden  cunnen  gaen In  voorsz : jacbten  hebben  wij  nocb 

voor  de  Caep lastenrijs  doen  laden  (In  raargine  staet,  N“  desen 

rijs  en  wort  omdat  ze  de  scbepen  niet  conden  innemen  niet 
gesonden)  wesende  bet  supplement  van  de  quantiteijt  die  UE. 
van  bier  gevordert  beefft.  Soo  is  mede  d’opperhooffden  van ’t 
jacbt  Naerden  ter  bandt  gestelt  een  pakje  met  13  lb.  naeijzijde 
ende  een  casje  met  170  lb.  coper  op  Maslupatnam  uijt  bet  galjoot 
Nachtglas  gelicbt  en  ons  van  daer  buijten  faotura  toegesonden 
dat  wij  ongetaxeert  aen  UE.  overstieren,  om  dies  wille  hetselve, 
soo  wij  bericbt  werden  van  de  Caep  gecomen  sij,  daer  UE.  dan 
nae  gelegentbeijt  mede  te  handelen  hebt 

Batavia,  14  Januarij  1659. 


1659. 
9en  Jan. 


1659. 
Hen  Jan. 


Get : door  den  Indischen  Eaed. 
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No.  204. 

You  have  no  doubt  observed  bow  we  lost  two  anchors  near  the 
fort  and  were  obliged  to  proceed  on  our  voyage  with  the  Walvis 
and  Phcenix,  which  also  lost  two  anchors  each.  I hoped  that  we 
would  remain  together  during  tlie  night  and  return  to  Table  Bay 
should  the  wind  be  favourable,  but  when  the  day  broke  we  only 
saw  the  Phcenix,  and  the  wind  blew  as  bad  as  ever.  The  Waivis 
and  Z,  Zee  had,  during  the  night,  steered  straight  for  this  place. 
As  soon  as  the  weather  allowed  I ordered  the  officers  of  the  Phcenix 
on  board,  and  proposed  to  return  to  the  Cape,  to  which  I was  very 
much  inclined,  but  they  raised  so  many  difficulties  that  I decided 
to  sail  for  St.  Helena,  where  we  arrived  on  the  9th  March,  finding 
here  the  yacht  Z.  Zee,  which  had  arrived  three  days  before  us. 
~SR Q were  very  anxious  about  the  other  ships,  especially  as  we  had 
seen  the  Phcenix  drifting  when  we  passed  on  from  the  Cape.^  Our 
fears  were  however  removed  on  the  25th  March  by  the  arrival  of 
the  JPapen  van  Amsterdam,  which  informed  us  that  on  the  follow- 
ing day  the  Provintie  had  safely  anchored  in  Table  Bay  with 
three  other  ships,  and  after  having  refreshed,  all  had  left  together 
on  the  8th  March.  We  also  received  your  kind  letter  of  the  5th, 
and  the  papers  for  Amsterdam,  Delft  and  Rotterdam.  On  the 
28th  the  ^Provintie  arrived  with  the  Vlissingen,  and  on  the  31st  the 
Eliphant  turned  up,  so  that  the  whole  fleet  is  together  again.  I 
would  very  much  have  liked  to  visit  the  Cape  and  to  have  prepared 
a report  for  the  directors,  but  I trust  that  the  latter  will  be  satis- 
fied with  the  reasons  which  prevented  me. 


9T 
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Duplieat|,t  van  No.  802, 


No.  204. 

. . . .UE.  heefPt  buijten  twijfEel  gesien  hoe  dat  wij  niet  verre 
van  UE.  residentie  2 anckers  hebben  verlooren  en  daerdoor  sijn 
genootsaeckt  geworden  ruijme  zee  met  de  schepen  Walvis  en 
Phenix  (die  voor  ons  ider  oock  2 anokers  quijt  waren)  te  kiezen. 
Mijn  hope  was  dat  wij  des  nachts  bij  den  anderen  souden  blijven 
en  des  anderen  daeghs  minder  ende  beteren  wind  (om  de  baij 
weder  te  beseijlen)  crijgen,  maar  met  den  dagh  saghen  niemant 
dan  den  Phenicx  en  blies  de  wint  even  hart  door.  De  Walvis 
ende  Z.  Zee  hadden  ’t  s’nachts  herwaerts  aen  door  laeten  staen, 
met  d’eerste  calmte  deden  aen  ons  boort  eomen  d’  opperhoofden 
van  den  Phenicx  dewelcke  nevens  de  schippers  van  Amersfoort  om 
weder  na  de  Caep  te  keeren  (waertoe  ick  bijsonderlijck  genegen  was) 
soo  veel  swaricheden  voordroegen,  dat  ’k  goet  vondt  met  haer  te  re- 
solveren  onse  cours  na  St.  Helena  te  stellen  alwaer  wij  met  Amers- 
foori,‘de  Phenicx  en  Walvisch,  den  9""  Maert  ten  ancker  quamen, 
vindende  hier  ter  rheede ’t  jaeht  Z Zee,  ’t  welck  drie  etmael  voor  ons 
g’arriveert  was,  wij  bleven  alhier  in  groote  becommernis  over  de 
resterende  schepen,  te  meer  wij  de  Provintie  tegens  den  avont 
wanneer  wij  onder  zeijl  quamen  mede  driftigh  sagen,  van 
dewelcke  wij  vreesden  dat  dit  Eijlant  verbij  soude  sijn  geraeckt, 
doch  op  den  25“  Maert  wiert  (met  de  compste  van  ’t  schip 
’t  Wapen  van  Amsterdam)  onse  vreese  wegh  genomen,  alsoo  door 
opperhooffden  van  d"  schip  verstonden  dat  de  Provintie  des 
andren  daeghs  weder  nevens  d"  drie  andre  schepen  in  de  baij  ten 
ancker  was  gecomen,  ende  na  dat  wel  vervarscht  hadden, 
gesamentl : den  8“  Maert  van  de  Caep  herwaerts  aen  waren 
vertrocken  ; ende  gemelte  vrunden  overhandigden  mij  oock  UE. 
aengename  missive  gedateert  5“  Maert  nevens  een  doos  met 
papieren  aen  de  Gamer  Amsterdam  en  twee  laatjes  aen  de  Gamers 
DelfEt  en  Eotterdam.  Den  25“  daeraen  volgende  sagen  hier 
oock  met  blijschap  aenlanden  de  Provintien  en  Wissingen,  en  den 
laatsten  Maert  den  Eliphant  sijn  ancker  vallen,  soo  dat  wij  door 
Godes  goetheijt  met  de  gantsche  retour  vloote  (soo  als  van  Batavia 
sijn  vertrocken)  nu  weder  bij  den  andren  sijn. 

Gomende  dan  tot  beantwoordinge  van  UE.  missive  soo  seggen 
dat  wij  met  UE.  wel  gewenscht  hadden  dat  ick  in  persoon  op  de 
Gabo  had  moghen  verschijnen  om  daerdoor  (volgens  commissie) 
te  beter  d’  E.  Heeren  Bewinthebberen  bericht  van  des  Gaeps  toe- 
standt  te  mogen  doen,  doch  vertrouwe  dat  hare  E : dienaengaende 
door  UE.  Missive  aen  baer  E.  geschyeven)  volcomen  contentement 
sullen  genieten. 

Voi.  rx.  H 
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T'lie  rice  for  the  Cape  on  hoard  the  Amersfoort,  &c.,  we  would 
have  liked  to  send  you,  but  all  the  ships  were  ill  supplied  and  we 
distributed  14f  lasts  among  them,  so  that  only  three  lasts  were 
brought  on  shore  for  you.  The  Amersfoort  only  had  six  mstead 
of  eight  lasts  for  the  Cape.  Everything  has  been  left  in  charge 
of  the  assistant  Gysbert  van  Oampen.  The  bales  we  were 
obliged  to  open,  excepting  eight,  as  we  could  n^  land  them 
without  great  danger.  We  doubt  whether  van  Campen  will 
return  to  you,  as  we  fear  that  shortly^  after  our  departure  an 
English  ship  may  arrive  before  the  galiot  which  you  intend  to 
send,  and  carry  him  and  the  goods  away. 


We  found  17  deserters  from  the  Cape  stowed  away  in  the 
different  vessels ; they  deserve  severe  punishment  if  they  return 
to  you  and  they  are  aware  of  it,  but  as  some  Ol  them  declare  that 
they  would  rather  die  than  return  we  look  upon  them  as  desperate 
characters,  and  to  prevent  further  mischief  have  decided  to  take 
them  home  with  us  to  be  delivered  to  the  directors,  that  the 
Company’s  servants  and  goods  left  on  the  island  may  be  relieved 
of  such  lawless  fellows.  Should,  however,  the  galiot  arrive  before 
our  departure  we  shall  send  them  on  board  of  her. 


I have  instructed  the  officers  of  the  Proviniie  and  Wapen  van 
Amsterdam  to  take  good  care  of  the  Cape  beer  and  ^ 

promised  to  do  so.  Wo  thank  you  very  much  for  the  provisions 
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Aengaende  den  rijs  die  voor  UE.  residentie  op  Batavia  in  de 
schepen  Amersvoort  de  Phenicx  en  Walvisch  is  ingeladen,  is 
hierna  gemeten  en  bevonden  suijvere  rijs  4f  lasten  off  14,200  lb. 
behalven  ongeveer  ^ last  verdorven  d°  die  buijten  boort  is 
gesmeten.  In  den  Phenicx  suijver  5f  last  en  in  de  Walvis  7J- 
lasten  ’t  samen  17f  lasten  welcke  wel  wensohte  dat  UE.  hadde 
mogen  toesenden,  maer  alle  de  retour  schepen  haere  rijs  tot 
scheeps  provisie  mede  gegeven  na  gemeten  hebbende,  verclaren 
alle  d’  opperhooffden  derselve  (excepto  die  van  de  Phenicx)  met 
haere  provisie  rijst,  ons  te  doene  voijagie,  niet  te  cunnen  strecken, 
weshalven  oock  versocht  hebben  de  schepen  nae  ijders  nootsaecke- 
Hjckheijt  van  de  rijst  voor  de  Caep  geprojecteert  te  versorgen, 
welck  versoeck  om  gewigtige  eonsideiatie  niet  hebben  cunnen 
ontslaen,  maer  gemelte  schepen  met  I4f  lasten  rijst  te  provider  en, 
soodat  tot  ons  leetwesen  maer  a:n  lant  is  gebracht  3 last,  dat 
Amersvoort  soo  weijnigh  als  boven  gemelt  voor  de  Caep  uij  tie  vert 
is  ten  deele  hierdoor  dat  maer  6 last  is  ontfangen  en  de  schipper 
voor  8 d°"  geteeckent  heefft.  Alles  wat  bier  op ’t  Eijlant  voor 
UE.  residentie  in  bewaringhe  van  den  Ads'"  Gijsbert  van  Campen 
is  gegeven,  can  in ’t  nevensgaende  cognossement  gesien  worden. 

De  packen  met  kleeden  hebben  wij  moeten  openen  (N.B.  in 
margine  staat : Nota.  8 packen  sijn  gesloten  en  niet  geopent  aen 
lant  gebracht)  om  dat  deselve  sonder  groot  perijckel  niet  konden 
in  haer  packagie  aen  lant  brengen).  Wij  sijn  in  groot  bedeneken 
of  den  ads‘  van  Campen  al  weder  costij  sal  keren,  uijt  vrese  dat 
so  kort  na  ons  vertreck ’t  een  off ’t  ander  Engelsch  schip  hier 
(voort  ’t  galjoot  dat  U1 : vermeent  te  senden)  aen  lant  ende 
d°  personen  met  de  goederen  mede  nemen  sal. 

Wij  hebben  hier  bevonden  dat  17  personen  haer  selven  op  de 
Provintie,  ’t  Wapen  van  Amsterdam  en  Vlissingen  verst eken 
hebben,  en  van  UE.  residentie  gevlucht  sijn  welcke  luijden  haer 
grootelijcx  hebben  vergrepen  en  nootsaeckelijck  sware  straff e als 
weder  aen  de  Caep  quamen  (die  wel  verdient  hebben)  souden 
ghemeten  dat  haer  oock  wel  bewust  is,  ende  alsoo  eenighe  haer 
laeten  verluijden  dat  liever  wilden  sterven  dan  te  ruch  keeren,  soo 
sien  wij  in  die  lieden  niet  dan  desperate  resolutie  te  gemoet,  wes- 
halven  om  alle  verdere  onheijlen  daer  die  luijden  souden  in  mogen 
vervallen  en  andre  comen  aen  te  doen  soo  veel  mogelijck  is  voor 
te  eomen  door  den  Breeden  Eaedt  goetgevonden  is  d°  17  verste- 
kene  personen  met  dese  schepen  mede  na ’t  vaderlant  te  nemen, 
ende  onse  Heeren  Meesters  t’  overhandigen  op  dat ’s  Comp®  die- 
naers  en  goederen  die  op ’t  eijlant  staen  te  verblijven  van  sulcke 
desperate  menschen  geen  ongeluck  souden  hebben  te  vresen. 
Edoch  800  galjoot  voor  ons  vertreck  alhier  verschijnt  sullen  wij 
de  verstekene  UE.  weder  toesenden. 

Ik  heb  aende  opperhooffden  van  de  Provintie  en  ’t  Wapen  van 
Amsterdam  gerecommandeert  het  Caeps  bier  en  vleesch  wel  te 
bewaren  ’t  welck  mij  belooft  is  te  sullen  geschieden : voor  de 
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and  other  refreshments  sent  to  us,  hut  the  most  of  the  collection, 
as  you  feared,  was  spoilt,  only  four  sheep  arrived  here  alive.  There 
was  no  help  for  it.  We  could  only  regret  it  that  we  were  pre- 
vented from  calling,  as  we  had  to  forego  such  delicate  luxuries. 


The  three  men  who  have  served  their  time  and  been  allowed  to 
return  home,  have  been  allowed  to  ship  on  board  the  fleet,  and 
their  place  has  been  taken  by  two  others  and  a third  named 
Domingo,  who  are  to  remain  with  van  Campen. 


To  protect  the  Company’s  goods  they  have  been  placed  in  a 
tent,  and  are  to  be  guarded  by  six  men  well  provided  with  rations. 


No.  205. 


Duplicate  of  No.  204. 


No.  206 

Wanting. 


No.  207. 

Wanting. 


No.  208. 


Wanting. 
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provisie  van  schepen  en  andre  verversinge  aen  ons  gesonden, 
bedancken  wij  UE.  grootelijex,  maer ’t  is  mettet  meeste  gegaen 
soodanigh  als  UE.  voor ’t  selve  beducbt  was  alsoo  meest  alle  d’ 
aertvruohten  op  de  reijse  verdorven  en  maer  4 stuox  schapen 
levendigh  gecomen  sijn,  daer  niet  tegen  te  doen  is,  dan  om  te 
beclaegen  dat  wij  de  Caep  voorbij  sijn  geraeckt  daerdoor  soo  veel 
delicate  verversingbe  moeten  missen. 

De  3 personen  die  aen  de  Caep  haer  tijt  uijtgedient  hebben  en 
gelicentieert  zijn  om  met  de  laetste  retour  scbepen  naer  ’t  patria 
te  vertrecken,  sijn  op  haer  instantelijek  versoeok  door  den  breeden 
Eaedt  toegestaen  op  dese  schepen  te  continueren  en  mede  te 
vaeren. 

Twee  vrijwillighe  Comp®  Dienaers  en  Domingo hebben 

in  de  plaets  van  bovengemelte  3 personen  den  Ads’'  Van  Campen 
bijgevoeght. 

Tot  bewaringhe  van  Comp®  goederen  hebben  een  tent  op  ’t 
Eijlant  St.  Helena  opgeslagen  ende  ses  personen  die  daer  sullen 
verblijven  van  viotualie  en  andre  nootsaeckelijckheden  voorsien. 


In’t  schip  Amersfioort  Uet.  door 

leggende  g’anokert  voor ’t  Isaack  Koedijck. 

Eijlant  St.  Helena,  9 April  1659. 


No.  205. 
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Ontbreekt. 


No.  207. 

Ontbreekt. 


No.  208. 


1G59. 

9en  April. 


Ontbreekt. 
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No.  209. 

On  tlie  2nd  September  we  wrote  you  per  the  Parel.  This  will 
reach  you  with  the  Malacca  and  Gekroontle  Leeuio.  We  would 
like  to  know  what  quantity  of  grain  you  have  won  this  year,  and 
whether  it  is  sufficient  for  the  supply  of  your  garrison.  You  are 
doing  well  by  making  a trial  of  everything  in  order  to  find  out 
what  will  grow  there.  Your  next  letter  will  tell  how  the  cultiva- 
tion of  rice  and  the  vine  answers.  In  different  ways  things  are  to  be 
managed  there.  The  first  or  second  failure  will  not  be  the  rule. 
The  sowing  of  hemp,  linseed,  beans,  and  peas  hitherto  unsuccessful 
is  therefore  to  be  continued  and  further  trials  are  to  be  made  with 
small  quantities.  Should  grapes  thrive,  we  shall  send  you  further 
instructions  regarding  their  management. 


The  letter  of  the  Indian  Council  of  17th  December,  1657,  orders 
you  to  confine  the  Cape  establishment  to  the  narrowest  possible 
limits,  and  not  to  take  too  much  work  on  hand  at  one  and  the 
same  time.  You  are  to  obey  this  order  and  make  no  extraordinary 
expense,  or  force  on  the  works.  In  many  matters  we  must  depend 
upon  time.  To  send  horses  from  this  place  would  be  too  trouble- 
some and  expensive.  You  are  to  get  on  with  oxen. 


The  instructions  left  by  the  Hon.  Cuneus  we  approve  of  ; you 
are  to  adhere  to  them  until  further  orders. 


With  the  autumn  ships  you  will  receive  3 heavy  anchors  and 
cables  of  17  and  18  inches  each.  The  latter  will  be  supplied 
annually  for  the  convenience  of  the  return  ships  which  may  re- 
quire them,  as  in  the  case  of  the  Honingen — always  understanding 
that  only  in  oases  of  the  utmost  need  the  vessels  are  to  be  assisted. 
Lest  the  skippers  should  be  tempted  to  cut  their  cables,  thinking 
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Wij  hebben  jongbstl ; aen  Ul:  gescbreven  bij  onse 

missive  van  den  2 September  jongbstleden  die  afgegaen  is 
mette  scbepen  de  Perel,  etc.  staende  dese  Ul : toe  te  comen  met 
Malacca  ende  Grecroonde  Leeuw.  Bij  de  gemelte  onse  missive 
bebben  wij  ten  prineipalen  beantwoordt  den  inboud  van  de  brieven 
van  Ul : doenmaels  ontfangen.  Zullen  mitsdien  bij  desen  alleen 
cortelijck  seggen  dat  wij  sullen  verlangen  te  verstaen  wat  quanti- 
teijt  granen  Ul : dit  jaer  daer  gewonnen  sullen  bebben,  en  off  die 
maebtigb  wesen  sullen  de  residentie  aldaer  volcomentlijck  te  spij- 
sigen.  Ul : doen  wel  dat  van  alle ’t  geene  daer  sal  cunnen  offte 
willen  wasseben  off  groeijen  een  preuve  neemt.  De  naeste  advij- 
sen  sullen  ons  seggen  boe  den  rijs,  item  den  wijngaerdteelt  zal 
bevallen.  Op  onderscbeijdene  manieren  meet  alles  besorgbt 
Worden.  De  eerste  off  tweede  mislucking  off  misgewas  zet  geen 
regel.  Sulks  sal  bet  saeijen  van  bennip,  lijnsaet,  boonen  en 
erweten,  tot  noeb  toe  quaelijek  geslaegbt  weder  bervatb,  ende  een 
nader  preuve  met  een  cleijne  quantiteijt  daervaTi.  moeten  genomen 
werden.  Zoo  den  druijff  daer  wel  voort  wil  sal  men  Ul : nader 
informatie  kunnen  laeten  toecomen  boe  men  daermede  moet 
omgaen. 

Dat  Ul:  volgens  d’  ordre  van  den  Generael  ende  Raeden 
vervatb  in  baere  missive  van  den  17  Decemb  : 1657  die  wij  daerop 
oock  bebben  naergesien  bet  daerop  bebt  aen  te  leijden  om  de 
Caepse  residentie  in  een  beknopter  ommeslagb  te  begrijpen,  en 
niet  te  veel  werck  telckens  over  boop  te  balen,  komt  met  onse 
intentie  overeen,  en  daerbij  sullen  Ul : bet  voort  moeten  bouden, 
sender  veel  extraordinaris  oncosten  te  doen,  off  ’t  werck  daer  te 
foreeren.  De  tijd  sal  in  verscbeijden  gelegenbeden  wat  moeten 
Worden  afgewacbt ; ’t  zenden  van  peerden  van  bier  zoude  ons  bij 
naerder  overweging  te  lastiob  en  te  costelijek  vallen.  Zulcks 
sullen  Ul : daer  met  ossen  moeten  bebelpen. 

De  memorie  Ul : door  den  B.  Joan  Cuneus  als  commissaris 
daeraen  geweest  sijnde  in  plaetse  van  instructie  gelaten  en  ’t  gene 
Ul : daerbij  is  ordonnerende,  laten  wij  ons  bevallen  zulcks  sal  den 
inboud  van  dien  tot  nader  ordre  bij  Ul : rnoeten  naergecomen  en 
acbtervolgt  worden. 

Wij  bebben  goetgevonden  Ul : mette  eerst  van  bier  vertrecken- 
de  scbepen  in  den  berbst  toe  te  senden  drij  sware  anckers,  neffens 
drij  sware  touwen  van  17  a 18  duijm  ieder,  oock  in  ’t  versorgen 
van  de  voorsz:  touwen  jaerlijex  te  continueren  om  bijaldien 
eenige  retour  scbepen  van  Batavia  daer  aencomende  door  verlies 
van  de  bare  grootebjex  daerom  mogten  benodigbt  zijn,  baer 
daervan  weder  te  cunnen  voorsien  gelijek  Ul : aen  ’t  sebip  Slot 
van  Honingen  gedaen  bebben,  mits  wel  lettende  dat  sulcx 
niet  als  in  booge  nood  gedaen  wordt.  En  om  de  sebippers 
bierdoor  niet  te  eerder  tot  bet  kappen  van  bare  ankers  te  doen 
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that  they  can  easily  replace  them,  they  are  to  be  held  personally 
responsible  for  them,  and  they  are  to  produce  satisfactory  proof 
at  all  times  that  they  have  been  obliged  to  cut.  As  soon  therefore 
as  you  receive  a new  supply  of  cables  you  shall  send  the  lot  which 
arrived  during  the  preceding  year  to  Batavia  to  prevent  them 
from  rotting. 

By  clearing  the  bay  we  trust  that  you  will  get  so  many  anchors 
that  we  trust  that  at  present  three  will  be  quite  sufficient.  The 
marks  laid  down  by  you  on  paper  showing  how  Table  Bay  can  he 
safely  entered  by  day  or  night,  and  the  proper  anchorage  reached 
we  consider  serviceable  for  the  ships  which  will  always  be  supplied 
with  a copy.  But  as  beacon  fires  on  Robben  Island  are  included, 
you  are  to  take  care  that  no  negligence  is  shown  regarding 
them. 


We  would  have  been  glad  if  the  Maria  could  have  found  St. 
Helena  Nova,  that  we  might  have  been  informed  whether  any 
refreshments  were  to  be  had  there  ; and  especially  so  because  we 
are  told  that  the  English  have  equipped  two  vessels  for  St.  Helena 
proper,  to  take  possession  of  that  island  and  make  it  serve  as  a 
place  of  call  for  their  ships.  Should  they  carry  out  their  purpose 
they  will  no  doubt  no  longer  admit  us  to  the  island  in  the  manner 
to  which  we  have  hitherto  been  accustomed,  unless  we  on  our  side 
allow  them  certain  privileges  at  the  Cape. 

The  disputes  connected  with  the  seizure  and  confiscation  of  the 
3 vessels,  the  Postilion,  the  Fredericle,  and  Francois,  and  the  Jan 
have  been  settled  a.s  you  will  see  from  the  annexure.  We  have  had 
to  pay  them  f50,375.0.3  sterling.  From  the  Journal  of  Hon. 
Cuneus  we  have  seen  that  the  Maria  had  called  at  St.  Helena 
during  his  stay  there,  without  having  done  or  secured  anything 
at  Cabo  Negro  or  in  the  neighbourhood.  After  this  such  voyages 
are  to  be  discontinued. 


From  Portugal  only  one  galleon  with  400  men  will  leave  for 
India  this  year.  It  will  be  ready  in  March.  Affairs  between 
that  kingdom  and  ourselves  are  in  ‘ statu  quo.’  We  do  not  get 
on  at  all  in  drawing  up  a treaty  with  their  ambassador. 
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resolveren  denckende  dat  sijlieden  daervan  weder  kunnen  wer-  "IT 
den  voorsien,  zal  zulcx  ’t  haerder  verantwoordinge  moeten  7en^aij 
staen,  oock  suffisantelijck  bij  haer  moeten  bewesen  worden  dat 
zij  tot  bet  versz : kappen  door  uijtterste  noot  gedrongen  sijn 
geweest.  Met  bet  versenden  van  de  drij  versz : touwen  bebben 
wi]  als  geseijt  is,  voorgenomen  jaerlijcx  te  continueren  mits  dat 
U1 : op  bet  beoomen  van  de  nieuwe,  de  oude  touwen  om 
deselve  buijten  bet  versticken  te  bouden ’t  elokens  nae  Batavia 
sullen  bebben  voort  te  senden.  Met  bet  suijveren  van  de  baij 
vertrouwen  wij  dat  Ul:  wel  soo  veel  anokers  sullen  becomen  dat 
dese  drij  voor  01:  bij  provide  genoecb  wesen  sullen.  De  mercken 
bij  Ul:  aangeteeckent  en  op  det  papier  gebraobt  boe  en  in  wat 
maniere  de  Tafelbaij  soo  wel  bij  nacbt  ais  bij  dag,  bequameliojk 
en  sender  beoommenngbe  can  werden  ingeseijlt  ende  de  recbte  reede 
gevonden,  bebben  wij  verstaen  dienstigd  te  wesen  de  scbepen  van 
bier  gaende  t’elckens  mede  te  geven.  Maar  alsoo  daerbij  van’t 
vuijren  bij  nacbt  op  bet  Bobben  Bijlant  gedaebt  wort,  sullen  Ul: 
moeten  maken  dat  daerin  dan  geen  nalatigbeijt  off  versuijm 
gepleegt  werdt. 

Wij  badden  wel  gewensebt  dat  bet  jacbt  Maria  ’t  eijlant  St. 

Helena  Nova  badde  cunnen  sien  of  mogen  aendoen,,  om  te  sien 
wat  tot  verversing  en  anders  daerop  soude  mogen  te  vinden  wesen; 
bijsonderlijck  nu  wij  bericbt  worden  d’ Ungelsebe  Comp®  2 scbepen 
nae  St.  Helena  soude  bebben  uitgesetb,  om  ’t  selve  in  possesie  te 
nemen,  oock  twee  forten  daerop  te  werpen  en  besetb  te  bouden, 
en  sulcx  tot  een  ververscb  plaets  voor  bare  retournerende  scbepen 
te  laten  dienen. 

In  vougben  dat  bij  aldien  ’t  selve  sijn  effect  comt  te  nemen,  zij 
ons  apparentelijck  na  desen  daer  soodanigb  niet  sullen  admitteren 
als  wij  tot  nocb  toe  daer  aengeweest  sijn,  of  sullen  daertegens 
wederom  voor  baer  eenige  accommodatie  aen  de  Oaep  willen 
bedingen.  De  questien  en  differenties  die  er  geweest  sijn,  over 
bet  aenbalen  ende  confisqueren  van  de  3 scbepen  de  Postil j on,  de 
Frederick,  en  de  Fraucois  en  Jan,  metten  gevolge  van  dien  zijn 
eindtelijck  bijgeleijdt,  bebbende  aen  baer  daervoren  moeten  uijt 
keeren  een  somme  van  /50,375  0.  3.  sterl : soo  en  gelijck  D1 : bij  de 
accorden  daerover  gemaeckt  in  eopie  biernevens  gaende  breder 
sullen  vinden  g’extendeert.  Het  jacbt  Maria  bebben  wij  bij  bet 
journaal  van  den  Oommandeur  Jan  Ouneus  sedert  bet  afgaen  van 
onse  voorsz:  jongbste  missive  gezien  dat  op  sijn  aen  wesen  aen  St. 

Helena  daermede  aengeweest  is,  sender  aen  Uabo  Negro  off  daer- 
omtrent  lets  verricbt  off  opgedaen  te  bebben ; nae  desen  sullen 
Boodanige  voijagien  wel  mogen  gestaeckt  blijven. 

Nae  ons  bericbt  is  soude  in  Portugael  dit  jaer  maer  een  galleon 
met  400  koppen  gemant  naer  Cost  Indien  geequipeert  sijn  en 't 
welck  tegens  ult°  Meert  lestleden  soude  gereet  wesen  ; de  saken 
tusscben  dat  Bijck  en  ons  blijven  nocb  al  in  voiige  terminus  staen 
zonder  datter  in’t  stuck  van  de  Tractaten  met  baren  Ambassadeui; 
lets  werdt  gevordert, 
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1659.  The  Chamher  Amsterdam  wrote  yon  on  11th  November  all  par- 
M ticulars  about  the  fate  of  the  Robbejacht.  We  have  decided  to 
furnish  you  with  another  because  you  require  it.  Before  doing 
so,  however,  we  have  decided  to  await  your  letter  which  may  tell 
us  what  particular  size  might  be  most  suitable. 


From  England  we  are  told  that  an  English  vessel  the  Barbadian 
'Merchant  had  arrived,  having  left  Maslupatam  on  the  19th  Sept. 
1 658,  and  brought  news  of  the  doings  of  the  Hon.  Eyckloti  van 
Goens  at  Ceylon.  We  have  not  yet  received  the  letter  which  will 
no  doubt  be  accompanied  by  your  own,  as  the  vessel  has  refreshed 
at  the  Cape.  The  rhinoceros’  horns  sent  per  Arnhem— in  all 
and  weighing  65  Ibs.-cost  us  f5.5.  We_  sold_  them  for  f53.9 
The  tobacco  we  received  in  a small  keg,  it  weighed  87  lbs.  and 
cost  US  f26.1.  It  only  fetched  f5.10. 


Signed  by  the  Directors. 


Amsterdam,  7th  May. 


No.  210. 

1669  The  Malacca  takes  this  and  the  despatch  of  the  17.  We  have 

-■  not  yet  received  our  letters  per  Barbadian  Merchant.  We  expect 
23rd  May.  We  will  write  with  the  Gekroonde  Leeuw.  ihe 

important  changes  which  have  lately  taken  place  in  the  govern- 
ment of  England  you  may  gather  from  the  annexed  extract. 
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Van  ’t  robbenjachtjen,  en  hoe  ’t  selve  na  vele  uijtgestane 
perickelen  eijntelijck  aen  de  Gust  van  Griiinea  te  lande  geraeokt  en 
aldaer  voor  innavigabel  verclaert  is,  beeiSt  de  Gamer  van  Amster- 
dam Ul:  bij  baere  missive  van  den  Novemb:  lestleden  aenge- 
schreven.  In  plaetse  van ’t  welcke  wij  voorgenomen  bebben  TJl: 
weder  van  een  ander  bequaem  vaertuijgb  te  voorsien,  alsoo  wij 
oordeelen ’t  selve  TJl:  in  verscbeijdengelegentbeden  nootsaeckelijck 
te  wesen. 

Evenwel  bebben  wij  alvoren  daertoe  te  treden,  goetgevonden 
Ul:  nadere  advijsen  afi  te  wacbten,  of  ’t  sake  ware  dat  van  de 
grootte  van  dien  daerbij  nader  moghte  komen  gesproken  te 
worden. 

Uijt  Engelant  wort  ons  g’adviseert  dat  in  de  series  zoude  aen- 
gekomen  wesen  bet  schip  de  Barbados  Marcband,  den  19  Septemb'" 
1658  van  Maslupatam  vertrocken,  daer  mede  ons  eenige  loopende 
tijdingen  van ’t  verrigten  van  d'E.  BijcklofE  van  Goens  op  Seijlon 
toegecomen  sijn.  l)e  brieven  zelfs  bebben  wij  nocb  niet  ontfangen. 
Apparentelijek  zullen  der  van  Ul : mede  eenige  bij  zijn,  alsoo 
verstaen  dat  aen  de  Gaep  ververseht  beefft,  die  wij  mits  dien  met 
te  naeste  post  te  gemoet  sien. 

De  renoceros  borens,  jongbst  met  Arnbem  ontfangen,  bestaende 
in  16  stx : wegende  651b.  kostende  inscoops  f5.  5.,  bebben  bier  bij 
verkoop  gerend‘  f53.  9. 

De  touback  met  betselve  sebip  tot  een  prenve  in  een  smal  ton  be- 
comen,  wegende  871b.  costende  incoops  f26  : 1 : is  bij  de  partije 
verkoft  en  beefft  niet  meer  gerend*  als  f5  : 10  : 

Get : door  de  gecom  : bewindbebbers 
ter  verg  : van  de  17. 

Amsterdam,  7 Maij  1659. 
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....  Dese  gaet  neffens  de  brief!  van  de  Heeren  seventiene  aen 

Ul : met  bet  sebip  Malacca de  brieven  met  bet  sebip 

Barbados  Marcband  overgeeomen  bebben  wij  nocb  niet  ontfangen, 
verwacbten  dezelve  in  de  aenstaendeweeck,  waer  uijt  wij  apparentel: 
stoffe  sullen  becomen  om  Ul : met  ....  de  Gecroonde  Leeuw 
naerder  te  scbrijven.  Wat  notable  veranderingb  onlancx  in 
Engelandt  in  de  regeringe  is  voorgevallen  sullen  Ul : uijt  bet 
nevensgaende  extract  cunnen  sien,  waertoe  wij  ons  gedragen  .... 

Get : door  de  bewintbebbers 
ter  Gamer  Amsterdam. 

Amsterdam,  den  23  Maij  1659. 


1659. 
Ten  Maij, 


1659. 

23en  Maij. 


1659. 

11th  June, 


1659. 
4th  i£ept. 


lOS 

No.  211. 

Since  our  last  of  the  23rd  May  per  Malacca,  we  have  received 
via  England  your  letter  of  the  loth  Jan.  from  which  we  observed 
with  much  pleasure  the  prosperous  condition  of  Cape  affairs,  and 
the  abundance  of  cattle  and  grain  into  which  you  have  at  last 
fallen.  Further  particulars  we  shall  look  for  in  your  following 
letter  and  the  17  will  reply  as  shall  be  necessary. 


No.  212. 

These  vessels,  the  N.  Enckhuysen  and  ’«  Gravelande  bring  you 
copy  of  our  letter  of  the  11th  June  sent  by  the  Gekroonde  Leeuw. 
The  N.  Enckhuysen  takes  2 anchors  for  the  Cape.  The  cables 
destined  for  you  have  also  been  placed  on  the  invoice. 


No.  213. 

Petition  of  Christoffel  Emanuel,  of  Madeira,  to  the  Chamber  of 
Amsterdam,  humbly  praying  that  he  may  receive  his  pay  for 
the  last  voyage,  and  promising  to  proceed  to  India  with  the 
first  departing  ships. 
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....  Sedert  onsen  jonghsten  van  den  23  Maij  lestleden  affgegaen 
met  het  schip  Malacca  den  29*’"  daeraen  volgende  in  zee  geloopen, 
hebben  wi]  over  Engelandt  ontfangen  III : missive  van  den  15'“ 
J anuarii  deses  jaers  en  daeruijt  zeer  geern  verstaen  den  goeden  toe- 
stant  van  de  zaeeken  aen  de  Caep,  en  d’abondantie  van  ’t  bestiael 
en  graanen  daarinne  TTl : eijntelijck  geraeckt  sijn,  de  parti culari- 
teijten  van  alles  zullen  wij  met  ubeder  naerder  advijsen  verwacbten, 
en  waerop  alsdan  bij  de  Heeren  seventbiene  naer  eijseb  van 
zaeeken  zal  werden  g’antwoort.  Ondertusschen  zullen  U1 : in 
Godes  bescberminge  bevelen  en  blijven 

Get : door  de  bewindbebbers 
ter  Gamer  Amsterdam. 

Amsterdam,  den  11  Junij  1659. 
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....  Wat  wij  bij  onse  particuliere  missive  van  den  11'"  Junij 
lestleden  III : met  bet  sebip  de  Gecroonde  Leeuw  jongbst  bebben 
gescbreven,  sal  de  copije  van  dien  biernevens  gaende  uijtwijsen 
waertoe  wij  ons  gedragen.  Dese  gaet  mette  sebepen  N. 

Enckbuijsen  en ’s  Gravelandt, In  N.  Enckbuij  sen  bebben 

wij  twee  anckers  voor  de  Caep  gedaen,  die  Cl : sullen  cunnen 
daeruijt  lighten,  om  voor  d’  aencomende  retour  sebepen,  bij  aldien 
daerom  benodigbt  souden  mogen  wesen,  te  cunnen  overdoen  ; 
De  touwen  voor  U1 : gedestineert,  sijn  op  de  factura  mede 

gebraebt  

Get : door  de  bewindbebbers  ter 
Gamer  Amsterdam. 

Amsterdam, 

den  4 Septemb  : 1659. 


No.  213. 

Memorie  of  verzoeksebrift  van  CbristoSel  Emanuel  van  Madera 
gerigt  aan  de  Bewindbebbers  ter  Earner  Amsterdam,  waarin 
nederig  en  reverentelijk  gevraagd  wordt  om  zijn  gagie  verdiend 
op  zijne  laatste  reis : terwijl  de  suppliant  belooft  met  bet  eerste 
sebip  dat  naar  d.e  Qost  vertrekt,  weer  dienst  te  nemen. 


1659. 

lien  Junij. 


1659. 
4en  Sept. 
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No.  214. 

On  the  . . April,  1657, 1,  Christofiel  Emanuel,  left  on  board 
the  Easselt  for  India,  as  quarter-master.  From  the  Cape  we 
sailed  to  Guinea,  by  order  of  the  directors.  Near  Cape  Lopez  we 
captured  two  Portuguese  vessels  coming  from  St.  Thomas,  and 
laden  chiefly  with  palm  oil  and  soap ; also  nine  pipes  of  wine. 
One  vessel  we  returned  to  the  enemy,  on  the  other,  six  of  us  were 
placed  to  bring  it  to  the  Cape.  We  were  provisioned  for  nine 
weeks.  During  seven  weeks  we  had  contrary  winds,  and  the  ship 
being  leaky,  the  mate  in  charge,  viz.,  Jan  Pietersen,  of  Bnck- 
huysen,  proposed  to  steer  for  the  Caribbean  Islands,  stating  that 
there  were  hardly  any  provisions  left  on  board,  so  that  it  would 
be  impossible  to  reach  the  Cape.  W^e  would  not  agree,  but  he 
would  not  listen  to  us,  so  steered  before  the  wind  straight  for  St. 
Christopher,  which  we  passed  during  the  night.  We  arrived  at 
St.  Croix,  where  we  remained  about  six  weeks  hoping  to  meet 
some  Dutch  ship.  At  last  a French  pirate  from  Havre  de  Grace 
arrived,  viz.,  the  St.  Catherine  mounting  12  guns.  Captain 
Letchoinies  came  on  board  and  required  our  papers.  After  that 
he  sent  for  all  the  men  and  had  me  whipped  with  ropes,  pretending 
that  we  were  proceeding  to  Spanish  places.  As  I could  not  make 
this  statement,  he  placed  some  men  on  our  board  for  four  days, 
during  which  time  they  plundered  the  ship  of  almost  everything, 
and  cut  our  cable.  They  then  forced  us  into  a canoe  in  which  we 
had  to  return  to  our  ship,  which  was  fast  drifting  to  sea.  A 
Dutchman  named  Zacharias  came  along  with  us,  saying  that  he 
did  not  wish  any  longer  to  remain  on  the  pirate,  advising  us  to 
sail  to  Tartoesa,  where  there  was  an  English  Governor,  and 
whither  the  pirate  was  going.  He  pretended  that  if  we  com- 
plained we  would  ■ easily  get  our  property  back.  On  our  arrival 
at  that  place  we  found  the  pirate  there,  which  at  once  sent  two 
boats  full  of  men  on  board,  Avho  were  ordered  to  plunder  and  take 
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No.  214. 

Op  den  ....  April  1667  ben  ick  Cbristofiel  Emanuel  van 
Madera  ten  dienste  van  d.  E.  Heeren  Bewinthebberen  ter  Gamer 
van  Amsterdam  voor  quartier  meester  op  bet  sohip  Hasselt  na 
Oost  Indien  gevaren  ende  met  gemelde  scbip  aen  de  Caep  de  bon 
Esperance  g’arriveert  waervan  daen  wij  door  ordre  van  de 
gouverneur  aldaer  na  de  oust  van  Grene  vertrocken  en  omtrent 
Caep  de  Loop  comende  sijn  ons  twee  Portugese  schepen  ontmoet, 
die  wij  tot  dienste  van  de  Comp®  bebben  genomen,  oomende  te 
samen  van  St.  Tome  sijnde  baar  meeste  ladinge  olij  de  palmo  en 
seep  alsmede  negen  pijpe  wijn  van  weloke  twee  scbepen  onse 
scbipper  beeft  geresolveert  een  weder  aen  de  Portugesen  te  beban- 
digen,  ende  bet  ander  ses  van  ons  volcq  (waervan  ik  een  ben) 
opgeset  bebbende  beeft  ons  belast  deselve  aen  de  Caep  de  Bon 
Esperance  te  brengen,  ons  gefictaljeert  bebbende  voor  9 weecken  ; 
ende  alsoo  wij  omtrent  7 weeken  eontrarie  wint  alsmede  een  lek 
scbip  badden,  soo  beeft  onse  stuurman  JanPieterse  vanEnkuijsen 
(uijtgevaren  op  bet  scbip  de  Provintie  voor  4®  waak  te  dienste  van 
de  Gamer  van  Selant,  welcke  aen  de  Caep  op  ons  scbip  voor  onder- 
stuurman  gestelt  was)  ons  voorgebouden  naer  de  Carribbiscbe 
eijlanden  te  seijlen,  inbrengende  weijnigb  off  geen  proviant  meer 
in ’t  scbip  te  bebben  en  daerdoor  onmogelijck  te  zijn  wij  de  Caep 
souden  eonnen  balen,  daer  <vij  ons  tegenstelden  en  niet  toe  wilden 
resolveren,  doeb  bij  niet  na  ons  luijsterende,  beeft  bet  voor  de 
wint  na  St.  Christoff  el  toegeset,  betwelcke  wij  bij  nacbt  bebben 
verbij  geseijlt,  en  sijn  aen  St.  Cruijs  ten  ancker  gecomen,  alwaer 
wij  omtrent  ses  weeken  bebben  ontbouden,  op  boop  sijnde  aldaer 
eenige  Hollantse  scbepen  ons  mocbten  bij  comen.  Soo  isser  ten 
laetsen  een  Frans  Caper  comende  van  Habel  de  Grace  genaamt 
St.  Catbarina  op  bebbende  12  gotelingen  de  Capeteijn  genaemt 
Letoboinies  acbter  ons  ten  ancker  gecomen,  beeft  sijn  scbuij tie  aen 
ons  boort  gesonden  en  onse  stuurman  gebaalt,  bem  sijn  pas  affge- 
vordert  bebbende  en  docb  voort  om  al  ons  volck  gesonden,  mij 
stracx  met  touwen  laten  pijnigen  seggende  wij  na  Spaanscbe 
plaetsen  wilde,  en  alsoo  ick  sulcx  niet  bekende,  beeft  bij  van  sijn 
volck  op  ons  scbip  geset,  en  alsoo  4 etmalen  gebouden,  in  welcke 
tijt  sij  ons  scbip  geplundert  bebben  en  bet  touw  van  ons  scbip 
stikken  gekapt  beefft  ons  in  een  cano  doen  gaen  en  soo  na  ons  scbip 
gesonden  betwelcke  vast  in  zee  dreeff ; zoo  wij  dan  van  boort 
staken  is  een  Duijtsman  genaamt  Sacbarias die  op  ge- 

melde Caper  was  varende,  in  onse  cano  gestapt,  seggende  op  | die 
Caper  niet  meer  te  willen  varen,  ons  radende  na  Tartoesate  zeijlen 
alsoo  bij  wist  daer  een  Engels  gouverneur  was,  en  gemelde 
Caper  daer  comen  soude,  voorgevende  indien  wij  claagbden 
ons  goet  licbtelijck  weder  te  crijgen.  Wij  dan  daer 
comende  vonden  gemelde  Caper  aldaer  die  ons  datelijck 
2 canoos  met  Franse  soldaten  aan  boort  sond  baer  belast 
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■whatever  had  heen  still  left  in  the  ship ; and  which  they  did, 
leaving  ns  ahont  three  pipes  of  wine,  and  some  oil  and^  soap. 
In  the  meanwhile  we  were  taken  on  shore  hy  the  hrother-in-law 
of  the  Governor,  who,  having  demanded  our  papers,  asked  whither 
we  were  ffoing.  We  answered  that  we  were  going  to  Holland, 
Upon  this  the  Ijovemor  gave  ns  an  English  mate  to  take  the  ship 
to  N.  Xetherland.  Bnt  onr  skipper  two  or  three  days  afterwards 
changed  his  mind,  and  resolved  to  sell  his  vessel,  saying  that  he 
was  ^ahle  to  perform  the  voyage.  We  opposed  tiim  to  the  best 
of  onr  abilitv.  hnt  as  he  was  the  master  of  the  vessel  we  could  not 
p^\'0nt  it.  B.e  therefore  sold  it  to  the  Governor,  and  after  having 
staved  in  the  latter’s  house  for  two  months,  he  was  sent  with  a 
letter  to  Barhadoes  to  receive  the  money.  We  waited  three 
months  for  a passage  in  order  to  get  home,  and  then  three  of  us 
decided  to  proceed  to  Virginia  in  an  English  vessel,  where  we  left 
one  comrade.  The  two  "of  us  then  proceeded  to  iS  . Xetherland 
where  we  waited  the  whole  winter  for  a stiip,  and  in  this  way  we 
finally  reached  home. 
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hebbende  al  te  plunderen  en  tot  buijt  te  maken  wat  wij  nocb 
in  ’t  scbip  waren  bebbende,  betwelcke  sij  meest  dede  ons 
latende  omtrent  3 pijpen  wijn  en  eenigb  oolij  en  Seep  ; tusscben 
wijle  wierden  wij  te  samen  van  des  Gouverneurs  swager  atn  lant 
gebaeld,  en  onse  pas  geeijst  hebbende,  vraagbde  waer  wij  nae 
toe  wilde,  waerop  wij  na  Hollant  antwoorde,  daerop  de  Gouverneur 
ons  een  Engels : stnurman  beefft  gegeven  om  hetselfde  na  N. 
Nederlant  te  brengen ; onse  scbipper  bem.  een  dagb  2 a 3 daaraan 
bedagbt  bebbende  resolveerde  ons  scbip  te  vercoopen  seggende  niet 
bekwaem  te  wesen  om  die  reijs  te  doen,  daer  wij  ons  geheel  tegen 
stelden.  Alsoo  bij  meester  van  bet  scbip  was,  bebben  wij  bet  hem 
niet  connen  beletten,  en  is  betselve  door  bem  aen  de  Gouverneur 
verkogbt,  die  bem  na  bij  omtrent  2 maenden  in ’s  Gouverneurs 
buijs  hadde  gelogeert  geweest,  met  een  brieff  na  de  Barbados  beefft 
gesonden  om  aldaer  de  penninge  te  ontfangen.  Wij  aldaer 
omtrent  3 maenden  gewacbt  bebbende  na  passagie,  om  na ’t  patria 
ons  reijs  te  vervorderen  en  geen  orijgende  resolveerde  met  ons  3'“ 
op  een  Engejse  pijnas  die  aldaer  lagb  na  de  Virginies  te  gaen, 
alwaer  wij  onse  eene  makker  lieteu  en  sijn  met  ons  2"‘  na  Nieuw 
Nederlant  gevaren  alwaer  wij  de  gebeele  winter  na  scbepen  bebben 
gewacbt  en  ben  soo  voort  na ’t  patria  geraeckt. 
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No.  221. 

We  have  received  your  letters  of  the  5th  January,  1659,  the 
1st  March,  and  the  26th  April.  Seeing  that  at  present  you  are 
well  provided  with  slaves,  we  have  resolved  to  undertake  no  more 
voyages  to  Angola  or  the  Coast  of  Guinea,  as  the  profits  do  not 
justify  the  heavy  expenses  incurred.  Besides,  those  places 
fall  under  the  district  of  the  West  India  Company,  without 
whose  special  consent  or  countenance  no  traffic  may  he  carried  on 
there.  We  are  therefore  henceforth  to  let  that  business  alone,  and 
you  are  to  do  likewise,  only  paying  attention  to  what  is  to  be  dune 
at  the  Cape.  The  vessel  required  for  the  slave  trade  will  therefore 
not  be  required ; and  as  you  say  that  you  can  get  on  for  the 
present  "witli  a decked  boat  wbicb  you  have  there,  we  shall  post- 
pone  the  consideration  of  sending  you  the  two  boats  asked  for. 

The  Portuguese  prize  taken  by  the  Easselt  has  at  last  reached 
the  Caribbean  Islands.  What  became  of  it  the  annexed  deposi- 
tion will  show.  1 , • j £ 

We  expected  that  much  meat  might  have  been  obtained  from 
the  Cape  game,  for  supplying  the  ships,  but  as  you  write  that  the 
animals  are  wild  and  timid  and  not  easily  caught,  whilst  during 
the  term  of  your  residence  there  you  did  not  obtain  as  much  as 
seven,  it  is  evident  that  no  dependence  can  be  placed  on  this 
source.  The  cattle  and  sheep,  however,  which  as  you  say  are  now 
coming  in  abundantly,  will  be  of  immense  convenience  to  us. 


That  you  are  already  so  well  advanced  in  rearing  grain,  that 
you  need  not  be  assisted  from  outside  any  longer,  is  pleasant  news, 
for  it  has  been  very  inconvenient,  for  the  return  ships  especially,  to 
carry  your  supplies.  The  last  fleet  we  see,  brought  you  60  lasts 
of  rice.  This  cannot  continue  any  longer,  and  you  may  look  upon 
that  quantity  as  the  last  you  will  get. 

The  brewing  of  beer  would  be  very  good  as  a moans  of  refreshing 
the  ships’  crews,  especially  the  sick.  But  if  we  are  send  you 
the  dry  hops  which  take  up  so  much  room,  the  beer  would  become 
very  expensive.  We  shall  again  send  you  some  plants  to  see 
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Desen  jaere  hebben  wij  drie  distincte  missiven  van  Ul.  ontfangen 

van  den  5 Januarij  1659 van  den  1 Meert.  . . . en 

de  derde  van  den  26  April gesien  bebbende  dat  TJl  jegen- 

■woordigb  van  slaven  ten  genoegen  voorsien  sijn  bebben  wij  goet- 
gevonden  geen  voijagie  naer  Angola  of  de  kusten  daeromtrent 
meer  te  ondernemen,  alsoo  de  voordeelen  van  soodanige  apparentie 
niet  en  scbijnen  te  wesen  om  sware  kosten  op  bet  onseker  daer  aen 
te  vangen,  bebalven  dat  bet  plaatsen  sijn  onder  bet  distrikt  van  de 
West  Indisobe  Comp®  gelegen  sonder  welokers  speciale  consent 
ende  recognitie  geen  bandel  aldaer  magb  gedreven  worden. 
Invoegen  dat  wij  dat  werck  voortaen  uijt  onsen  sin  wel  sullen 
mogen  stellen,  en  sullen  dienvolgende  TJl.  weldoen  hare  gedacbten 
mede  daervan  te  trecken,  sn  dezelve  alleen  te  laten  gaen  op  bet- 
gene  aldaer  aen  de  Oaep  to  doen  valt.  Het  vaertuijgb  dat  III.  bij 
voortgangb  van  die  voijagie  sijt  versoeckende  sal  mitsdien  mede 
onnoodigb  wesen ; ende  dewijle  Ul.  scbrijven  dat  baer  vooreerst 
met  sekere  opgeboeijde  boot  jegenwoordigb  aldaer  in  ’t  vaerw?,ter 
bebbende,  sullen  cunnen  bebelpen,  sullen  wi]  op  de  versoebte  een 
of  twee  overdekte  steijgerboots  om  Ul.  ’tsij  gesloopt  offanders,  toe 
te  senden,  naerder  delibereren,  en  Ul.  nocb  bij  desen  off  metten 
naesten  onse  rcsolutie  laten  toecomen.  Het  Portugees  prijsje  bij  het 
jacbt  Hasselt  genomen  is  eijndelijck  in  de  Oaribeescbe  Eijlanden 
aengelant  en  daermede  gebandelt,  gelijck  Ul.  bij  bet  nevensgaende 
verbael  in  bet  breede  sullen  vinden  geextendeert,  waertoe  ons  ge- 
dragen.  Wij  badden  geboopt  dat  de  berten  daer  in  soo  groote  abon- 
dantie  sijnde,  mede  al  ietwas  tot  ververssinge  van  de  gaende  ende 
komende  sebepen  souden  gecontribueert  hebben.  Maer  dewijle 
Ul.  scbrijven  dat  deselve  door  baer  wildigbeijt  en  scbouwheijt 
gants  niet  aen  te  treffen  sijn,  jae,  dat  Ul.  in  alle  den  tijt  dat 
daer  aengeweest  sijt,  geen  7 stucx  bebt  cunnen  vangen,  of  magtig 
Averden,  schijnt  sulcx  van  gants  weijnigbe  verwaobtinge  te  wesen. 
Dan  de  schapen  en  ander  bestiael  dat  wij  t’  onsen  genoegen 
verstaen  bebben  Ul,  als  nu  zoo  wel  toe  te  vloeijen,  zal  ons  daer  in 
vrij  te  goede  komen. 

Dat  jegenwoordigb  soo  verre  in  do  granen  zijt  geraeckt  dat  Ul. 
daervan  niet  meer  van  buijten  beboeft  gesecoureert  te  werden,  is 
ons  aengenaam  ook  noodig  geweest,  alsoo  bet  te  grooten  beslag  en 
belemmering  in  de  sebepen  gaf,  bebbende  gesien  dat  Ul.  mette 
jongbste  retour  vloot  alleen  60  lasten  rijs  sijn  toegesonden ; dat 
zoo  niet  langer  aen  te  balen  zoude  wesen,  en  sulcx  voor  het  laetste 
secours  mag  werden  gebouden. 

Het  brouwen  van  bier  sal  wel  een  goed  en  dienstigb  werck 
wesen,  en  bij  aencompste  der  sebepen  een  bijsondere  ververssing 
voor ’t  volcq  en  principalijeker  de  ziecken  geven.  Maer  als  wij 
de  drooge  bop  daertoe  van  bier  zouden  mooten  zenden  die  van  zoo 
grooten  beslagb  is,  zoude  bet  een  kostelijek  bier  vallen.  Wij 
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whether  they  will  grow  there ; hut  more  you  are  not  to  expect, 
but  you  are  to  get  on  in  the  best  way  you  can.  Instead  of  hops, 
wormwood  is  used  in  many  countries,  which  also  gives  a fair  kind 
of  beer,  and  you  may  make  a trial.  We  shall  provide  you  with 
sufficient  seed  for  the  purpose ; but  hop  seed  is  altogether  unknown 
here. 

The  beer  sent  to  us  as  a sample  has  been  found  to  be  nothing 
particular.  In  course  of  time  we  will  know  how  those  at  Batavia 
found  it  to  be. 

We  are  pleased  to  hear  that  the  plants  sent  by  us  from  time  to 
time  are  growing  so  well,  and  that  especially  the  vine  promises  so 
much.  You  will  do  well  by  informing  us  how  the  grapes  succeed. 

The  freemen  are,  without  injury  to  the  Company,  to  be  assisted, 
that  they  may  be  encouraged  and  not  discouraged.  It  would  be 
too  tyrannical  a measure  to  forbid  them  to  allow  the  natives  to  visit 
them  at  their  homes,  merely  for  the  sake  of  preventing  them  from 
buying  ivory,  which  as  you  say  is  only  obtained  in  small  quantities. 
By  such  prohibitions  they  would  be  deprived  of  the  services  of  the 
Hottentoos,  and  we  would  therefore  wish  you  not  to  be  so  particular 
on  this  point. 


The  tax  which  we  decreed  on  the  16th  April,  1858,  in  order  to 
have  a return  for  our  advances,  ought  already  in  some  cases  to  be 
increased,  and  we  find  that  you  have  already  done  so,  because,  as 
you  say,  the  costs  of  preparing  land  are  very  heavy  at  first,  whilst 
very  little  grain  is  won  during  the  first  two  years.  In  the  tax  we 
have  not  included  the  cattle  allowed  them,  as  it  costs  the  Com- 
pany hardly  anything ; also  the  slaves,  though  they  are  neverthe- 
less to  be  debited  for  them.  In  making  advances  great  judgment 
is  to  be  used.  The  most  industrious  are  to  be  preferred  to  the 
slothful.  From  the  former  the  Company  may  sooner  expect 
satisfactory  reimbursement.  Regarding  grain,  we  would  agree 
with  your  proposal  to  pay  50  reals  or  120  gulden  per  3,000  lbs. 
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zullen  [JL  wel  weder  eenige  planten  verzorgen,  om  te  zien  of  ze 
aen ’t  groeijen  willen  raecV.en : maer  verder  zullen  Ul.  van  ons 
niet  te  verwachten  hebben  en  u voorts  bet  beste  doenlijck  moeten 
bebelpen.  In  plaets  van  hop  wort  in  vele  landen  wel  alssem 
gebruijckt,  dat  mede  redelijek  goet  bier  geefit,  en  waervan  bij 
Ul.  oook  een  preuve  kan  werden  genomen.  Van  zaed  zullen  wij 
Ul.  daertoe  genoegh  kunnen  voorzien,  maer  zaet  van  hop  is  hier 
ten  eenemale  onbekent. 

’t  Bier  ons  tot  een  preuve  toegesonden  is  niet  veel  bij senders  ge- 
weest.  Hoe  die  van  Batavia ’t  hare  zullen  hebben  bevonden, 
zullen  wij  te  zijner  tijt  verwachten. 

Hat  bet  plantsoen  Ul.  van  hier  sueoessivelijck  toegesonden  soo 
wel  aen ’t  wassen,  en  de  wijngaerd  inzonderheijd  van  zoo  groote 
apparentie  is,  gevalt  ons  wel.  Hoe  den  druijf  vervolgens  sal 
slaegen,  zullen  Ul.  weldoen  ons  successievelijck  t’  adviseren. 

De  vrije  luijden  zal,  zoo  veel  doenlijck  en  buijten  prejuditie 
van  de  Comp®  can  geschieden,  de  hand  dienen  geboden  te  worden 
om  haer  des  te  genegener  te  maecken  en  geen  tegenlust  in  haer  te 
verwecken.  Haer  te  verbieden  dat  geen  ingeseetenen  meer  access 
in  haere  huijsen  sullen  mogen  geven  en  dat  om  voor  te  comen 
dat  geen  oliphants  tanden  van  de  selve  sullen  cunnen  coopen  die 
Ul.  nogtans  echrijven  dat  van  soo  geringe  consideratie  sijn,  en 
waerdoor  deselve  vrije  luijden  onttrocken  wordt  den  dienst  die  se 
andersints  van  de  voorsz  : ingesetenen  weten  te  trecken,  zoude  al 
wat  hard  vallen,  als  het  zoo  precise  zoude  werden  geobserveert,  en 
houden ’t  mitsdien  daervoor  dat  daerin  met  wat  conniventie  zal 
dienen  gegaen  te  worden. 

Den  tax  die  wij  bij  onse  missive  van  den  16  April  1658  om 
haer  te  mogen  borgen,  beraemt  hebben,  zal  in  sommigen  al 
wat  dienen  geexcedeert  te  werden  gelijck  wij  oock  bevinden  bij 
Ul.  gedaen  te  sijn,  en  dat  ten  insichte  Ul.  seggen  dat  d’  oncosten 
om  het  land  te  prepareren,  en  bequaam  te  maecken  in  den  beginne 
zoo  groot  vallen  en  de  twee  eerste  jaren  zoo  weijniggraen  daervan 
comt  gewonnen  te  werden.  Wij  hebben  ooek  onder  den  voorsz. 
taxe  niet  begrepen  gehadt  het  bestiael  dat  Ul.  haer  soudon  comen 
tij  te  setten  alsoo  het  de  G'omp*“  genoechsaem  geen  gelt  comt  te 
costen,  gelijk  mede  niet  de  slaven,  alhoewel  zij  nochtans  voor 
beijden  mede  moeten  worden  gedebiteert.  Evenwel  sal  in  de 
voorsz:  te  doene  subsidien  enverstreckingen  niet  als  spaersaemelijck 
en  met  goet  overlegh  moeten  werden  gegaen : de  naerstighste  en 
daervan  de  Comp''  de  betaling  weder  te  eerder  te  verwachten  heeft, 
voor  de  luije  prefererende,  en ’t  welck  de  and  ere  oock  te  meer  sal 
opwecken  om  haer  wat  beter  te  evertueren.  Aengaende  de  prijs 
van  de  grancn,  dezelve  zien  wij  uit  de  redenen  bij  Ul.  geallegeert, 
bij  ons  mede  al  wat  bekrompen  genomen  te  sijn,  en  souden  ons 
mitsdien  met  den  prijs  bij  Ul.  geprojecteert  ooek  w’el  cunnen 
conformeren,  dat  is,  dat  voor  een  Indisch  last  tarwe  van  3,000  lb. 
50  realen  tot  acht  en  veertig  stuijvers  ieder  ofte  120  gl.  zal  worded 
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for  wheat  and  other  cereals  in  proportion.  As  soon  as  things  have 
progressed  so  far  that  you  can  command  a large  supply  of  grain, 
the  freemen  may  he  allowed  to  grow  tobacco  to  sell  to  the  ships. 
The  Company,  however,  will  not  take  any,  as  the  sample  received 
is  had.  They  may  sell  their  breeding  sheep  (ewes)  to  one  another  ; 
the  rams,  however,  they  must  only  sell  to  the  Company  at  a fixed 
price.  For  reasons  adduced  by  you,  and  to  encourage  them  the 
more,  they  are  hereby  exempted  from  the  payment  for  the  seed 
corn  given  them  during  the  first  year. 


The  sawyer  Leendert  Cornelisz  is  to  he  charged  on  the  books 
for  the  12  slaves  who  have  run  away,  but  you  are  not  to  press 
him  for  the  money,  hut  use  your  own  discretion.  The  building  of 
houses  is  permitted  to  the  Company’s  servants.  Should  they  retire, 
they  will  he  allowed  to  remain  some  years  (as  free  men)  to  find 
an  opportunity  to  sell  their  property.  Only  no  slaves  of  the 
Company  or  other  servants  are  to  be  employed  for  the  work,  and 
they  are  likewise  to  buy  and  pay  for  all  building  material  out  of 
their  own  pockets. 


We  trust  that  in  course  of  time  by  further  investigation  some- 
thing profitable  may  he  discovered  inland,  and  you  do  well  by 
examining  everything  carefully  by  means  of  journeys  inland. 

As  you  state  that  Herry  has  given  sufficient  reason  for  what  has 
happened  to  him,  we  shall  leave  the  matter  as  it  is. 

We  were  inclined  before  this  to  send  you  some  heavy  horses, 
hut  the  cost  and  the  danger  of  their  dying  on  the  voyage  has 
caused  us  hitherto  to  refrain  from  doing  so,  and  now  we  feel  even 
less  inclined  for  it,  as  by  breeding  you  abeady  possess  16,  and 
moreover  there  is  such  a fine  race  of  horses  indigenous  at  the  Cape. 
Though,  therefore,  at  present  you  may  bo  unable  to  catch  any , 
within  a short  time  you  will  have  a sufficient  number  of  these 
animals  by  breeding. 


119 


betaelt,  en  voor  de  andere  granen  naer  advenant.  Wanneer  bet 
werek  daer  soo  verre  zal  sijn  gebracht,  dat  Ul.  genoeghsame 
provisie  eu  abondantie  van  granen  in  voorraed  sullen  bebben, 
zouden  wij  wel  cunnen  goetvinden  do  vrije  luijden  te  cunnen 
accorderen  en  toe  te  staan  toubacq  te  mogen  planten,  om  aen 
’t  volcq  van  de  daer  aencomende  scbepen  te  mogen  verkoopen, 
maer  niet  dat  de  Oomp“  dezelve  baer  sal  afnemen  ; alsoo  volgens 
bet  monster  voor  desen  van  TJl,  ontfangen  vrij  slecbt  bevalt.  Om 
baer  te  consenteren  baere  aentelende  sebaepen  aen  malcanderen  te 
mogen  verbandelen  en  vercoopen,  cunnen  wij  mede  geen  difficul- 
teijt  vinden.  Maer  aengaende  de  rammen  zouden  wij  geenszins 
cunnen  verstaen  dat  se  die  aen  de  opperbooffden  van  de  passerende 
scbepen  souden  verkoopen,  maar  wel  dat  01.  die  van  baer  voor  en 
van  wegen  de  Comp®  ten  gesetten  prijze  voor  de  aencomende 
scbepen  ovememen.  Om  de  redenen  bij  Ul.  geallegeert,  oock  de 
voorsz.  vrije  luijden  des  te  meer  te  encourageren  zullen  wij  baer  de 
scbuld  voor  bet  zaedkoorn  baer  bet  eerste  jaer  verstreckt,  mits  desen 
remitteren  en  quijtscbelden. 

En  belangende  den  vrijen  boutzager  Leendert  Cornelisz.  den 
weleken  de  12  slaven  door  Ul,  bem  overgedaen  sijn  ontloopen, 
cunnen  Ul.  daervoor  op  de  boeken  wel  gedebiteert  laten,  mits  hem 
daervoor  niet  lastigb  vallende,  maer  alle  moderatie  en  discretie 
gebruikende. 

Het  timmeren  van  buijsen  wordt  Comp®  dienaers  mits  desen  oock 
mede  toegestaan.  In  cas  van  derselver  vertreck  vandaer,  sullen 
wij  baer  eenige  jaren  inwilligen  om  geduijrende  dezelve  bequame 
gelegenbeijd  tot  bet  verkoopen  van  dezelve  atf  te  wacbten,  mits 
dat  daerop  reguard  genomen  werdt  dat  Comp®  slaven  nocb  werck- 
luijden  daertoe  niet  en  worden  gebruijkt,  oock  de  vereijste  mate- 
rialen  koopen  en  betalen. 

Wij  willen  verbopen  dat  mettertijt  bij  nader  ondersoeking  nocb 
iets  voordeelijks  te  lande  sal  cunnen  uijtgevonden  werden,  endoen 
Ul.  mits  dien  wel  dat  door  landreijsen  alles  wel  laten  onderstaen 
en  doorsoeken. 

Dewijle  Ul.  voorgeven  dat  Herry  tot  betgene  hem  overgekomen 
is  sufficante  redenen  beeft,  sullen  wij  bet  oock  daervoor  houden. 

Voor  desen  sijn  wij  eenigsins  van  inclinatie  geweest  Ul:  op 
baer  ernstig  aenbouden  van  bier  eenige  zware  paerden  toe  te 
scbicken  : dan  tegens  de  oneosten  en  ’t  perijckel  van  afsterven 
wat  aangesien  hebbende,  is  bet  tot  nocb  toe  uijtgesteld  geweest, 
en  waertoe  wij  oock  als  nu  te  beswaarbjcker  zullen  comen,  nu 
wij  bevinden  dat  Ul  : bij  aengroeij  al  tot  16  stucx  becomen  bebt, 
en  aen  de  Caep  zelfs  soo  schooner  slacb  van  paerden  gesien 
wordt,  als  in  eenige  landen  te  vinden  zijn.  Invoegen  dat  scboon 
Ul  : al  onvermogens  souden  mogen  sijn,  eenige  te  vangen, 
ecbter  in  korte  bij  voortteeling  een  genoecbsaem  getal  daervan 
staen  te  krijgen,  en  waermede,  Ul  : baer  voortaen  sullen  cuiineii, 
on  oock  moeten  gedoen. 
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We  are  much  pleased  that  you  are  satisfactorily  provided  with 
cattle  and  slieep.  You  are  now  to  do  your  best  to  provide  better 
meat  to  the  ships,  as  the  complaint  is  general  that  the  animals  are 
lean  and  dry. 


We  were  very  much  displeased  that  Mr.  van  Almonde  gave 
such  substantial  assistance  at  the  Cape  to  the  English  ship 
Dclphin,  it  directly  contrary  to  orders  given  you.  Nor  did 
we  expect  that  you  would  afterwards  help  them  with  the  Portu- 
guese prisoners  to  complete  the  crew,  and  enable  the  vessel  to 
prt  leeed.  After  this  you  are  to  adhere  to  our  orders,  and  refrain 
from  rendering  such  aid.  As  it  is  becoming  now  so  very 
euftomary  for  Company’s  servants  and  free  men  to  desert  and 
stow  themselves  away  ou  board  the  vessels,  causing  great  loss  to 
the  Company  and  also  to  the  colonists  themselves,  it  has  been 
found  necessary  to  provide  by  placcaat  against  this  evil,  and  to 
order  that  all  officers  taking  on  board  and  allowing  the  fugitives 
to  stow  themselves  away,  or  not  giving  information  when  such 
cases  of  desertion  become  known  to  them,  will  forfeit  their  pay 
and  refund  all  losses  incurred  by  the  Company  or  the  colonists, 
and  all  their  future  pay  will  likewise  be  held  back  until  we  have 
received  full  particulars.  The  fugitives  shall  also  be  delivered 
to  us  or  our  representatives  as  prisoners,  and  in  irons,  in  order 
to  be  sent  by  the  first  opportunity  without  pay  to  the  place  whence 
they  escaped. 


And,  in  order  tliat  it  may  be  the  more  easily  discovered  who  the 
guilty  are,  or  have  a knoAviedge  of  such  desertion,  the  skippers 
and  ships’  councils  in  Avhnfie  ships  such  deserters  are  found  shall  at 
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Gelijek  hier  voren  geseijt  hebben,  is  bet  ons  ganscb  aenge- 
naem  dat  U1  : als  nu  ’t  baren  genoegen  van  ossen,  koeijen  en 
scbapen  voorsien  zijt.  Zulcx  dat  bet  nu  vervolgens  daerop  zal 
moeten  worden  aengelegt  om  de  voorsz  : osson  en  koeijen  die 
aen  de  scbepen  worden  gelevert  wat  beter  in  baer  vleesob  te 
brengen,  sijnde  over  derselver  magerbeijd  en  dorbeijd  tot  nog  toe 
veel  geklaagd. 

’t  Heeft  ons  gantseb  misbaegt  dat  de  H‘  van  Almonde  op 
zijn  aenwezen  aen  de  Caep  aen  ’t  Engelscb  scbip  de  Dolpbijn 
in  zijn  booge  nood  zoo  notabelen  subsidie  van  scbeeps  gereet- 
scbappen  en  andere  beboeften  beeft  gedaen,  gaende  ’t  selve 
directel  : tegens  d’ordre  die  U1 : van  ons  bebben.  Ende  daerom 
badden  wij  van  U1  : ook  niet  verwagt  dat  Ul  : baer  nader 
bant  tot  versterking  van  baer  volek  en  om ’t  scbip  daermede  door 
zee  te  brengen  met  de  gevangen  Portugesen  zouden  bsbben 
g’assisteert.  Nae  desen  sullen  Ul  : bebben  ordre  te  volgen  en 
zoodanigbe  verstrekkingen  van  beboeften  excuseren  en  na  te 
laten. 

Dewijle  bet  versteken  van  Comp®  dienaers  en  vrije  luijden  in 
de  berwaerts  comende  scbepen  zoo  zeer  begint  in  zwang  te  gaan 
tot  groot  nadeel  zoo  van  do  Comp‘'  als  van  de  Coloniers,  inzon- 
derbeijd  als  dezelve  daerenboven  nocb  merckel  : scbulden  daer 
laten  staen,  zal  noodig  wezen  dat  bij  placcaet  en  booge  pene 
daertegens  werde  voorsien.  Mits  welcken  Ul : bij  desen  autbo- 
riseren  ora  tegens  of  op  de  aencompste  van  de  jaerlijcxe  retour 
vloot  bij  publicatie  en  affixie  van  billetten  te  doen  bekend  maken, 
dat  uiemand,  ’t  zij  officieren,  mstrosen  off  soldaten  bem  sal 
bebben  te  vervorderen  eenige  ’t  sij  Comp®  dienaren  off  vrije 
luijden  in  de  retoursebepen  over  te  nemen,  om  baer  aldaer  te 
laten  verbergen,  op  pene  dat  diegene  die  bevonden  zullen  werden 
sulks  gedaen  of  kennisse  van  baer  vertreck  van  de  Caep  gebat 
bebben,  dat  zoodanige  personen  baer  in  de  scbepen  bebben 
versteken,  zonder  betzelve  nogtbans  daer  bet  beboort,  aen  te 
geven,  zullen  verbeuren  alle  de  gagie  die  zij  lieden  op  de  tbuijs 
rijse  zullen  bebben  verdient,  en  daer  en  boven  vorgoeden  de 
schade  die  de  Comp'“  en  de  voorsz  : Coloniers  bij  de  voorsz  : 
verstekelingen  zullen  komen  te  lijden,  en  waervoor  derzelver 
vordere  verdiende  maend  golden  zullen  worden  ingebouden  en 
onbetaelt  gelaten,  tot  dat  de  specificatie  daervan  berwaerts  zal 
wesen  overgekomon,  en  zullen  bovendien  de  voorsz  : versteke- 
lingen bij  den  scbeepsraad  ons  of  onse  gecommitteerdens  in 
becbtenisse  en  geboeijt  werden  overgelevert,  om  mette  eerste 
scbepen  buijten  tractement  off  gagie  weder  derwaerts  geson- 
den  te  werden.  Ende  ten  eijnde  te  beter  zoude  mogen 
werden  uijtgevorscbt,  wie  daeraen  sebnldig  zoude  moge 
wezen,  off  kennisse  daervan  gebadt  bebben,  zullen  de  scbip]iers 
en  die  van  de  scbeepsraad  van  de  scbepen  daerop  zoodanige  ver- 
stekelingen zullen  werden  gevonden,  op  baer  arrivement  bier  te 
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onoe  report  the  ofienders  on  their  arrival  in  this  country,  and  com- 
municate the  sentence  passed  on  them,  on  pain  that  if  they  refrain 
from  doing  so  they  will  he  considered  as  aiders  and  abettors,  and 
besides  forfeiting  their  wages  of  the  return  voyage,  they  will  be 
required  to  fine  themselves  and  pay  all  losses  incurred. 

^Ve  have  not  very  good  hopes  that  the  Et'cismus  will  still  turn 
up.  We  shall  consider  it  a fortunate  thing  if  it  is  still  safe,  and 
having  proceeded  to  Madagascar  or  Mauritius,  arrive  at  home  next 
year. 

We  have  decided  to  send  you  a serviceable  galiot  instead  of  the 
cargo  boat  required  by  you.  See  that  it  is  manned  as  sparingly 
as  possible. 


On  a cargo  boat  two  or  three  men  less  might  he  _ required,  but 
then  W6  would  have  to  send  it  out  in  pieces,  and  this  would  take 
up  too  much  room  in  the  ships. 

When  you  have  a chance  you  should  send  a vessel  to  Nova 
St.  Helena,  to  discover  what  kinds  of  refreshments  might  be 
obtainable  there.  For,  as  often  happens,  should  any  of  the  return 
ships  be  blown  past  the  Cape,  it  might  call  at_  that  island.  We 
are  told  that  the  Portuguese  have  taken  possession  of  it,  and  built 
fortifications  on  the  same.  Should  this  be  the  case,  great  prudence 
is  to  he  exercised  in  calling  there  to  run  into  no  danger. 


The  Naerden  has  called  at  Ascension  on  the  return  voyage,  but 
found  no  refreshments,  not  even  water  there. 

The  sample  of  salt  meat  sent  us  we  found  when  boiled  good 
beyond  expectation. 

Negociations  with  Portugal,  suspended  for  some  time,  have 
again  commenced,  and  there  is  every  reason  to  hope  that  the  result 
will  bo  satisfactory. 
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lande  de  schuldige  moeten  aengeven  en  bekent  maken  ; mitsgaders 
aenwijsing  doen  van  de  sententie  daer  over  ’t  haren  laste  gewesen, 
op  pene  dat  zij  zelfs  daar  voren  zullen  -werden  aengesien,  en 
boven  de  inbouding  en  verbeurte  van  bare  voorsz  : raaendgelden 
op  de  ’t  huijs  reijse  verdient,  de  scbade,  daerbij  als  voren  te  lijden, 
gebouden  zijn  zelfs  op  te  leggen  en  te  betalen. 

Of  bet  jacbt  Erasmus  nocb  te  voorscbijn  sal  eomen,  zullen  wij 
moeten  afwaobten : ’t  beste  gevoelen  bebben  wij  daer  niet  van, 
zoo  bet  nogb  maer  mocbte  bebouden  wesen  en  nae  Madagascar  of 
Mauritius  gelopen  zijn,  en  ons  bet  naeste  jaer  toe  comen,  zouden 
bet  nocb  voor  geluck  rekenen 

Boven  deze  scbepen  voor  Indien  gedestineert  bebben  wij  mede 
goetgevonden  U1 : in  plaetse  van  de  geeijste  steijgerboot  van  een 
bequaem  gallot  te  voorsien,  dat  bij  de  Gamer  van  Amsterdam  zal 
werden  versorgt.  Ul.  sullen  daerop  bebben  te  letten  dat  betselve 
met  soo  weijnigb  volck  gevoert  worde  als  gevoegelijck  zal  kunnen 
gescbieden. 

Op  een  steijgerboot  zoude  wel  een  man  twee  off  drie  minder 
werden  vereijscbt,  maer  zouden  die  Ul : gesloopt  bebben  moeten 
toesenden,  dat  veel  scbeepsruijmte  zoude  beslagen,  en  andero 
ongelegenbeden  gegeven  bebben. 

Met  bet  voorsz : gallot  sullen  Ul : bij  bequame  gelegentbeijt 
St.  Helena  Nova  eens  kunnen  laten  bevaren,  omte  onderstaen  wat 
ververssing  aldaer  zoude  mogen  te  becomen  zijn,  of ’t  zake  waer 
dat  eenige  van  onse  retourscbepen,  gelijck  te  meer  malen  gebeurt 
is,  de  Caep  bij  storm  off  verlegen  weder  voorbij  mogten  geraken. 
Na  ons  bericbt  wort,  zouden  de  Portugesen  ’t  zelve  Eijland  niet 
alleen  in  possessie  maer  oock  eenige  vastigbeden  daerop  bebben  : 
’t  welck  indien  waer  is,  zal  in ’t  aendoen  van  dien  met  een  groote 
omzicbtigbeijt  moeten  werden  gegaen,  om  onszelven  aldaer  in 
geen  perijckel  te  stellen. 

Die  van  ’t  jacbt  Naerden  zeggen  dat  se  in  bare  berwaerts 
komste  aen ’t  Eijlant  Ascension  sijn  geweest,  maer  geen  ververs- 
singe  zelfs  geen  water  daer  gevonden  bebben. 

Het  ingesouten  vleescb  ons  door  Ul.  tot  een  preuve  toegesonden 
bebben  wij,  gekookt  zijnde,  buijten  verwacbting  vrij  goed 
bevonden. 

De  onderbandeling  met  Portugael  nadat  se  een  geruijmen  tijt 
badde  stille  gestaen,  is  eijndelijck  weder  gereassumeert,  niet 
sender  groote  apparentie  dat  bet  werk  tot  een  accommodement 
zal  werden  gebragt. 

Get : door  de  gecommitteerde 

Amsterdam,  5 September  Bewindbebbers  uijt  de  respec- 

165y.  tieve  Earners  ter  verg  : van  de 

17"“  binnen  Amsterdam. 
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No.  222. 

Orders  to  the  return  fleet  to  take  the  northern  route  above 
Scotland,  and  on  no  account  to  touch  at  any  English  ports,  that 
they  may  not  be  subjected  to  the  danger  of  seizure  and  other 
troubles  of  the  same  kind.  Only  in  case  of  urgent  necessity  they 
may  do  so,  to  save  their  ships  and  the  men’s  lives. 

The  Naerden  reports  that  the  English  have  taken  possession  of 
St.  Helena  and  are  commencing  to  fortify  it.  This  agrees  with 
information  received  some  months  ago  from  England  that  two 
ships  had  been  sent  thither  under  Captain  Hutton,  formerly  in 
our  service.  It  would  therefore  be  safer  this  time  not  to  touch  at 
the  island  at  all,  but  to  remain  at  the  Cape  a longer  time  to  refresh. 
Though  there  is  as  yet  no  misunderstanding  between  ourselves 
and  that  nation,  disputes  ipight  easily  arise,  especially  as  the 
government  of  that  country  is  at  present  so  precariously  situated 
that  a change  may  easily  take  place.  We  therefore  cannot  place 
any  dependence  upon  it,  and  it  is  hard  to  say  whether  our  relations 
with  that  country  will  become  more  cordial  or  end  in  a rupture. 


No.  223. 

This  goes  by  the  Wnpen  I'an  Amsterdam  and  Amersfoorf.  Soon 
a galiot  will  follow,  destined  for  the  Cape.  From  the  invoice  you 
will  gather  what  we  have  sent  to  the  Cape.  Should  Reynier 
Coenen,  at  present  supposed  to  be  at  the  Cape,  feel  inclined  to 
proceed  to  India,  you  shall  allow  him  to  go. 
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No.  222. 

Orders  aan  de  retour  vloot  om  achterom  Schotland  naar  het  Vader- 
land  te  zeiien,  eu  zich  te  wachten  om  eenige  Engelsche  havens  aan 
te  doen  “ om  te  ontgaen  de  perijckelen  van  arresten  ende  beoom- 
meringhen  die  men  daer  anders  subject  is,  ten  ware  alleen  in  de 
uijtterste  nootb  om  scbip  lijfE  en  goet  te  salveren.”  Verder  leest 
men,  “ Die  van  ’t  scbip  Naerden  jongbst  over  St.  Helena  her- 
waerts  gecomen,  bebben  ons  gerapporteert  dat  sij  bevonden  hebben 
’t  voorsz  : Eijlant  bij  de  Engelsche  in  possessie  genomen  te  wesen 
en  dat  sij  preparatie  begonden  te  maken  om  eenighe  vastigbeden 
aldaer  op  te  werpen ; accorderende  ’t  selve  oock  mette  advijsen 
die  wij  eenige  maenden  geleden  uijt  Engelant  bebjben  beoomen 
van  datter  twee  sehepen  tot  dien  eijnde  derwaerts  onder  bet  com- 
mando van  Capiteijn  Hutton,  voor  desen  in  onsen  dienst  geweest 
sijnde,  derwaerts  vertrocken  waeren.  Invougben  dat  wij  bij  dese 
gelegentheijt  bet  seeckerste  voor  ons  houden  dat  UE.  bet  aendoen 
van ’t  voorsz  ; eijlant  voor  ditmael  escuseren  ; UE.  tot  dien  eijnde 
soo  veel  te  langer  en  beter  aen  de  Oaep  ververscbende,  oock  van 
water  en  anders  voorsiende ; want  boewel  wij  vooral  nocb  geen 
misverstanden  met  die  natie  connen  voorsien,  soo  souden  nocbtans 
in  die  tijt  licbtelijck  eenige  cunnen  op  comen,  insonderbeijt 
dewijle  de  regeringe  aldaer  soo  ganscb  wanckelbaer  staet,  en  wel 
bcbtebjck  eenige  veranderingen  daer  in  weder  souden  cunnen 
comen  voor  te  vallen  ; in  voegen  dat  daer  op  geen  staet  nocb 
vasticheijt  ter  werelt  te  maecken  is,  en ’t  werck  in  die  tijdt  well 
off  tot  een  vaster  alliantie  met  desen  staet  tot  een  rupture  soude 
cunnen  comen  uijt  te  bersten 
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Amsterdam 

den  5 September  1659. 


Uet : als  boven  (No.  221). 


No.  223. 


Dese  gaet  metto  scbepen ’t  Wapen  van  Amsterdam 

en  Amersfoort staende  in  corte  te  volgen 

een  galioot  ten  dienste  van  de  resideutie  aen  de  Caep  gedestineert 

‘ ’t  Gene  aen  Ul:  met  dese  scbepen  senden  blijckt 

bij  de  nevensgaende  factura  waertoe  wij  ons  refereren.  Bijal 
dien  Eeijnier  Coenen  jegenwoordigh  nae  wij  verstaen  bem  aen  de 
Caep  ontboudende,  genegen  soude  mogen  wesen  verder  nae  Indien 
te  gaen,  en  bij  Ul : daertoe  aensoeck  comt  te  doen,  suit  bem 
’t  selve  bebben  in  te  willigen  bem  tot  dien  eijnde  nae  Batavia 
largeren. 

In  Amsterdam 
6 November  1659. 
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No.  224. 


Duplicate  of  No.  223. 


No.  225. 

Instructions  for  planting  hops — 

1st  The  hops  are  to  he  planted  in  good  fat  earth,  heavily 
manured,  for  the  fatter  and  better  the  land  is,  the  bigger  and  more 

abundant  the  flowers  will  be.  i 

2nd.  Four  are  to  be  planted  together  in  a square,  a hand  s 
breadth  from  each  other,  according  to  the  plan  in  the  margin, 
half  lying  and  half  standing  but  mostly  standing.  They  are  also 
to  be  planted  so  deep  in  the  ground  that  the  tops  are  just  covered 
by  the  soil.  The  root  is  to  be  downwards  and  the  head  upwards, 
otherwise  the  plants  will  become  wild  and  (?  produce  no  flowers). 


As  there  is  very  little  difierence  between  the  heads  and  the  roots, 
you  are  to  remember  that  all  the  heads  are  on  that  side  of  the 
boxes  which  is  a little  burnt  or  marked.  You  should  guard 

against  this  mistake.  ^ ' n j 

A square  of  four  plants,  as  mentioned  above,  is  here  called  a 
“ cuyl  ” (pit),  and  the  various  “ cuylen  ” are  to  be  distant  from  each 
other  in  all  directions  six  or  seven  feet. 

The  plants  are  also  to  be  carefully  weeded  and  dressed,  and  all 
runners  beyond  six  inches  from  the  “ cuylen  are  to  be  cut  oli. 

In  the  flist  year  only  slender  sticks  are  required  at  the  “ cuylen,” 
but  in  the  second  and  following  years  every  “ cuyl  ” will  require 
five  or  six  long  poles. 

The  hops  are  ripe  and  generally  plucked  more  or  less  a montu 
before  St.  Victor  or  Bamis  (St.  Bavon  = 1st  October). 

They  are  known  to  be  ripe  when  the  inside  leaves  are  yellow. 
When  ripe  they  are  plucked  and  dried— this  is  done  in  two  ways. 


Firstly,  the  whole  plant  is  cut  down  near  the  ground  and  left 
hanging  on  the  poles  as  it  is,  until  it  is  thoroughly  dry.  On  a 
warm  day  the  flowers  are  then  cut  off  and  put  on  a heap  on  a lott. 
This  is  done  where  lofts  are  not  plentiful. 
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No.  224. 


Duplikaat  van  No.  223. 


No.  225. 

Memorie  ofE  Instructie  waer  nae  men  sich  in ’t  planten  van  de 
hop  moet  reguleren. 

Eerstel : moet  de  hop  geplant  worden  in  goede  vette  aerde  off 
die  men  met  messie  aengemaeckt  heeft,  door  dien ’t  lant  hoe ’t 
vetter  en  beter  is,  hoe ’t  groter  en  meerder  hopbellen  voortbrenght. 

Ten  tweeden  moet  men  vier  planten  bij  een  in  ’t  viercant 

planten,  ijeder  plant  een  bant  breet  van  den  anderen 

volgens  bet  teijcken  in  I margine  geannoteert,  halff 

leggondehalff  staende,docb  | meest  staende,  en  moeten 

soo  diep  gepoot  worden  dat  de  toppen  off  booff den  even 

onder  d’  aerde  bedeckt  sijn. 

Docb  staet  te  considereren  dat  de  wortel  omleecb  en  de  toppen 
omboogb  moeten  geseth  worden,  alsoo  bet  anders  wilde  bop 
sonde  werden  hop  bellen  daeraen  te  wassen. 

Ende  vermits  tusscben  de  wortel  en  hoof  den  weijnicb  onder- 
scbeijt  is,  soo  dient  insgelijox  geconsidereert  dat  alle  de  toppen 
nae  die  sijde  gelegt  sijn,  daer  de  kisten  wat  gebrant  off  gemerckt 
sijn,  om  alsoo  geen  misslagb  te  bebben  waerop  gelet  moet  worden. 

’t  Voorsz.  pootsel  van  vier  planten  wert  bier  genoemt  een  cuijl 
ende  moet  ijeder  cuijl  aen  alle  canten  ses  off  seven  voeten  van 
malcanderen  gestelt  worden. 

Dient  insgelijox  wel  gewiedt  ende  gebavent  te  worden  ende  wat 
buijten  de  halve  voet  van  de  cuijlen  aff  voortloopt  off  uijtwast  aff 
te  steecken. 

In  ’t  eerste  jaar  beboeven  der  niet  als  rijsjens  bij  de  cuijlen 
gestoken  te  worden,  maer  op  ’t  tweede  en  verdere  jaren  bij  ijder 
cuijl  well  vijf  off  ees  grote  staecken  gestelt  werden. 

De  bop  is  bier  te  lande  rijp  ende  wort  gemeenlijck  geplocken 
en  maent  min  off  meer  voor  St.  Yictoris  off  Bamis. 

De  rijpbeijt  wort  daeraen  gekent  als  de  binnenste  bladeren 
geel  sijn. 

Rijp  sijnde  moet  se  geplocken  ende  gedroogbt  worden  ’t  welck 
men  bier  doet  op  tweederleij  manieren. 

Ten  eersten  worden  de  gebeele  struijcken  tot  omtrent  de  gront 
toe  affgesneden,  en  laeten  die  met  de  hopbellen  soo  bangen  en 
door  de  wind  en  son  alsoo  drogen  en  plucken  deselve  alsdan  op  een 
drogben  dagh  af  en  leggen  die  op  een  solder  op  een  hoop  bij  een ; 
dit  doende  in  plaetsen  daer  men  niet  veel  solders  can  becomen. 


1659. 
6en  Nov. 
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1659. 
28th  Nov 


Secondly,  the  flowers  are  plucked  before  they  are  dry,  and  then 
put  on  lofts,  a foot  thick  on  each  other,  to  dry  them ; thrice  a 
week  the  lot  is  to  be  turned  about. 


N.B. — In  the  two  cases  on  hoard  the  Wapen  van  Amsterdam 
and  Amersfoort  you  will  find  2,520  hop  plants  for  630  “ cuylen.” 
The  half  you  are  to  plant  between  the  underwood  and  on  cool 
spots  to  make  a trial  and  get  them  to  grow  if  possible.  Such  boxes 
are  too  heavy  and  large  to  be  sent  over  continuously. 


The  Melissa,  or  Oonfille  de  greyn  plants  planted  between  the 
strawberries  in  the  case  marked  C.C.O.  you  are  also  to  try  and 
cultivate,  that  afterwards  they  may  be  sent  on  to  Batavia  to  be 
planted  in  the  Company’s  garden  there.  The  following  ships 
will  take  more. 

You  are  to  pay  particular  attention  to  the  cultivation  of  hops. 


No.  226. 

With  the  Vlissingen  we  have  sent  you  a letter  from  the 
Seventeen,  and  one  to  the  commander  and  officers  of  the  return 
fleet  which  we  are  expecting.  Copies  of  the  above  are  forwarded 
now.  We  have  granted  permission  to  Jan  Jansen  de  Beer  at  the 
urgent  request  of  his  wife  and  friends  to  proceed  to  Batavia.  He 
is  therefore  to  be  sent  thither  by  the  first  opportunity,  and  you 
are  to  inform  us  when  he  has  left,  that  we  may  be  able  to  com- 
municate it  to  his  wife  and  friends. 
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Ten  anderen,  worden  oock  de  bellen  afFgepluckt  niet  droooh 
sijnde  en  alsdan  op  de  solders  geleijt  een  voet  dik  op  een,  om  te 
laeten  drooghen  en  twee  ofi  drie  reijsen  ’sweecks  omgekeert.  En 
droogh  sijnde,  worden  alsdan  op  een  hoop  bij  malcanderen  geleit 
tot  de  balck  toe  en  ijeder  twee  ofE  drie  maenden  eens  omgeset. 

N.B. — In  de  twee  kisten  gaende  met  de  schepen  ’t  Wapen  van 
Amsterdam  ende  Amersfoort  worden  Ul.  gesonden  2,520  hop- 
planten  om  630  kuilen  mede  te  besetten,  gelijck  UL  uijt  de 
faeturen,  bier  nevensgaende,  sal  connen  sien,  waarvan  Ul.  alien 
’t  halve  soo  omtrent  off  in  de  kreupelbosschen  als  op  andere  lauwe 
plaetsen  suit  dienen  een  preuve  te  nemen,  om  deselve  aen  ’t 
groeijen  te  erijgen,  is ’t  doenlijck,  alsoo  de  kisten  te  voluminous 
sijn  en  de  schepen  te  veel  belemmeren  om  soo  continuelijck  weder 
andere  te  senden. 

De  planten  van  Melisse  off  Confille  de  greijn  die  mede  in  de 
eene  kist,  genombreert  C.O.C.  tussohen  de  aertbesie  planten  geplant 
sijn,  sal  Ul.  daer  insgelijcx  soeeken  aen  te  queecken  om 
naderhant  deselve  naer  Batavia  voort  te  senden  en  aldaer  in 
Comp  thuijn  geplant  te  worden,  sullende  Ul.  met  de  naeste 
schepen  noch  meer  toesenden. 

Uijt  dese  ingeleijde  Instructie  ofi  Memorie  sal  Ul.  cunnen  sien 
hoe  men  sich  omtrent  het  aenqueecken  van  de  hop  moet  gedragen 
waertoe  wij  ons  refereren  ; Ul.  op  de  aenteelt  van  dien  bij  desen 
op ’t  hooghste  recommanderende  wel  te  letten. 


No.  226. 

. . . .Met  het  schip  Vlissinghen  hebben  wij  gesonden  een  briefP 
van  d’  Hrn.  Seventhiene  aen  UE.  g’adresseert,  als  mede  eenen 
aen  den  Commandeur  ende  opperhooffden  van  de  retour  vloot 
die  wij  te  gemoete  sien.  Yan  den  laesten  gaet  bier  jinne  ten 
overvloede  coppie  om  bij  aldien  die  UE.  tidich  behandieht  wort 
aen  deselve  over  te  leveren. 

Wij  worden  hier  aengesproken  door  de  vrouw  en  vrienden  van 
Jan  Jansen  de  Beer  die  uijt  gevaren  is  met  schip  Brins  Willem 
vooT  Trompetter,  ende  versocht  dat  hij  mochte  door  U K.  ont- 
slagen  ende  na  Battavia  gesonden  worden,  welck  versouck  wij 
niet  hebben  konnen  weijgeren  nademael  hij  tot  dien  eijnde  is 
aengenomen.  UE.  gelieven  dan  soodanige  ordre  te  stellen  dat 
hij  met  het  eerste  schip  nae  Batavia  vertreckt,  ende  van ’t  succes 
ons  adviseren  op  dat  wij  de  vrouwe  ende  vrienden  mogen  con- 
tentement  doen. 

Vol.  LX.  K 
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The  Diemer  Meer  takes  this. 


No.  227. 

In  your  letter  of  the  26th  April  you  have  charged  skipper  van 
Campen  with  having  hid  certain  “ stowaways  ” on  his  vessel,  and 
bad  conduct  towards  the  fiscal  and  others  sent  by  you  to  search 
for  them.  We  have  therefore  addressed  him  on  the  subject,  and 
he  acknowledged  that  he  had  twelve  deserters  on  hoard,  but  he 
most  distinctly  denied  that  he  was  aware  of  their  having  been  on 
his  vessel;  and  regarding  his  treatment  of  the  fiscal,  that  that 
arose  from  a private  quarrel. 

But  as  this  excuse  does  not  satisfy  us,  we  have  decided  to 
withhold  his  pay,  and  order  you  at  once  to  send  us  clear  evidence 
that  said  skipper  knew  that  the  fugitives  were  in  his  ship,  and 
that  he  connived  at  their  secretion ; also  that  he  improperly 
threatened  the  fiscal  and  his  party  on  board  because  they  had  come 
to  search  his  vessel. 

Henceforth  you  are  to  remember  that  if  any  one  of  the  officers  of 
the  return  ships  forgets  himself  in  anything  or  commits  a serious 
offence,  for  which  he  may  not  be  censured  or  punished  by  your 
Council,  you  are  to  inform  us  of  the  same  in  writing,^  and  likewise 
send  us  such  evidence  or  documents  as  shall  he  sufficient  to  prove 
the  ofience.  All  declarations  to  he  confirmed  hy  oath  to  he  valid 
in  the  law  courts. 


Enclosed  you  will  find  instructions  for  cultivating  hops, 
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Desen  gaet  met  het  fluijtschip  Diemermeer,  ende  alsoo  de 
Heeren  Seventhiene  aen  UE.  largo  hebben  gtsobreven,  soo  sijn 
wij  ons  daeraen  gedragende,  ende  besluijten 

Middelb  : den  28  November  1659.  Gret : door  de  bewintbeb- 

beren  ter  Gamer  Zeelant. 


No.  227. 

Desen  compt  Ul.  toe  met  bet  scbip  de  Walviscb 

Wij  bebben  bij  Ul.  missive  van  den  26  April  deses  jaers  gesien 
en  gelesen  ’t  gene  Ul.  raeckende  eenige  versteeckelingen  tot 
laste  van  scbipper  Jan  van  Campen  scbrijven,  oock  de  quade 
bejegeningb  die  bij  den  fiscael  en  gecommitteerde  om  nae  deselve 
versteeckelingen  in  zijn  scbip  te  zoeckeu  zoude  bebben  toege- 
bracbt,  mits  welcken  wij  niet  bebbende  cunnen  ledigb  staen,  hem 
daerop  te  booren  bekent  bij  wel  twaelfi  versteeckelingen  in  zijn 
scbip  gehadt  te  bebben,  maer  ontkent  gatiscb  affirmativelijck  dat 
deselve  met  sijn  kennisse  off  conniventie  aen  boort  geeomen  off 
daer  vergebleven  souden  sijn ; en  wat  de  vqorsz  : bejegeningb 
belangbt,  seijt  dat  die  uijt  eenigh  particulier  querrel  zoude  zijn 
voortgeeomen.  Dan,  alsoo  bij  ons  daermede  geensints  heeft 
cunnen  voldoen,  bebben  wij  goetgevonden  desselffs  verdiende 
maentgelden  nocb  vooreerst  te  blijven  inbouden,  en  Ul.  bij 
desen  aen  te  scbrijven  datUl.  ons  mette  eerste  gelegentbeijt  sullen 
bebben  toe  te  senden  suffizant  bescheijt  van  dat  den  voorn  : 
scbipper  kennisse  gehadt  aoude  hebben  dat  de  voorsz  : versteecke- 
lingen in  zijn  scbip  zijn  geweest,  en  zulcx  soude  bebben  geconni- 
veert,  oock  mede  dat  bij  den  fiscael  en  gecommitteerden  ter  oor- 
saecke  van  dien  en  om  nae  deselve  te  doen  soecken,  aen  boort  sijnde, 
soo  onhebbelij ck  met  verscbeijde  dreijgementen  soude  bebben  beje- 
gent.  Ul  sullen  wijders  bedacbt  moeten  wesen  dat  soo  wanneer  nae 
desen  iemant  van  de  officieren  van  de  ’t  buijs  comende  scbepen  bem 
in ’t  een  off  ’t  ander  soude  mogen  comen  te  buijten  te  gaen,  off 
eenige  grove  fouten  te  committeren,  daerover  aldaer  de  vereijscbte 
censure  off  straffe  niet  soude  cunnen  werden  gedecerneert,  dat 
Ul  : ons ’t  selve  sullen  bebben  aen  te  scbrijven,  en  daer  neffens 
te  senden  soodanige  stucken  en  bescbeijden  als  tot  genoechsame 
preuve  en  verificatie  van  bet  begaene  feijt  off  de  gepleecbde 
exeessen  sullen  comen  te  strecken  Deselve  tot  dien  eijnde 
onder  eede  latende  brengen,  om  in  recbten  te  connen  bestaen .... 

(P.S.)  De  instrucde  off  memorie  boe  men  sicb  omtrent  bet 
voorttelen  van  de  bop  als  anders  moet  dragen  gaet  bierinne 
gesloten,  waernae  Ul  : sicb  can  reguleren. 

Amsterdam,  10  Deo.  1659.  Get : door  de  bewintbebberen 

ter  Gamer  Amsterdam. 
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No.  228. 

W^e  are  informed  for  certain  that  the  Portuguese,  convinced  of 
iheir  desperate  condition  in  the  East  Indies,  and  finding  themselves 
incapable  to  continue  theii’  trade  in  the  localities  which  they  still 
possess  there,  much  less  to  support  what  is  still  left,  have  allowed 
the  Genoese  to  navigate  towards  and  trade  at  their  stations  in  East 
India.  It  is  evident,  therefore,  that  that  Eepublic  is  again  bent 
on  Indian  trade.  We  are  also  told  that  at  Leghorn  two  ships 
have  been  prepared  for  the  pepper  trade,  and  should  this  continue 
it  cannot  but  become  most  injurious  to  ourselves.  We  are  there- 
fore to  find  means  to  make  this  intercourse  and  traffic  as  difficult 
and  troublesome  for  them  as  possible.  You  are  therefore,  in  ease 
such  vessels  may  arrive  at  the  Cape,  to  allow  them  no  refresh- 
ments whatever  and  prevent  them  from  obtaining  any  ; you  are 
simply  to  refuse.  And  should  we  be  able  to  collect  a sufficient 
number  of  ships  together  during  their  presence  at  the  Cape,  so  that 
we  may  safely  attack  them,  you  shall,  according  to  the^  placcaten 
drawn  up  on  the  subject,  and  likewise  the  29th  Article  of  the 
latest  ‘Articul  brief,’  as  well  as  former  resolutions  of  the 
17  and  notices  given  to  the  India  Council,  take  from  such  Genoese 
ships  all  Dutchmen  or  others  who  may  have  been  in  our  service 
before  ; and  in  ease  of  unwillingness,  they  are  to  be  taken  by  force 
and  prosecuted,  as  laid  down  in  the  placcaten,  of  which  yeu  receive 
a few  copies  for  your  guidance.  When  visiting  such  ships  you  are 
further  to  take  out  of  them  all  Portuguese  goods  and  passengers 
found  on  board. 
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No.  228. 

Wij  werden  seeckerlijok  bericht  dat  de  Portugesen, 

siende  haren  desolaten  staet  in  Uost  Indien  ende  baer  selven 
omnaehtigh  vindende  om  den  handel  op  de  plaetsen  en  landen 
die  sij  daer  noch  in  besit  sijn  bebbende  te  continueren,  veel  min 
om  d’selve  nae  bebooren  te  secoureren,  aen  die  van  Q-enua 
souden  bebben  toegestaen  en  ingewilligbt  de  navigatie  en 
oommercie  op  de  voorsz  : bare  plaetsen  in  Oost  Indien. 
Invoegen  dat  bet  in  die  repubbjcque  weder  op  den  Indiscben 
bandel  scbijnt  aengeleijt  te  werden,  bebalven  dat  mede 
wert  g’adviseert  dat  tot  Livorno  insgelijcx  twee  scbepen  tot 
den  peper  bandel  gereet  gemaeckt  souden  werden,  betweloke 
bij  voortganck  van  dien,  ons  niet  als  ten  boogbsten  scbadelijck 
wesen  can,  sulcx  sullen  wij  middelen  moeten  practiseren  om  baer 
die  vaert  en  bandel  soo  veel  te  becommeren  en  soo  lasticb  te 
maeeken  als  eenicbsints  in  ons  vermogen  wesen  sal  : mits 
welcke  Ul  : baer  sullen  bebben  te  wacbten  bij  aencompste  van 
zoodanige  scbepen  aen  de  Caep  baer  eenige  de  minste  verversinge 
off  ander  bebulpmiddelen  te  verstrecken  off  te  laten  toecorcen, 
maer  d’selve  simpelijck  affwijsen.  Dan,  bijaldien  gedurende 
baer  aenwesen  aldaer  wij  zoodanigbe  macbt  van  scbepen  daer 
bij  een  souden  mogen  bebben  of  crijgen,  die  baer  ten  voUen 
bestant  souden  vinden  om  baer  aen  te  tasten,  sullen  Ul : incon- 
formite  van  de  placcaten  daervan  sijnde,  mitsgaders  ’t  29®  articul 
van  de  jongbste  gemaeckten  artijckelbrieff,  ende  dat  in  naer- 
cominge  van  voorige  resolutien  en  aenscbrijvens  van  de  verga- 
deringb  der  Heeren  17®“  aen  den  Gouverneur-Generael  en  Raden 
van  Indien  alle  de  Nederlanders  off  andere  nation  die  oijt  in 
den  dienst  van  de  Comp®  geweest  sijn,  daervan  affiicbten  ver- 
staende  met  gemoede  soo  se  die  willen  laten  volgen  of  anders 
met  gewelt,  en  tegen  deselve  volgens  den  inboude  van  den 
gemelten  placcaaten  doen  procederen  tot  weleken  eijnde  Ul; 
bij  desen  eenige  exemplaren  toe  senden  om  te  strecken  tot  Ul. 
naericbtinge,  autoriserende  en  bevelende  Ul  : wijders  bij  visitatie 
van  de  voorsz  : scbepen  oock  met  eenen  daeruijt  te  nemen  en  te 
licbten  alle  de  Portugescbe  goederen,  mitsgaders  Portugescbe 
passagiers  die  daerin  souden  mogen  gevonden  werden 


A.msterdam,  16  December  1659.  Get  : door  de  bewintbebberen 

tot  Amsterdam. 
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No.  229. 


To  the  Hon.  Lawrence  Pitt, 

Grovernor  and  Director  of  the  Coast  of 
Coromandel  and  its  Dependencies. 


On  the  16th  inst.  we  wrote  you  per  the  Samaritan  and  informed 
you  of  our  misfortunes.  After  having  left  Batavia  on  the  16th 
January  in  company  of  the  Naerden,  a heavy  storm  overtook  us 
between  the  29th  and  30th  March,  in  lat.  34°  and  long.  4°,  which 
compelled  us  to  steer  for  one  of  the  Comoro  Islands  named 
Ansuany.  During  the  voyage  we  had  already  lost  22  men;  14 of 
them  died  of  the  fever  of  this  country.  At  present  30  are  still 
very  ill,  so  that  at  last  we  shall  become  too  weak-handed  to  work 
the  ship  any  longer.  Consequently  to-day  the  ship’s  council  was 
convened,  and,  after  mature  consideration  it  was  resolved  that 
whereas  experience  teaches  us  that  this  pestilential  fever  is  caused 
by  the  unhealthy  climate  of  this  island,  and  instead  of  getting 
better  will  grow  worse,  nothing  remains  hut  to  get  away  as  soon  as 
possible  and  prepare  for  departure,  trying  to  reach  Point  de  Glalle. 
As  we  have  an  opportunity  of  writing  by  the  English  vessel 
Catharine,  we  have  considered  it  our  duty  to  inform  you  of  our 
circumstances.  The  English  ship  brought  two  sailors  of  the  Tuip, 
wrecked  at  Madagascar  in  1654.  We  kindly  asked  them  to  return 
to  their  service.  The  one  was  willing  but  not  so  the  other,  who 
remained  on  board  the  Englishman. 


Signed,  D.  P.  Lely  and  P.  Gterritsen- 


On  board  the  Erasmus  at 
Ansuany  before  Samodo, 
28th  June,  1659. 
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Aeu  d’  Ed''^  hr.  Lourens  Pits, 

Grouverneur  en  Directeur  der 
Chormandelse  oust  en  den 
Aencleven  van  dien. 

Ed'‘‘,  erntfeste,  achtbare,  wel  wijse,  voorsienige,  ende  seer 
beseheijdene  Heer, 

Onsen  jongsten  aen  UE.  pr.  ’t  jacbt  d’  Samaritaen  is  geweest 
op  16™  stautij,  daerinne  UE.  on  der  andere  bebben  bekent 
gemaeckt ’t  ongeluck  (naer  dat  op  16™  Januarij  pass®  in  Comp® 
van ’t  jacbt  Naerden  onse  depecbe  van  baer  Ed‘®  tot  Batavia  naer 
’t  patria  badden  becomen)  ons  tusscben  29“  en  30"'  Martij  op  de 
breete  van  34  en  lengbte  van  4 graden  gerescontreert,  door 
welck  desaister  genootdruokt  waren  vermits  den  desolaten  staet 
onses  bodems  ’t  naer  een  der  Commorise  Eijlanden  genaempt 
Ansuanij  op  te  duwen,  alwaer  volgens  resolutie  UE.  toegesonden 
tot  op  heden  dat  tot  ons  leet-wesen  genoodtdwanck  zijn  geworden 
van  resolutie  to  veranderen  also  gedurende  onse  voijagie  al  22 
persoonen  overleden  zijn,  van  de  welcke  bier  14  door  deses  lants 
pestilentale  coortsen  sijn  gesneuvelt,  en  j egeuwoordich  noch  wel 
in  de  dertigh  seer  deerl : nedergeslagen  waerdoor  ten  langb 
lesten  maehteloos  souden  worden  om  ’s  Comp®  scbepen  goet  in 
salvo  te  brengen,  om  dien  oorsaecke  soo  is  op  beden  door  ’t  beroep 
van  scbipper  Daem  Pietersen  Lelij  den  raedt  vergadert  en  een- 
stemmigb  ten  meesten  dienste  der  E.  Comp®  goet  gevonden  en 
geresolveert,  bevorens  geconsidereert  en  overwogen  bebbende 
gelijck  ons  oock  de  dagebjcse  expirentie  leert  dese  quale  door 
d’  ongesonde  viamente  locbt  deses  Eijlandts  niet  te  beteren  maer 
weleer  van  dagb  tot  dagb  slimmer  te  worden  staet  ons  op  ’t 
spoedigste  en  soodra  mogelijck  van  alles  te  voorsien  en  claer 
maecken  om  alsoo  in  gevolge  van  bier  tot  preser?atie  van  scbip  en 
goet  naer  Punte  Gale  te  stevenen,  ende  alsoo  ons  de  occasie 
presenteert  door  ’t  Engelsch  jacbt  genoemt  Catrijn  die  op  26 
deses  albier  comt  aen  te  landen,  soo  bebben  volgens  scbuldige 
plicbt  niet  connen  naerlaten  UE.  ’t  selve  cundicb  te  maecken ; 
met  gesegbt  Engelsch  jacbt  sijn  albier  gecomen  2 matrosen  van  ’t 
gaUot  de  Tulp,  A®  1654,  op  bet  Eijlant  Madagaskar  veronge- 
luckt,  d’  welcke  in  der  minne  bebben  versocbt  bij  ons  te  comen, 
om  baer  dienst  als  vooren  te  presteren,  waervan  den  eenen  seer 
gewillicb  is  gevolght  en  den  anderen  onwillich  is  gevolght  op 
meer  gem*®  Engelsman  verbleven ; wilde  dan  door  faute  van 
meerder  materia  met  dese  onse  weijnige  letteren  eijnt  nemen, 
bevelende  UK.  nevens  de  bij  bebbende  vr  unden  naer  onse  eer- 
biedige  groete  de  protectie  des  Alderboogbsten.  Onderstondt 
UEd^  dienstbereijde  dienaers  en  was  geteijckent  Daem  Pietersen 
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To  Grovernor  L.  Pitt, 

— Coast  of  Coromandel. 

19th  June. 


After  leaving  Batavia  on  the  26th  January  we  encountered 
a frightful  storm  between  the  29  th  and  30th  March  in  lat.  34°  and 
long.  48°,  and  from  the  S.W.  For  twice  24  hours  we  were 
compelled  to  run  before  the  wind  with  hare  poles  and  separated 
from  the  Naerden.  When  the  storm  abated  we  found  that  the 
vessel’s  stern  had  been  so  injured  that  we  could  hardly  succeed,  by 
pumping  day  and  uight,  to  keep  her  afloat.  We  were  therefore 
compelled  to  steer  for  the  Comoro  Islands,  and  on  the  28th 
reached  Ansuany  and  the  town  Samodo.  An  English  frigate,  the 
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Lely  ende  Pieter  Gerritsen,  te  si j den  stont  in ’t  jaoht  Erasmus 
leggende  g’anckert  ter  rliede  Ansuanij  voor  de  stadt  Samodo,  adij 
28™  Junij  A"  1659. 

Naer  gedane  Oollatie  is  dese  met  sijn  origineele  d’  acoorde 
bevonden.  In ’t  Casteel  Batavia,  den  26  November  1659. 

Andries  Frisius. 


No.  230. 

(N.B.  Deze  brief  behoort  eijgenlijck  voor  No.  229  te  staan.) 

Aen  d’Edele  Heer  Laurens  Pit,  Gouvernem’  en 
Lirecteur  der  Ohoromandelse  ouste  ende 
den  aencleve  van  dien. 

Ed:,  erntfeste,  &e. 

Naer  dat  op  26“"  Januarij  veiled  en  in  comp“  van  ’t  jacht 
Naerden  van  haer  Ed:  tot  Batavia  onse  depeche  naer  ’t  lieve 
Vaderlandt  badden  becomen,  rescontreerden  eijndeliogh  des  nachts 
tusschen  29  ende  30™  Martij  op  de  suijder  breete  van  34  : ende 
nae  stuurluij’s  gissinge  48  graden  lengbte  een  seer  gevaerlijcken 
storm,  uit  den  Z.  Westelijcken  handt,  waerdoor  genootsaeckt 
wierdenomtrent  twee  etmalen  sender  eenige  de  minste  seijl  teconnen 
reppen  voor  wints  op  te  duwen,  verliesende  ter  eerste  aencompste 
des  voorsz:  periculeus  zee  foimeut,  onsen  Compagnon,  ’t  jaebt 
Naerden,  welcke  naer  date,  God  betert,  noijt  meer  hebben  verno- 
men,  den  derden  dagb,  ’t  weer  allenskens  afl'nemende  bevonden 
met  groote  verslagentbt‘  naer  genomen  visite  sebeeps  aebtersteeven 
rijckel.  twee  duijmen  geweecken,  mitsgaders  de  spiegel  plancken 
ende  rantsoen  bouten  buijten  postuur  verruct  ende  ’t  werek 
derselve  ganseb  ende  gaer  uitgekant,  waerdoor  naeuwlijcx  met 
pompen  en  balien  sonder  een  ogenblik  rusten  onsen  desolaten 
bodem  boven  water  bebben  connen  bebouden,  dierbalven  genoodt- 
druckt  sijn  geworden  in  wijle  en  tijts  te  resolveren,  ’t  naer  de 
Oommorise  Eijlanden,  gelegen  tusseben  11  en  12  graden  Z: 
latitude  te  laten  voortstaen  omme  derwaerts  onse  inderdaet  beclagel: 
conditie  soo  veel  mogel:  te  repareren,  al  waerdan  oocq  soo  ver 
mogel:  op  den  28  April  aen  een  ijder  eijlanden  genamt  Ansuany 
op  de  N.  Rbede  voor  de  stadt  Samado  (Godt  danok)  bebouden  sijn 
comen  te  versebijnen,  vindende  aldaer  geanckert  een  Engelsob 
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19th  June 


Surat,  was  anchored  there,  destined  for  Persia,  and  promised  to 
take  a letter  for  us  thither ; but  at  that  time  we  had  not  yet 
been  able  to  resolve  upon  our  future  course  of  action,  which  we  now 
intend  to  communicate  to  you,  enclosing  copies  of  the  resolutions 
adopted  by  the  ship’s  council. 

As  the  southern  monsoon  will  not  commence  for  ten  or  twelve 
weeks  and  our  men  are  getting  very  sick,  fifteen  having  already 
died  and  thirty  of  our  best  fellows  badly  ill,  whilst  their  number  is 
increasing  every  day,  we  might  in  the  end  be  compelled  to  change 
our  minds  {i.e.,  compelled  to  remain  here  in  spite  of  ourselves), 
when  we  shall  he  deprived  of  all  friendly  assistance  and  advice, 
from  which  misery  may  God  Almighty  save  us. 


Trusting  to  your  approval  and  because  of  our  necessities  we 
obtained  from  the  Samaritan  a small  keg  of  pitch,  and  one  do. 
of  tar ; also  some  large  nails,  and  some  Spanish  wine  for  the 
sick.  The  amount  is  76  Rds.,  which  please  pay  on  demand. 


. Signed  by  D.  P.  Lely,  &c. 
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soheepken  genaemt  ’t  fregadt  Suratta,  tenderende  nae  Persia  met 
welckeu  vrunt  doenmaels  goetgevonden  hebben  een  briefiken  ten 
naesten  bij  van  een  ende  deselve  teneur  als  deso  derwaerts  te 
addresseren,  ende  alsoo  doen  ter  tijt  noeb  geen  vaste  resolutie  gel: 
naer  date  toucberende  ’t  vervolgb  onser  geordonneerde  voijagie 
bij  ’t  scbeeps  Dollegie  waer  g’arresteert,  dierbalven  niet  meer  als 
ten  deele  die  materie  bebben  g’adviseert,  ende  doordien  ons  de 
occagie  van  ’t  Engels  sobip  de  Samaritaen  date  9"'  Junij  albier  te 
Rbeede  sij  voorgevallen  dierbalven  bebben  ten  dienste  der  Ed. 
Comp'  goetgevonden  UE.  ons  verricbten  soo  veel  als  vereijscbende 
te  communiceren  opdat  baer  Ed.  tot  Batavia  onse  voorgekomene 
tegenspoeden  ter  gelegener  tijt  van  Oostij  mede  eomen  te  inten- 
deren,  ende  omme  sulcx  bequamel:  te  vervolgen,  sijn  UEd.  onse 
getrocken  copiaresoluties  bestaendein  3 stucx  van  dieverscbe datums 
waeraen  ons  als  nogb  refereren,  met  welgemeite  Engelscbe  vrunden 
affsendende  ende  overmits  de  tijt  van  suijdel:  mousson  nocb  om- 
trent  10  a 12  weecken  albier  wederom  te  kiesen,  staet  aen  te  loopen 
ende  wij  dagelijox  vele  siecken  te  beoomen  wesende  van  ons  volcq 
(Grodt  betert)  geduijrigb  de  reijse  al  15  personen  overleden,  sijnde 
nocb  daerenboven  wel  30  van  ons  cloeckste  volcq  teer  deerl:  inge- 
vallen  sulcx  door  voors?:  impediment  welcke  dagelijox  is  bevig 
aenwassende,  wel  geconstringeerd  soude  worden,  in ’t  eijnde  van 
voornemen  te  moeten  veranderen  (als  wantieer  ons  seer  miserabel 
en  deerl : buijten  eenige  adjude  en  troost  van  vrunden  gediverteert 
souden  bevinden)  voor  welckers  avonduurl : gevolgb,  Godt 
Almagtigb  (soo  verboope)  ons  sal  gelieven  te  protegeren. 

Ed:  lleere,  in  ’t  wel  nemen  van  UE.  ende  tot  ons  seer 
noodsaeckel : scbeeps  beboeftigbeden,  bebben  de  Engelscbe 
Capiteijn  van  de  Samaritaen  genaemt  Tbomas  le  Clercq  bewilligbt, 
omme  ons  over  te  laten  een  smal  ton  pick,  en  een  d"  teer,  mits- 
gaders  weijnigb  groote  spi jokers  en  een  tijrtje  Spaense  wijn  tot 
verquickinge  onser  ingevallen  patienten,  alle ’t  welcke  gesamentl : 
monteert  < 6 liicx  : waeraff  obligatie  bebben  gepasseert.  UE.  sal 
op  de  vertboninge  van  dien  de  voorsz  : penningen  gelieven  te 
voldoen.  Waermede  dan  &c“  ende  was  geteU  Daen  Pietersen  Lelij ; 
Pieter  Grerrits : ; Vincent  Vette;  Tieleman  Cornelissen;  Teunis 
Uircksz : ter  sijde  was  gesz : in’t  jacbt  den  Erasmus  ter  rbeede 
Ansuanij  adij  Junij  1659. 


Accordeert  met  de  copie. 


In’t  Casteel  Batavia  den  6'"  November  1659. 

Andries  Frisius, 


1669. 

Iflen  Junij. 


Sects. 
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No.  231. 

With  the  West  Vneslant  and  others  we  received  your  pleasant 
letters  and  annexures  from  7th  November  last  year  to  29th  July 
of  the  present.  We  also  received  the  letter  of  Hon.  Koedyck 
from  St.  Helena,  informing  us  of  the  reasons  which  prevented 
him  from  anchoring  in  Table  Bay. 


The  Naerden  and  Erasmus  were  not  very  fortunate — the  latter 
after  having  weathered  the  storm  (see  Nos.  229  and  230)  was 
forced  to  sail  for  the  Comoro  Islands,  whence  the  officers  intended 
to  proceed  to  Point  de  Galle,  as  you  may  gather  from  the 
annexed  copies  of  their  letters  to  Grovernor  L.  Pitt.  We  hope 
soon  to  hear  that  the  vessel  has  reached  Ceylon  in  safety. 


It  must  have  been-a  great  inconvenience  to  you  that  the  return 
fleet  did  not  call,  having  your  supplies  of  rice  on  board,  notwith- 
standing that  you  sent  the  little  '■  Suijlen  ’ to  St.  Helena  to  fetch  it. 
We  doubt  very  much  whether  the  supplies  of  the  ships  were 
so  limited  that  they  were  compelled  to  divide  the  rice  among 
themselves,  as  they  were  well  supplied,  because  rice  was  very 
abundant.  Many  skippers  have  that  character  that  they  scrape 
to  themselves  whatever  they  can  get,  so  that  often  great  waste 
takes  place.  It  is  therefore  to  be  taken  for  granted  that  if  they 
had  not  met  with  the  opportunity,  they  would  never  have 
complained  of  want. 


The  Emmerhorn,  ordered  by  you,  before  receipt  of  our  orders 
to  the  contrary,  to  touch  at  the  South  land  and  search  for  the 
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Nae  Let  affsenden  van  de  twee  jongste  retourschepen  Naerden 

ende  Erasmus sijn  hier,  God  danck,  over  de  Cabo 

uijt  het  lieve  Vaderlant  vervolgens  d’  een  na  d’  ander  behouden 

aengecomen  de  schepen  Westvrieslandt met  welcke 

g’arriveerde  schepen  wij  soo  nu  en  dan  successive  wel  ontvangen 
hebben  TIE.  aengename  brieven  metre  documenten  daertoe 
geboorende,  gedateert  7™  en  lesten  November  der  verleden  mits- 
gaders  16“  Eebruarij,  19'"‘  ende  ultimo  .Uaert,  4“  April ; 17  Maij 
4“  Junij  ; 3“  17“  en  29“  Julij  deses  jaers  ; mitsgaders  schrijven 
van  den  Oommandeur  Isaack  Koedijok  van  St.  Helena  ge 
dachteeckent  den  7“  April,  waeruijt  verstaen  hebben  hoe  de- 
aoht  vooraff  gesonden  retour  schepen  des  verleden  jaers  in  goede 
ordre  gecombiueert,  aen  de  Caep  gecomen  sijnde,  juijst  soo  als 
deselve  de  bhaij  wilden  inseijlen  haer  bejegent  is  een  vehementen 
wint  waer  door  vier  van  deselve  na  het  verliesen  van  eenige  anckers, 
de  rede  niet  connende  beseijlen,  genootsaeckt  sijn  geworden,  zee  te 
kiezen,  ende  na  het  voorsz  : Eijland  St.  Helena  te  laten  voortslaen 

Mette  laetste  schepen  Naerden  ende  Erasmus  en  is ’t 

soo  wel  niet  affgeloopen,  vermits  den  laetste  de  gerescontreerde 
storm  niet  hebbendo  connen  uitstaen,  sieh  genootsaeckt  heeft 
gevonden  na  de  Commorische  Eijlanden  tusschen  Madagascar  en 
de  cust  van  Quiloa  gelegen,  te  begeven,  alwaer  op  den  23“  April 
aen  een  derselver  Eijlanden  Ansuanij  genoemt  voor  de  stadt 
Samoda  wel  desolaet  ter  rhede  gecoomen  is,  van'waer  de  opper- 
hooffden  desselEs  geresolveert  hadden  na  Punto  de  Gale  te  loopen, 
als  UE.  breeder  vernemen  cundt  uijt  twee  nevensgaende  copia 
missiven  door  d’opperhoofiden  van  gemelten  Erasmus  in  dato 
14“  ende  28“  Junij  laestleden  met  d’  Engelse  aen  den  Hb  Gou- 
verneur  Laurens  Pith  nae  Cormandel  gesz : waeraen  ons  gedragen, 
willende  verhopen  haest  tijdinge  sullen  crijgen  dat  gem*"  schip  tot 
Seijlon  behouden  sal  wesen  g’arriveert. 

Het  is  voor  UE.  residentie  gansch  ongelegen  gecomen  dat  door 
’t  verbij  raecken  van  de  vier  retour  schepen  hier  hovengemelt, 
hebt  moeten  missen  den  rijs  die  daerinne  geladen  was,  alsehoon 
het  bootje  Suijlon  om  deselve  van  St.  Helena  te  halen  gesonden 
zij  geweest,  off  nu  de  noot  soo  groot  is  geweest  dat  voorsz : rijs 
over  de  retour  vloot  heeft  moeten  werden  verdeelt,  daer  souden 
wij  al  eenichsints  aen  twijffelen,  alsoo  de  schepen  insonderheijt  in 
den  rijs  alhier  dus  abundant  te  beoomen  sij,  daervan  ruijm 
genoech  werden  versien,  vele  schippers  van  sulcken  aert  sijnde  dat 
se  al  nae  haer  trecken  wat  se  immers  crijgen  connen,  ’t  welck  dan 
dickwijls  in  overvloet  wordt  gespendeert,  sijnde  te  gelooven,  soo 
se  dese  occagie  niet  en  hadden  aengetroffen,  datter  misechien 
niemandt  van  gebreck  soude  hebben  geclaeght. 

Het  fluijtscheepjen  Emmenhorn  dat  UE.  voor ’t  becomen  van 
onse  contrarie  ordre,  op  de  herwaerts  compste  gelast  heeft  het 
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wreck  and  crew  of  the  Draak,  certainly  did  what  it  could  to  carry 
out  its  instructions,  but  it  could  find  no  chance  of  landing 
anywhere  without  danger ; so  that  this  mission  also  has  been 
fruitless.  As  we  are  therefore  now  altogether  despairing  of 
recovering  anything  of  that  lost  ship,  you  are  to  send  no  more 
ships  thither,  lest  we  fall  from  one  misfortune  into  the  other. 


Tour  letters  tell  us  that  especially  agriculture  and  the  breeding 
of  cattle  are  progressing  most  favourably,  and  we  hoped  that  at 
last  the  Company  had  succeeded  in  realizing  its  object ; but, 
unfortunately,  we  were  also  informed  that  the  long-suppressed 
discontent  of  the  Hottentoos  Jiad  at  last  burst  forth,  and  that 
without  having  received  any  cause  from  us,  they  have  stolen  the 
freemen’s  cattle,  destroyed  their  lands  and  done  as  much  damage 
as  possible,  so  that  you  were  obliged  to  defend  yourselves. 
Hitherto,  you  appear  to  have  gained  no  important  advantage  over 
the  enemy,  because  of  their  quick  movements  among  the  bushes 
and  underwood  in  which  they  hide ; so  that  they  have  already 
injured  the  freemen  so  much  that  the  best  of  them  have  been 
cleared  out  and  become  disheartened.  This  mishap,  we  fear,  in 
spite  of  your  sanguine  opinion,  will  entirely  ruin  the  Cape 
Colony,  upon  which  the  Company  have  already  spent  so  much, 
and  which  will  always  remain  a burden  to  it.  We  never  had  any 
great  opinion  of  this  Cape  Colonization  plan  : too  much  work 
was  undertaken  there  at  the  commencement,  which  we  are  now 
finding  is  producing  bad  results,  but  “ what  can’t  be  cured,  must 
be  endured.”  We  are  so  fixed  there  at  present  that  just  now  it 
will  bo  impossible  to  abandon  the  place,  but  time  will  show  what 
is  to  be  done  afterwards ; in  the  meanwhile  we  are  to  be  on  our 
guard,  and  await  further  orders  from  home  on  the  subject. 
In  the  meanwhile,  you  may  strengthen  your  position  a little 
without  burdening  the  Company  with  the  expense.  In  our 


143 


Zui  jdtlandt  aen  te  doen,  om  weder  naer  het  volck  ende  wrack  van 
’t  verongelackte  sohip  den  Draeck  te  soeeken,  heeft  debvoir 
genoegh  gedaen  om  die  ordre  te  achtervolgen,  maer  geen  gele- 
gentheijt  bequaem  gevonden  om  schuijt  ofp  booth  sonder  het 
grootste  gevaer  aen  landt  te  connen  senden  ; sulcx  die  besendinge 
al  weer  gants  vruchteloos  uitgevallen  zij  ; ende  alsoo  wij  nu  van 
onse  goede  hoope  om  van  dat  verlooren  iets  weder  te  crijgen, 
t’  eenemael  sijn  despererende  en  sal  UE.  van  costij  geenige  vaer- 
tuijgen  meer  derwaerts  stieren,  op  dat  wij  alsoo  niet  eens  van ’t 
eene  ongeluck  in ’t  ander  comen  te  vallen. 

Nae  luijt  van  UE.  eerste  advijsen  soo  vernemen  wij  dat  alles 
aen  de  aep  ende  iusonderheijt  den  begonnen  lantbouw  ende 
aenteelt  van  bestiael  in  eenen  gewenschten  standt  heeft  gestaen 
waerdoor  wij  hoopten  dat  de  E.  Comp'"  bij cans  tot  de  volcoment- 
heijt  van  haer  principale  oogmerck  aldaer  was  geraeokt ; maer 
naderhant  hebben  wij  tot  ons  leetwesen  verstaen  dat  het  lang 
gesmoockte  vier  van  onlusten  der  Hottentoos  tot  een  liehte  brandt 
is  geraeckt,  ende  sij  onderstaen  hebben,  sonder  dat  hun  eenige 
reden  van  offentie  gegeven  is,  de  vrije  luijden  hare  beesten  te 
stelen,  de  cornlanden  te  verwoesten,  en  ons  alsoo  alle  mogelijcke 
schade  te  doen  Ja,  selve  op  hare  maniere  ons  publijok  te  beoor- 
logen,  daer  UE.  dan  niet  anders  in  heeft  cunnen  doen  als  sigh 
daer  tegens  na  vermogen  in  deffentie  te  stellen  ende  den  omme- 
slagh  ginder  soo  veel  doenlijck  voor  dat  gewelt  en  overlast  te 
protegeren  ; maer  tot  noch  toe  schijnen  UE.  weijnich  avantagie 
op  dien  vijandt,  vermits  haer  rappicheijt  in  de  bossen  en  struellen 
daer  se  sich  weten  te  onthouden,  heefPt  gehadt ; daer  sij  in  tegen- 
deel  alrede  soo  veel  quaets  hebben  gedaen,  dat  de  beste  vrije 
luijden  bedorven  en  gants  moedeloos  geworden  sijn,  welcken 
quaden  slagb  wij  vresen,  hoe  couragieus  UE.  daerinne  oock  wesen 
mocht,  de  Caepse  Colonie  door  d’  E.  Comp®  nu  al  soo  veel  aen  te 
cost  geleijt  heefft,  t’  eenemael  aen  duijgen  sal  doen  vallen,  ende 
die  residentie  d.  E.  Comp®  sonder  soulaes,  altoos  tot  een  last 
strecken  ; groot  gevoelen  en  hebben  wij  noijt  van  de  Caepse  con- 
cepten  gehadt,  als  daer  aff  in ’t  eerste  te  veelwercx  zijnde  gemaeckt, 
dat  men  nu  allencx  bevinden  sal  slecht  genoegh  uijt  te  vallen  ; doch 
gedane  dingen  nemen  geen  keer ; wij  sijn  daer  nu  soodanigh 
geseten,  dat  we  voor  eerst  qualijck  sullen  connen  operamen, 
doch  wat  naderhant  sal  moeten  geschieden,  daervan  wil  den  tijtons 
wijser  maecken  ; middelerwijle  isser  niet  anders  te  doen  als 
wacker  op  onse  defentie  te  passen,  ende  aff  te  wachten  wat  ordre 
onse  heeren  principalen  UE.  in  dese  ongelegentU  sullen  geven, 
dat  wij  ten  voornaamsten,  sond?r  UE.  in  dit  stuck  iets  speciaels 
te  gelasten  aen  welgemelte  haer  E : achtbaerheden  sullen 

gedefereert  laten,  doch  hierinne  cunnen  wij  wat  consen- 
teren  dat  UE.  ginder  sigh  naer  eijsch  van  saecken  bij  provisie 
wat  verstercken,  daer  d : E : Comp®  dan  de  last  niet  langer  van 
te  dragen  heefft,  als  ’t  haer  meer  gedachte  Ed : beslissen  sal, 
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opinion,  the  Oonapany  will  no  longer  be  allowed  a peaceful 
settlement  at  the  Cape  now  that  the  Hottentoos  have  become 
hostile.  It  will  continually  be  at  war  with  one  or  other  inland 
race,  as  there  are  already  so  many  proofs  that  the  natives  are 
jealous  of  us ; e.g.,  the  captive  Oaapmen  told  us  before  the  war 
that  they  no  longer  intended  to  tolerate  us  at  the  Cape,  because 
we  had  taken  possession  of  their  most  fruitful  lands  which  were 
for  centuries  in  their  possession.  This  greatly  inconvenienced 
them,  and  it  is  certainly  a complaint  of  these  savages  which  is  by 
no  means  altogether  without  foundation ; but  should  we  intend  to 
remain  at  the  Cape,  we  shall  not  be  able  to  entertain  it,  and 
what  would  be  the  consequence  other  than  continual  alarm  and 
commotion  always  keeping  the  Company  busy  at  great  expense, 
for  we  cannot  imagine  that  you  will  be  able  to  control  the  enemy 
with  20  horsemen,  or  protect  all  your  lands  against  them.  In 
course  of  time  they  will  become  bolder,  and  you  will  have  your 
hands  fuller  than  you  may  at  present  imagine.  We  trust, 
however,  that  things  may  happen  differently.  The  worst  is  that 
when  we  are  somewhat  fixed  in  a place,  it  is  not  so  easy  to  leave 
it  again — this  often  entails  heavy  expense,  whilst  the  Company  is 
studying  to  economize  as  much  as  possible.  Perhaps,  one  day, 
she  will  feel  the  weight  of  the  Cape  burden.  In  the  meantime, 
we  are  anxious  to  hear  of  the  results  of  the  present  unpleasant- 
ness and  the  steps  resolved  upon  by  the  directors. 


We  agree  with  you  that  the  desertion  and  stowing  away  of 
freemen  and  the  Company’s  servants  at  the  Cape  should  be 
severely  punished,  for  it  would  otherwise  be  impossible  to  keep  up 
the  Cape  establishment.  As  far  as  ourselves  are  concerned,  _ we 
shall  do  our  best  to  provide  against  this  evil.  Many  complaints 
reach  us  that  the  Cape  freemen  cannot  support  themselves,  and, 
forced  by  hunger  and  misery,  run  away  from  the  place.  This  at 
least  was  the  excuse  of  the  **  stowaways  on  board  the  last  fieet, 
but  anyone  can  make  use  of  it,  so  that  we  do  not  lay  any  weight 
upon  it.  Of  the  four  deserters,  supposed  to  have  escaped  to 
Batavia,  only  one  was  discovered  ; viz.,  a ship’s  carpenter,  whom 
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na  wij  de  saecken  recht  insien,  soo  en  sal  d’  E.  Comp®  aen  de 
Caep  nu  de  Hottentoos  eens  op  de  been  geraeokt  sijn,  niet  licht 
een  vreedige  possessie  connen  erlangen ; maer  geduijrich  met 
d’  een  o£E  d’  ander  inlantse  volcken  over  hoop  leggen,  vermits 
si]  al  hebben  laten  blijcken  van  onse  residentie  aldaer  jeloers  te 
sijn,  gel  : uijt  de  reden  die  seecker  gevangen  Caepman  van 
desen  begonnen  oorlogb  gegeven  heefit,  genoeob  can  affgemeteu 
worden,  dat  se  niet  van  sints  waren  ons  langer  aan  de  Caep  te 
gedoogen,  omdat  we  haer  beste  en  vrucbtbaarste  landen  die  bun 
van  alle  eeuwen  hadden  toegecomen  na  ons  naemen  daer  se  seer 
mede  waren  geincommodeert,  seecker  een  beklagh  dat  wij  moeten 
bekennen  dat  dese  brutale  menscben  soo  heel  ongefondeert  niet 
in  en  zijn,  waerinne  wij  bun  ecbter,  soo  aen  de  Caep  widen 
blijven  continueren,  geen  contentement  en  sullen  cunnen  doen, 
en  wat  sal  daeruijt  dan  anders  volgen  als  een  gedurig  alarm  en 
beroerte,  waermede  de  Comp®  tot  bare  groote  beswaernis  altijt 
g’occupeert  wesen  sal,  alsoo  wij  ons  niet  connen  inbeelden  dat 
TIE.  met  een  macbt  van  20  ruijters  die  vijanden  in  den  toom 
bouden  ende  aUe  landerien  tot  den  beuvelbergb  toe  voor  haer 
gewelt  en  overlast  soudet  connen  bescbermen,  alsoo  sij  mette 
tijt  ongetwijffelt  stouter  worden  ende  TIE.  daer  de  handen  vrij 
voider  geven  sullen  als  bet  sigh  jegenwoordigb  van  buijten  laet 
aensien,  ’t  welck  wij  widen  wenscben  dat  contrarie  onse  opinie 
xxitvallen  magh ; bet  quaetsten  van  alien  is  wanneer  men  op  een 
plaets  wat  vast  gezeten  sij,  niet  licht  tot  weder  verlatinge  comen 
can,  en  dat  brengbt  dickwils  niet  anders  als  een  nasleep  van 
groote  oncosten  bij,  daer  d’  E.  Comp®  die  immers  aderwegen  de 
menagie  souckt,  dan  grootelijcx  mede  wert  beswaert,  ende 
misscbien  sal  se  dit  aen  de  Caep  in  ’t  eijnde  nocb  wel  gevoelen, 
blijvende  wij  in  verlangen  uijt  HE.  nader  advijsen  te  verstaen, 
de  boedanigbeijt  van  ’t  gevolcb  deser  voorgevaden  swarigbeijt 
en  wat  redres  onse  beeren  principalen  daartoe  suUen  appliceren. 

Wij  verstaen  mede  met  UE.  dat  bet  wegbloopen  en  versteecken 
soo  van  vrij  e luij den  als  Comp®  dienaers  aen  de  Caep  met  barde 
correctie  benoort  tegen  gegaen  te  worden,  alsoo  anders  onmoge- 
lijck  soude  sijn  de  Caepse  residentie  langer  in  wesen  te  cunnen 
bouden,  daer  wij  in  aenstaande  soo  veel  ons  aengaet,  in  sullen 
tracbten  te  versien,  boewel  ons  ontallicke  clacbten  voorcoomen  dat 
de  vrije  luijden  ginder  baer  selven  niet  en  cunnen  erneren,  waer- 
door  se  van  de  bonger  en  commer  genootsaeckt  werden  van  daer 
te  fugeren,  gelijck  er  vele  betselve  van  degene  die  baer  mette 
jongbste  retour  vloote  bebben  versteecken  gebadt,  tot  bare 
verscboninge  wisten  bij  te  brengen,  daer  een  jgelicke  bem  wel 
mede  soude  cunnen  bebelpen,  dies  al  sulcke  excusen  van  weijnigb 
consideratie  sijn,  en  niet  meriteren  in  vele  acbtinge  genomen  te 
werden,  van  de  vier  personen  die  TIE.  scbrijSt  sicb  na  Batavia 
versteecken  te  bebben,  en  is  bier  niet  meer  als  een  vernomen, 
wesende  een  scbeepstimmerman,  van  sijn  ambacbt,  die  wij  op 
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we  have  banished  at  Onrust  to  serve  for  his  debt  to  the  Company. 
We  had  no  opportunity  to  send  him  hack,  afterwards  he  may  he 
forwarded  to  you. 


All  the  young  ostriches  sent  us  have  died  on  the  voyage,  but 
some  of  the  turkeys  came  over  alive.  You  may  continue  to  send 
us  more  of  these  two  kinds  of  birds  that  they  may  be  given  away 
as  curious  presents  in  the  interests  of  the  Company.  The  first 
cask  of  Cape  beer  which  arrived  was  quite  sour,  but  the  next  was 
fairly  drinkable.  We  do  not  think  that  it  will  keep  in  this  o 
climate  but  should  be  consumed  at  the  Cape.  The  two  samples  of 
wheat  sent  by  you  were  found  to  be  good,  the  one,  however,  when 
used  for  baking,  produced  a soft  or  crumbling  kind  of  bread, 
otherwise  it  had  no  fault.  The  hides  and  skins 
that  we  have  not  been  able  to  judge  of  their  quality.  Should  we 
receive  others  we  shall  try  them  at  Japan.  The  train  oil  has  been 
found  serviceable  for  our  leather  factory,  you  may  therefore  always 
send  us  five  or  six  casks. 


As  we  find  that  as  a rule  the  return  ships  can  with  diffiraKy 
find  stowage  for  the  rice  and  other  necessaries  required  at  the  Cape 
and  often  do  not  even  land  there  what  is  entrusted  to^them,  the 
stores  vanishing,  as  the  proverb  has  it,  between  the  ship  s side  and 
the  qua}’-,  we  have  decided,  in  order  to  prevent  these  abuses,  to 
send  you  an  express  vessel,  the  Loeneti,  with  rice,  arrack,  and  other 
necessaries,  besides  the  steel,  hand  greuades,  sulph^,  and  nine 
kegs  of  nails,  landed  here  instead  of  at  the  Cape.  We  have  not 
been  able  to  find  the  “Jack”  supposed  to  have  been  shipped  in 
the  Corten  Hoeff. 


The  chief  command  over  the  fleet  we  have  entrusted  to  the 
Hon.  Peter  Sterthemius,  Extraordinary  Member  of  the  Council  ot 
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onrust  hebbeu  gebannen,  omme  aldaer  met  arbeijden  vooreerst 
in  te  winnen  ’t  gene  op  sijn  wegbloopen  aen  de  Caep  scbuldicb 
gebleven  is.  daer  bij  soo  weder  na  costij  gesonden  ware,  geen 
raedt  toe  en  sonde  geweten  bebben  : can  naderbant  ecbter  tot 
UE.  Docb  wel  overgesonden  werden. 

l)e  jonge  vogelstruijsen  door  UE.  met  West  Vrieslant  gezonden 
sijn  alle  tusscben  wege  gestorven,  maervan  de  8 stx  calcoenen  sijn 
der  met  Orangie.  . . .stucx  levendigb  overgecomen;  UE.  macbons 
in  tcecomende  van  die  twee  soorte  pluijmgedierte  bij  gelegentb‘ 
nocb  wel  eenige  over  stieren,  om  daer  se  van  nooden  sijn,  ten 
dienste  van  de  E.  Comp*'  als  rariteijten  versebonken  te  werden. 
Ilet  eeist  gesonden  vatie  Caeps  Bier  is  gebeel  suijr  docb  ’t  andere 
redelijck  drinckbaer  bevonden,  docb  en  gelooven  niet  dat  dit  ge- 
brouw  in  dese  beete  landen  sal  duijren  ende  bet  versenden  van  de 
eene  plaets  op  d’  ander  verdragen  connen  ; zulcx  meijnen  dat  best 
aen  de  Caep  sullen  cunnen  v/erden  geconsumeert ; de  twee  soorten 
van  terruwe  door  UE.  tot  een  preuve  gesonden  sijn  bier  redel: 
wel  bevaUen ; uijtgesondert  dat  d’  eerste  inbacken  wat  meel  oS 
kruijmelacbtigb  bevonden  sij  anders  en  is  daer  geen  gebreck  aen 
geweest.  De  koebuijden  ende  scbapen  vellen  door  UE.  tot  een 
preuve  met  de  Princesse  Eoijael  overgestiert,  sijn  bier  alien  verrot 
en  bedorven  aengebracbt  soo  dat  wij  van  deszelffs  deugbt  niet 
bebben  connen  oordeelen,  naderbant  van  UE.  andere  becomende, 
sullen  se  na  Japan  scbicken,  ende  UE.  alsdan  adviseren  offse  daer 
gewilt  sijn,  dan  niet. 

Den  traen  is  albier  goet  bevonden  om  tot  onse  Leerveiterie  te 
gebruijcken;  dies  UE  : in  toeeomende  daer  van  wel  5 a 6 vaten 
berwaerts  senden  moogbt. 

Ende  aengesien  wij  doorgaens  bemercken  ende  bij  experientie 
genouebsaem  ondervonden  dat  niet  alleen  de  retourscbepen  jaerlijcx 
800  vol  geladen  en  belemmert  sijn  sij  den  rijst  ende  andere  geeijscbt 
werdende  nootwendicbeden  voor  de  Caep  beswaerl : connen  bergen ; 
maer  bovendien ’t  gene  deselve  scbepen  voor  die  residentie  van 
bier  medegegeven  werdt,  veel  tijts  tot  UE.  groot  ongeriefi  niet  te 
recbt  is  raeckende,  maer,  gelijck  men  seijt,  tusscben ’t  scbip  en  de 
kaaij  is  verdwijnende,  soo  bebben  wij  tot  preventie  van  dien  goet- 
gevonden  UE.  gedanen  eijscb  met  een  appart  scbip  te  voldoen,  en 
daertoe  bet  fluijtje  Loenen  geprojecteert,  dat  UE.  dan  mits  desen 
toe  te  comen  staedt ; waerinne  bebben  doen  laden  ....  lasten  rijs 
• • • leggers  raack  ; mitsgaders  soodanige  gevorderde  nootwendig- 

beden  meer  als  de  bijgaende  factura  monterende  f is 

vertboonende  ; daer  onder  UE.  oock  becomen  bet  stael,  de  bandt- 
granaden,  de  swavel,  en  de  9 tonnen  spijckers,  door  die  van  de 
fluijt  Loenen  in  plaetse  van  aen  de  Caep  albier  gelost,  ende  bij 
ons  ontfangen,  Edocb  de  dommecracbt  die  UE.  scbrijfft  in 
Cortenboeff  te  sijn  geweest  en  bebben  wij  niet  vernomen 

Het  oppercommando  van  dese  (retour)  vloote  bebben  wij 
d’  Hr.  Pieter  Stertbemius  Extraordinaris  Raedt  van  India 

L 2 


1659. 

1 5en  Dec. 


148 


1659. 
15tli  Dec, 


India,  who  has  in  accordance  with  orders  from  home  been  com- 
missioned likewise  to  inspect  the  Cape  affairs  in  order  to  he  able 
to  report  about  it  in  Holland,  which  was  impossible  last  year  in 
consequence  of  the  inability  of  the  Hon.  Koedyck  to  call  at  the 
Cape,  and  the  death  near  the  coast  of  Java  of  the  Hon.  Adrian 
van  Aelmonde.  However,  as  we  always  have  received  full 
particulars  from  you,  it  has  not  been  of  much  consequence. 


That  you  may  be  provided  with  proper  horses,  especially  now  in 
your  struggles  with  the  Hottentoos,  we  have  decided  to  send  you 
with  each  of  the  return  ships  two  horses,  notwithstanding  the  fact 
that  the  vessels  will  be  very  much  hampered  by  taking  them,  with 
forage,  water,  &c.,  for  their  maintenance.  This,  however,  is  of  no 
moment,  if  they  only  reach  you  alive,  which  is  very  uncertain 
because  of  the  long  voyage. 

Within  a month  we  intend  to  despatch  home  with  coarse  goods 
the  Man  and  Vogelenzang . 


As  a rule  we  are  scantily  supplied  by  you  with  Cape  garden 
seeds.  Often  they  are  neither  fresh  nor  of  the  best ; especially  as 
regards  cabbage  seeds.  We  have  been  able  with  difficulty  to 
obtain  a single  hard  head.  It  seems  that  private  parties  are 
better  served  than  we  are.  We  advise  you  to  do  better  in  future 
in  this  matter. 

With  the  Arnhem  you  will  receive  a Chinese  convict,  banished 
to  the  Cape  for  six  years,  as  will  appear  from  the  annexed  verdict. 
You  will  have  to  land  him  and  see  that  he  serves  out  his  time. 
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gedefereerfc,  ende  sijn  E.  volgens  d’  ordrevan  ons  H‘"  principaelen 
oock  commissie  gegeven  om  de  Oaepse  Residentie  empassant 
te  visiteren,  ende  op  sijn  E.  aenoompste  in ’t  Yaderlant  aen  haer 
wel  gemelte  Ed.  Achtbaarheden  van  de  Oonstitutie  deszelfs  te  doen 
beboorl.  rapport,  betwelcke  den  verleden  jaere  met  bet  verbij 
raecken  van  den  E.  Commandeur  Koedijck,  niet  beefft  cunnen 
gescbieden,  gelijok  ons  oock  mondelingb  rapport  beefft  connen 
geworden  van  de  visite  door  d’E.  Hr.  Adriaen  van  Aelmonde  op 
de  berwaerts  reijse  costij  gedaen,  vermits  Sijn  E.  omtrent  de  custe 
van  Java  ge  comen  wesende,  in  den  Heere  ontslapen  ; docb  nadien 
de  Heeren  Meesters  ende  wij  van  UE.  ample  advijsen  ordinaris 
geuoucbsaem  werden  gedient,  en  is  daer  soo  beel  veel  niet  aen- 
gelegen. 

Ende  opdat  UE.  eenmael  van  de  soo  seer  nodigbe  paerden 
moocbt  werden  gediend,  bijsonderl.  nu  deselve  UE.  in  den  oorlogb 
mette  Hottentoos  best  te  stade  sullen  comen,  soo  bebben  wij  goet- 
gevonden  UE.  met  ider  van  de  jegenwoordige  vertreckende  acbt 
retour  scbepen  twee  stux  paerden  toe  te  senden,  onaengesien 
gemelte  scbepen  mette  selve  als  de  voeragie  ende  drinekwater 
’t  gundt  daer  toe  van  nooden  is,  vrij  wat  sullen  belemmert  wesen, 
’t  welcke  wij  ons  ecbter  getroosten,  soo  deselve  alle  maer  levendigb 
overcomen,  waeraen  om  de  lange  reijse  al  eenigbsints  te  twijfelen  is. 

Binnen  een  maent  ofte  soo  veel  vrouger  als  sullen  cunnen  gereet 
vallen,  sijn  wij  van  voornemen  voor  de  tweede  besendinge  met 
grove  warep  geladen  nae ’t  patria  aff  te  vaerdigen  ’t  scbip  de  Mars 
ende  de  fluijt  de  Yogelesanck  die  verboopen  willen  dai;  op  de  reijs 
beter  voorspoet  als  de  voorjarige  sullen  erlangen. 

Doorgaens  werden  wij  van  UE.  seer  soberl.  van  Oaepse  tbuijn- 
saeden  versien,  bebalven  dat  betselve  dickwils  niet  vers,  nocb  van 
bet  beste  en  sij,  gelijck  met  bet  eoolsaet  bier  bijsonderl.  ervaren 
wert,  cunnende  da^raff  qualijck  een  goet  gesloten  cool  voort 
geteeldt  worden,  daer  de  particuberen,  zoo  bet  scbijndt  beter  als 
wij  van  gedient  werden,  ’t  welcq  wij  Ul.  recommandeeren  in  toe- 
comende  te  verbeteren. 

Mettet  scbip  Aernbem  comt  UE.  toe  over  een  Obineese  delin- 
quant  met  name  Waniko,  die  over  sijne  begane  misdaet  voor  den 
tijt  van  ses  jaren  door  den  gerecbte  deser  stede  Batavia  aen  de 
Caep  gebannen  is,  gebjk  sulcx  bij  de  nevensgaende  seiitentie  can 
blijcken.  UE.  sal  denselven  ginder  aen  lant  nemen  ende  den  tijt 
sijnes  bannissements  laten  uitdienen. 


Get.  door  den  Indiscben  Raadj 


Batavia,  15  December  I'iSQ. 


1659. 

,15e.i  Dec. 
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1659. 
22nd  Dec. 


1669. 
27th  Dec. 


No.  232. 

The  vessels  of  Hoorn  and  Enckhuysen  are  still  delayed  by  want 
'men  who  are  very  scarce  and  difficult  to  obtain.  This  goes 
th  the  Muskaat-boom  and  the  Terkytgen  destined  for  the  Cape. 


No.  233. 


Copy  of  No.  228. 


No.  234. 

From  the  despatch  of  the  India  Council  you  will  gather  every- 
thing regarding  the  return  fleet  and  its  valuable  cargo,  and  that 
besides  what  the  nine  ships  may  have  on  hoard  for  y ou,  the  flute  Loenen 
has  been  expressly  added  to  carry  your  stores.  She  is  with  us 
now,  and  as  she  is  a fast  sailer  and  may  reach  the  Cape  before  us, 
we  have  resolved  to  let  her  go  ahead  with  this  note  that  you  may 
the  sooner  receive  your  supplies,  and  after  arrival  she  may  cruise  oii 
Table  Bay  and  the  Coast  to  give  us  notice  of  the  condition  of 
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No.  232. 

die  (viz:  de  sehepen)  van  Hoorn  en  Enckhuijsen 

sijn  bij  gebreok  van  voloq  nooh  blijven  leggen,  sijnde  bet  volcq 
jegenwoordigh  soo  schaers  te  becomen  als  wij  om  dese  tijt  van  ’t 
jaer  inlangh  niet  hebben  gesien.  ....  .Dese  gaet  met  den  Aluscaet- 
boom  en  ’t  gal  jot  ’t  Perkijtgen  voor  de  Caep  gedestineert 


Get.  door  de  bewindbebberen  ter  Gamer  Amsterdam. 


Amsterdam,  den  22  December  1659. 


No.  233. 


Copij  van  No.  228. 


No.  234. 

....Bij  de  jegenwoordige  overgaende  generaele  missive  door 
d’  Ed : Gouverneur-Generael  ende  E.  Heeren  Baden  van  India 
aen  UEd ; gescbreven  sal  UE.  omstandelijck  vernemen  eonnen 
wat  eostelijke  retouren  d’selve  op  9 bodemen  verdeelt  onder  onse 
vlagge  als  nu  naer  ’t  lieve  Patria  retournerende  sijn  en  boe 
buijten ’t  geen  voor  UE  : proesidj  : over  d’selve  verdeelt  is  noob 
goet  gevonden  bebben ’t  fluijtjen  Loenen  eenel : tot  overvoer  der 
nodige  g’eijsebte  provision  voor  d’  Caep  derwaerts  aff  te  steecken ; 
gel : ’t  selve  dan  op  buijden  albier  bij  ons  in  de  vloot  verscbenen 
is,  en  overmits  ’t  selve  een  licbt  scbeepken  en  zeer  wel  bezeijlt  is, 
sulcx  wij  staet  maken ’t  selve  vrij  wel  wat  eerder  als  in  Comp®  onset 
vloot  de  Caep  sal  bereijcken  eonnen,  soo  bebbe  goetgevonden 
’t  selve  voor  aff  met  dit  prfeadvljs  brieffken  telaten  vertreeken  soo 
ten  insiebte  wij  gaerne  sagen  UE.  tijdicb  van ’t  nodige  vereijsobte 
aldaer  moebte  worden  version  als  wel  ten  principalen  om  ons  p*'  ’t 
solve, weder  van  daer  tegens  onse  aencompste  aldaer  buijten  docb 
in ’t  gesiebt  van  de  Caep  oundsebap  van  den  toestand  tusseben 


1559. 

2 : n Dec. 


1659. 
27en  Dec. 
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1659. 
27tli  Dec. 


affairs  between  our  State  and  tbe  Eepublio  of  England.  Many 
rumours  are  afloat.  It  is  said  tbat  England  has  despatched  a 
considerable  fleet  to  take  possession  of  St.  Helena,  but  as  no 
reliance  can  be  placed  on  this  statement  and  some  other  design  may 
be  contemplated  in  tbe  form  of  reprisals,  as  they  maintain  that 
they  have  been  insulted  by  us  here,  so  tbat  they  may  have  tbeir 
eye  upon  our  return  fleet,  you  are  therefore  to  let  tbe  Loenen 
cruise  off  tbe  Coast  with  information  for  tbe  fleet,  tbat  we  may 
approach  tbe  Cape  with  some  sense  of  safety.  In  the  meantime 
I shall  pray  to  Hod  tbat  be  may  spare  you  in  long  health,  and 
that  we  may  soon  see  you. 


On  board  tbe  Wapen  van  Molland  off  tbe  Island  Cracatow,  27tb 
December,  1659. 


Your  sincere  friend. 


Cor.  Sterthemius. 
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onsen  staet  en  de  Eepublijcq  van  Engelant  toe  te  brengen,  d’wijle 
daervan  alhier  diverse  gerucbten  geloopen  bebben,  als  off  selve 
wel  met  een  aensienlijeke  macht  naer  St.  Helena  om  possessie  van 
dat  Eijlant  te  nemen  vertrocken  mocbten  sijn  : dock  dewijle  op 
dit  voorgeven  geen  staet  te  maken  sij,  en  sij  onder  dien  naem  en 
dekmantel  wel  eenicb  ander  desseijn  om  bij  forme  van  represalie 
alsoo  sij  dock  doorgaens  sustineren  van  d’  onse  kier  belediokt  te 
zijn,  onse  Retour  vloot  aen  de  Caep  te  attrapperen  souden  voor 
kebben  connen,  soo  zal  UE  ; dan  als  geseckt,  ’t  geseijde  fluijtgen 
ter  eerster  instantij  weder  even  buijten  en  in  ’t  gesickt  van  de 
Caep  op  ons  met  sijne  advijsen  cruijsen  laeten,  om  ons  in ’t  aen- 
doen  van  deselve  met  des  te  meerder  gerustigkeijt  daernaer  te 
mogen  reguleren.  Ondertusscken  zal  ick  God  bidden  bij  UE  : 
naer  groete  te  sparen  in  langduijrige  gesontkeijt  en  gunnen  wij 
in ’t  corten  aldaer  mede  bij  UE.  paresseren  mogen. 


In ’t  Schip  Wapen  van  Holland 
zeijlende  bij  ’t  Eijland  Cracatouw 
adj  : 27™  December  1659. 


UE : genegen  vrundt, 


1659. 
27en  Deo. 


CoR ; Sterthemius, 
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1660. 
17th  Jan. 


1660. 


From  Batavia.] 

“On  the  7th  December  last  the  first  squadron  left  under 
the  command  of  the  Hon.  Pieter  Sterthemius,  Extraordinary 
Councillor  of  India  (nine  vessels).  Six  days  later  the  little 
flute  Loenen  left,  purposely  sent  to  the  Cape  to  convey  thither 
the  required  rice  and  other  necessaries.  Meeting  the  fleet  ofi:  tJie 
island  Cracatow  on  the  27th  November,  the  Hon.  Sterthemius  sent 
her  in  advance,  that  you  might  the  sooner  receive  your  supplies. 
We  trust  that  the  squadron  has  arrived  home  safely  with  our 
duplicate  letter  of  the  15th  December. 

On  the  29th  of  the  same  month,  the  Malacca  arrived,  wnicn 
brought  your  letters  of  the  20th  October,  1659.  ... 

Regarding  the  furious  war  with  the  Hottentoos,  we  were  pleaded 
to  read  that  it  had  somewhat  abated,  as  they  had  now  and  then 
been  attacked  by  our  people,  and_  some  of  them  killed,  ibis  has 
no  doubt  made  them  somewhat  timid,  but  it  is  to  be  feared  mat 
they  will  again  take  fresh  courage  and  not  leave  you  unmolested ; 
hence,  in  order  to  prevent  further  injury  and  for  your  better 
security,  especially  to  stop  the  driving  off  and  stealing  of  your 
cattle,  we  did  not,  with  you,  deem  it  unserviceable  to  erect  three 
watch-houses  on  the  most  suitable  spots.  To  this  may  be  added 
the  18  horses  which  we  have  sent  you  with  the  return  fleet,  so  that 
you  will  be  in  a fair  state  of  defence  and  able  to  do  the  enemy 
some  mischief.  It  seems  to  us  that  we  have  greater  interest  now 
in  the  Cape  than  formerly,  as  the  English,  according  to  the  letters 
of  the  Directors,  are  about  to  take  possession  of  the  Island  fet. 
Helena,  of  which,  according  to  all  appearance  they  are  already  in 

possession;  which  will  be  very  inconvenient  for  our  return  fleet, 

which  might  obtain  there  good  refreshment  in  the  shape  oi  pigs 
and  water.  Moreover  our  friends  would  find  there  a very  con- 
venient and  better  rendezvous  than  we  have  at  the  Cape,  wlmncethej^ 
(the  English)  in  case  of  Avar  (which  may  God  prevent)  might  do  con- 
siderable in  j ury  to  the  Company.  W e trust  that  the  Hon^terthemius 
when  he  has  been  informed  of  this  purpose  of  the  English,  aauII 
decide  to  let  the  flute  Loenen  accompany  his  squadron  to  fct. 
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Helena,  in  order  to  bring  news  to  us  and  to  you  regarding  the 
doings  of  the  English  there.  This  might  be  done  without  much 
delay.  She  would  only  arrive  here  a little  later,  hut  that  would 
not  be  time  wasted. 

This  will  be  brought  to  you  hy  the  Vogelesangh,  &c.  The  value 
of  the  second  squadron’s  cargo  is  reckoned  at  fll9187.17.3.,  in- 
voice, which  added  to  that  of  the  first  squadron,  brings  the  total 
to  f3195318.11.1.  God  grant  them  a safe  voyage.  . . . 

Having  read  the  request  of  the  Fiscal  Abraham  Gabbema,  that 
for  his  services  there,  he  may  enjoy  the  salary  of  f30  per  month 
(£2  iOs.)  with  the  rank  of  junior  merchant  with  its  rations  or 
board  money,  we  have  not  been  able  to  grant  it  as  being  directly 
contrary  to  the  orders  of  the  Company,  as  you  know,  which  require 
that,  no  one,  taken  from  the  military,  and  used  at  the  pen,  may 
receive  any  promotion  or  increase  of  pay,  before  his  five  years’ 
contract  has  expired.  This  order  is  promptly  obeyed  and  carried 
out  everywhere  here  in  India,  so  that  there  is  reason  sufiioient  that 
it  shall  also  be  observed  at  the  Cape. 

We  have  instructed  the  ships  not  to  proceed  by  the  Northern 
passage  (behind  Scotland)  but  according  to  the  old  order  of  the 
Company,  through  the  Channel,  but  as  we  do  not  know  what  news 
you  may  in  the  interim  have  received  from  home,  regarding  the 
English,  or  otherwise,  we  have  decided  to  authorize  you  and  your 
Council  to  make  such  alteration  in  this  our  order  as  you  may  deem 
best,  after  careful  consideration.  . . . ” 

(Signed)  Joan  Maetsuyker  and  Council. 


From  Amsterdam.] 

“We  trusted  that  the  Muscaetboom  and  the  galiot  Het 
Parhyije,  destined  for  the  Cape,  and  which  will  bring  you  this, 
would  have  been  at  sea  before  the  frost,  but  as  the  latter 
suddenly  fell  in  and  closed  up  all  waterways,  some  lighters  with 
men  and  necessaries  were  frozen  in  and  obliged  to  return.  This 
misfortune  was  the  result  of  the  scarcity  of  men,  so  that  we  could 
not  get  the  vessel  ready  as  soon  as  we  wished.  The  Walvis  for- 
tunately gained  the  open,  before  the  24th  December,  as  well  as  the 
Naerden  of  Enckhuysen,  but  with  a comparatively  small  portion 
of  the  crew  adjudged  to  her.  . . . 

We  have  received  news  from  France  that  the  Mareschal  de  la 
Mosleraye  had  left  Brittany  for  Madagascar.  A vessel  of  about 
200  lasts,  carrying  40  guns  and  250  men,  but  that  she  was  on  the 
13th  January  still  lying  under  St.  Martin’s,  to  take  in  some 
supplies.  It  is  presumed  that  she  will  endeavour  to  pay  her 
expenses  by  freebooting. 


_ 1660. 
17th  Jan. 


1660. 
23rd  Feb. 
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1660. 
23rd  Feb, 


1660. 

Cth  April. 


In  our  negotiations  with  Portugal,  not  mucli  progress  has  been 
made  hitherto.  . . 


(Signed)  Joris  Backer,  &c. 


From  the  Seventeen.] 

“Our  last  was  dated  the  5th  September,  1659.”  Despatch 
of  the  outward  bound  mentioned,  which  were  so  fully  laden 
that  it  had  been  found  necessary  to  buy  two  extra  vessels, 
the  Vollenhoven  and  Loosduynen,  especially  for  conveying 
masts  to  the  Cape  and  India.  “ That  we  were  obliged  to  buy 
these  two  vessels  should  be  a lesson  to  you  to  frame  your  future 
requisitions  with  great  circutnspectness  and  not  make  them  so 
excessive,  or  ask  us  for  what  you  may  in  any  way  obtain  there, 
what  may  be  made  there,  or  you  can  in  any  way  do  without. 

In  reply  to  your  letters  of  the  5th  March  and  26th  April,  1659, 
we  agree  with  you,  for  the  reasons  stated,  that  it  would  be  more 
advantageous  to  the  Company,  to  abolish  the  free  table  for  the 
officials,  sailors  and  soldiers,  and  instead,  give  them  board  money 
as  proposed  by  you. 

W^e  would  very  much  like  to  see  the  bay  cleared  of  all  obstacles 
(anchors,  &c.,)  but  to  employ  for  that  purpose  two  large  boats  with 
the  necessary  crews,  would,  be  too  expensive.  It  should  therefore 
be  postponed  until  a more  convenient  opportunity,  when  some 
ships  are  there.  It  should  however  not  be  lost  sight  of. 

The  contents  of  the  request  presented  to  you  by  the  freemen  and 
burghers  we  have  attentively  read,  and  examined,  but  found  it  full 
of  sedition  and  rebellion,  so  that  you  ought  not  to  have  accepted 
it,  but  have  torn  it  up  and  thrown  it  away  before  their  faces.  We 
wish  to  have  them  warned  by  this  no  longer  to  present  such  re- 
quests as  we  might  be  compelled  to  adopt  harsh  measures  to  provide 
against  it.  If  they  have  any  grievances  let  them  submit  the  same 
with  proper  respect,  and  we  shall  give  way  to  reason  and  grant 
tliem  such  relief  as  may  in  reason  be  expected  from  us  ; as  it  is  our 
wish  that,  especially  in  the  commencement,  they  are  to  be  assisted 
in  one  way  and  another,  that  they  may  be  able  to  get  along  and 
not  lose  heart,  bearing  in  mind  that  the  agreements  made  with 
them  and  the  promises  given  them,  are  to  be  honourably  fulfilled 

by  us.  1 • i.  1, 

We  might  approve  of  it  that  among  themselves  they  assist  each 

other  with  money  on  interest,  if  only  care  be  taken  that  the  interest 
charged  be  not  too  high,  as  in  that  manner  the  freemen  would 
insensibly  injure  themselves. 

In  our  former  letter  we  mentioned  how  we  found  the  beer  you 
sent  us  as  a sample.  But  it  will  be  just  as  well  if  you  made 
another  trial,  as  soon  as  you  have  a sufficient  abundance  of  grain , 
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$0  that  it  will  not  be  unpleasant  to  us  if  beer  brewing  be  again 
taken  in  band,  that  you  may  be  able  to  supply  the  seamen,  during 
tbeir  stay  there,  instead  of  drink  water  with  small  beer,  especially 

We  are  very  much  pleased  that  you  pay  such  careful  attention 
to  everything  and  leave  nothing  neglected ; also,  that  with  your 
zeal  and  energy  all  kinds  of  refreshments,  as  well  as  cattle,  are 
obtainable  there  in  such  abundance  as  mentioned  in  your  letters. 
We  can  say  no  more  than  recommend  you  to  continue  the  same 
course,  that  the  work  there  may  be  furthered  more  and  more, 
which  will  be  of  great  service  to  the  Company  and  give  us  occasion 
also  in  time  to  attend  to  your  further  advancement. 

We  can  well  understand  that  a number  of  20  horsemen,  it 
horses  were  at  hand,  would  be  a great  protection  and  security  to 
the  freemen  living  inland,  as  well  as  to  their  cattle.  You  should 
therefore  endeavour  to  obtain  by  breeding  as  many  horses  as  will 
in  your  opinion  be  sufficient  for  your  purpose,  in  order  to 
proper  awe  into  the  Hottentoos  and  other  inland  tribes,  and  which 
will  cost  much  less  than  the  proposed  defences. 

Since  our  last,  hardly  any  progress  has  been  made  with  our 
negociations  with  the  Portuguese,  the  matter  appears  rather  to 
retrogress  than  to  progress,  so  that  nothing  certain  ^ can  be  said 
regarding  the  result.  It  seems,  however,  that  Spain,  now  that 
she  has  made  peace  with  Prance,  believes  that  she  has  her  hands 
free,  and  is  pressing  that  kingdom  (Portugal)  very  hard,  by 
intending  to  attack  it  with  powerful  armies,  so  that  to  all  appear- 
ance Portugal  will  have  so  much  to  do,  that  she  will  find  herself 
powerless  to  send  any  succour  to  her  people  in  the  East  Indies. 


(Signed!  Simon  van  Hoorn,  &o. 


From  Amsterdam], 

“ _ _ , This  will  be  brought  to  you  by  the  jELliph(int. 

In  England  most  wonderful  unexpected  changes  have  occurred 
in  the  Government,  viz. : — Charles  the  Second,  son  of  the  lately 
beheaded  king,  has  been  declared  and  proclaimed  King  of  Great 
Britain.  On  the  2nd  of  this  month  he  left  Scheveningen  with  a 
fleet  which  had  arrived  there  to  escort  His  Majesty  to  England. 
As  matters  now  stand,  we  are  now  in  a far  better  understanding 
and  trusted  friendship  with  that  kingdom  than  we  ever  were  in 
before.  ...” 


1660. 
6th  April. 


1660. 
5th  June. 


(Signed)  Anthony  Ghasteleyn,  &c. 
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1660. 
21st  Aug. 


From  the  Seventeen  at  Amsterdam]. 

“ Received  your  letters  of  the  19th  March  and  14th  May  last ; 
to  a portion  of  which  we  shall  now  reply.  For  brevity’s  sake 
we  also  refer  you  to  our  letter  to  you  of  the  16th  April  last. 

For  a long  while,  especially  since  the  banishment  of  Merry  and 
the  seizure  of  his  cattle,  we  have  very  much  feared  that  the  Caap- 
men  or  Hottentoos  might  unexpectedly  strike  a blow  at  us,  so 
that  we  would  rather  have  seen  that  jou  had  refrained  a little 
longer  from  doing  what  you  did  to  Merry.  Our  intentions  in 
this  respect,  you  will  be  able  to  gather  from  our  previous  letters 
to  you,  and  now  we  find,  Mod  better  it ! that  our  fears  and 
doubts  were  not  without  cause.  It  is  not  so  strange  or  un- 
reasonable that  these  natives  show  their  resentment  because  we 
have  appropriated  to  ourselves  the  lands  which  they  had  occupied 
during  centuries  with  their  cattle,  and  excluded  them  from  the 
same.  We  would  therefore  be  pleased  and  agreeable  if  we  could 
buy  the  country  from  them,  or  afford  them  other  satisfaction  for 
the  same. 

It  is  certainly  not  displeasing  to  us,  yea ! we  consider  it  a 
necessity  that  you  are  again  on  a peaceful  footing  with  these 
people,  but  we  shall  be  able  to  place  but  little  dependence  on 
that,  and  obliged  to  be  continually  on  our  guard. 

These  troubles,  as  well  as  the  mortality  among  the  cattle, 
will  considerably  put  back  our  Cape  Residency,  which  will  also 
suffer  from  the  desertion  and  hiding  away  of  so  many  men  as 
arrived  here  with  the  last  return  squadron.  All  were  bitterly 
complaining  of  the  poor  condition  of  affairs  there  and  of  hunger 
and  distress  suffered  by  them.  But  though  no  credence  can  be 
given  them,  nevertheless  all  the  reports  of  the  oJEcers  made  to  us 
some  years  in  succession  agree  with  their  statements,  that  the 
facilities  there  are  not  too  many,  or  the  hopes  of  improvement  so 
great  as  would  be  deduced  from  your  despatches.  We  have, 
therefore,  not  been  able  to  punish  or  censure  the  stowaways  as 
severely  as  we  had  intended,  though  desertion  in  itself  is  neither 
excusable  nor  pardonable.  Our  intention,  nevertheless,  was  to 
keep  them  in  detention  until  we  had  finally  decided  what  to  do 
with  them.  Most  of  them,  however,  cleverly  escaped,  whilst  only 
four  men  were  imprisoned.  How  it  will  end  with  them  we  shall 
let  you  know  before  closing  this  letter. 

The  treason  attempted  by  some  others  there,  is  also  not  a sign 
of  the  great  contentment  of  the  people  there.  All  these  things 
coming  together,  put  back  considerably  our  hope  and  favourable 
disposition  which  we  have  hitherto  cherished  towards  the  Cape. 
Add  to  this  the  continual  complaints  of  the  skippers  and  com- 
manders regarding  the  dangerous  navigation  there  (het  crappe 
vaerwater)  for  the  ships  calling  at  Table  Bay,  but  also  when 
lying  there,  so  that  many  greatly  fear  in  the  course  of  time  it  will 
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cost  the  Company  some  ships.  They  fear  that  on  account  of  the 
foulness  of  the  grounds  the  cables  will  be  chafed  through  and  in 
bad  weather  the  ships  then  parting  from  their  anchors,  will  not  be 
able  to  escape  the  rocks.  The  last  fleet,  as  we  have  been  told, 
had  experienced  during  its  stay  at  the  Cape  almost  nothing  hut 
storms  and  hurricanes,  so  that  out  of  20  days  there  was  hardly 
three  on  which  one  could  conveniently  get  on  board  or  on  shore. 

Last  year  we  also  saw  that  four  of  our  return  ships  had  on 
account  of  heavy  weather  not  been  able  to  reach  Table  Bay,  but  were 
compel]  ed  to  make  for  St.  Helena  in  order  to  refresh  themselves.  But 
of  this  advantage  we  have  been  deprived  now  that  the  English 
have  taken  possession  of  the  Island  and  fortified  it,  at  least,  so  far 
that  we  are  no  longer  able  to  depend  on  any  refreshments  there, 
but  will  have  to  depend  on  the  grace  of  that  nation  there.  More- 
over we  have  more  than  once  experienced  that  sometimes  our 
outward  bound  ships  are  also  not  exposed  to  small  danger  at  the 
Cape,  and  that  often  they  had  to  lie  to  for  days,  yea ! even  for 
weeks  before  they  were  able  to  reach  the  roadstead.  We  have 
accordingly  been  thinking  of  Saldanha  Bay,  believing  that  it  may 
conveniently  be  reached  by  vessels  driven  past  the  Cape,  or  such  as 
are  unable  to  reach  the  latter  place,  in  order  to  he  refreshed  there 
instead,  either  with  supplies  sent  from  the  Cape  or  otherwise. 
For  that  purpose  the  hooker  now  sent  you  will  be  very  serviceable. 

And  in  order  to  prevent  any  other  nation  from  taking  possession 
of  that  Bay,  we  have  decided  to  order  you  to  proceed  thither 
without  delay  to  select  a suitable  spot  on  which  a redoubt  or 
fort  may  be  built  to  be  garrisoned  with  10  or  12  men,  at 
the  same  time  making  every  necessary  preparation  for  that 
purpose,  and  in  case  that  you  are  obliged  to  return  to  the 
Cape  before  the  work  has  been  begun,  you  shall,  as  a sign 
that  you  have  taken  possession,  plant  some  poles  there,  and 
also  draw  up  a deed  that  you  have  taken  possession  of  that 
territory  on  behalf  of  the  Netherlands  Company,  in  order  not  to 
be  prevented  from  doing  so  by  other  nations  who  may  have  an 
eye  upon  it.  The  aforesaid  garrison  there  might  also  be  employed 
in  cultivating  various  kinds  of  ground  fruits  and  refreshments  for 
the  ships  arriving  there,  provided  that  not  too  much  is  required  of 
these  men  in  order  not  to  discourage  them.  You  shall  also  take 
care  that  the  work  is  done  as  inexpensively  as  possible,  so  that  if 
afterwards,  on  account  of  any  inconvenience  which  we  may 
suffer  there,  we  may  resolve  to  abandon  the  spot,  it  may  be  done 
the  quicker  and  more  easily.  In  the  meanwhile  you  shall  care- 
fully observe  what  the  country  is  best  suited  for,  and  what  produce 
thrives  the  best  there.  Because  it  is  not  exposed  to  the  heavy 
winds  as  the  Cape,  agriculture  and  the  cultivation  of  all  kinds  of 
fruit  will  probably  succeed  there  excellently.  Special  care  shall 
also  he  taken  that  the  cattle  trade  is  advanced  there,  as  the  ships’ 
officers  complain  that  they  obtain  so  little  cattle  at  the  Cape,  which 
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after  all  is  the  best  kind  of  refreshment.  We  shall  await  the 
result. 

The  only  anxiety  that  we  feel  is  that  it  is  said  that  not  much 
fresh  water  is  to  be  found  there,  but  our  residence  there  will  make 
us  wiser  on  the  subject,  and  afford  us  better  opportunities  to 
obtain  water  than  have  hitherto  existed.  Letters  from  England 
inform  us  that  the  English  Company,  finding  that,  contrary  to 
their  expectations,  we  are  not  much  interested  in  St.  Helena  and 
can  safely  do  without  it,  have  half  decided  to  avoid  the  expenses 
connected  with  a garrison  there,  and  are  desirous  of  again 
abandoning  it — at  least  to  stay  all  further  erection  of  fortifications 
there.  Time  will  show  what  the  facts  are. 

With  reluctance  we  saw  that  the  Governor  - General  and 
Councillors  of  India  had  been  obliged  to  despatch  to  you  the 
flute  Loenen  with  rice  and  other  neeessaries.  We  had  depended 
on  it  that  by  means  of  agriculture  you  had  already  so  far  advanced 
in  raising  grain  that  you  no  longer  required  any  provisions  from 
Batavia.  For  if  we  are  to  provide  the  Cape  in  express  ships 
with  rice  and  other  necessaries,  we  shall  have  to  consider  other 
means  by  which  the  establishment  there  may  be  reduced  to  such  an 
extent  that  the  people  may  be  able  to  raise  for  themselves  what 
they  require,  and  obtain  their  other  necessaries  from  the  passing 
ships.  Once  more,  therefore,  we  urge  that  matters  must  be 
arranged  there  in  such  a way  that  the  establishment  may  subsist, 
as  regards  food  supplies,  without  outside  succour.  The  rest  is  not 
of  such  importance  or  magnitude  that  it  cannot  be  shipped  in  any 
ordinary  vessel.  We  therefore  hope  that  as  everything  has  been 
placed  on  a peaceful  footing  now,  that  in  future  we  shall  have  no 
reason  to  complain. 

The  vineyards  and  grapes,  according  to  you,  promise  much,  but 
the  ships’  officers  arriving  here  have  little  opinion  of  them,  and 
report  to  us  very  unfavourably  about  them.  We  trust,  however, 
that  the  result  will  belie  their  statements,  when  we  shall  not 
refrain  from  informing  you  how  you  are  to  proceed  in  the  work  of 
wine  pressing,  whilst  it  is  possible  that  men  may  be  found  among 
the  soldiers  who  are  experienced  in  such  matters.  It  would  please 
us  if  the  galiot  sent  you  could  be  employed  in  clearing  the  road- 
stead, whenever  no  more  necessary  service  is  required  of  her. 

We  consider  it  too  premature  as  yet  to  burden  the  Colony  with 
the  imposition  of  a tax  on  eating  and  drinking  stuffs.  On  the 
contrary,  in  order  the  more  to  encourage  the  people,  assistance 
shall  be  rendered  to  them  in  everything  that  is  reasonable  and 
can  be  done  without  great  prejudice  to  the  Company. 

What  success  the  expedition  to  St.  Helena  Nova  will  have, 
we  are  longing  to  hear. 

Complaints  have  been  laid  before  us  that  you  not  only  accept  at 
a fixed  price  for  the  Company  the  corn  raised  by  the  agriculturists, 
without  leaving  them  any  over  for  their  own  household  use,  but 
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that,  moreover,  you  compel  them  to  buy  monthly  from  the 
Company  what  they  require  at  an  advance  of  from  20  to  100  per 
cent.,  which,  if  true,  does  not  give  us  the  best  satisfaction,  as  we 
cannot  look  upon  it  otherwise  than  as  extortion  and  usury. 

Tlie  prisoners,  above  mentioned,  may  expect  their  further 
punishments  here,  as  we  have  found  no  reason  to  send  them  back 
to  you. 

The  squadrons  to  be  despatched  before  and  after  the  winter  to 
India  will  consist  of  18  ships  and  fully  4,000  men,  or  as  many 
more  as  can  be  conveniently  accommodated.  (Here  follow  the 
names  of  vessels  and  the  number  of  men  on  board  of  each.) 

At  the  urgent  request  of  Commander  Johan  van  Riebeeck  and 
for  other  reasons  that  have  induced  us,  we  have  decided  to  grant 
him  his  release  from  the  Cape,  and  to  send  thither  as  his  successor, 
with  a salary  of  flOO  per  mouth,  and  the  rank  of  Commander,  the 
person  of  Glerrit  van  Ham,  who  has,  ero  this,  served  the  Company 
in  various  qualities.  Hence  the  aforesaid  Riebeeck  shall,  after  the 
arrival  of  the  said  van  liarn,  and  after  he  has  previously  informed 
him  verbally  and  in  writing  of  all  tlie  circumstances  there,  and 
properly  transferred  everything  to  him,  proceed  by  first  opportunity 
to  Batavia  with  his  present  rank,  in  order  to  be  further  employed 
there  in  the  service  of  the  Company  . . .”  (Signed  J C.  Hayman, 
&c.). 


From  the  Seventeen  at  Amsterdam.] 

Merely  the  ordinary  ending  and  signatures  (copy).  The  rest  is 
wanting. 


From  Amsterdam.] 

“ Ship’s  affairs  . . . From  the  annexed  sentences  (wanting) 
you  will  see  the  sentences  of  the  Court  of  Justice  passed  on  the 
four  stowaways  brought  up  here  as  prisoners,  and  more  fully 
mentioned  in  the  despatch  of  the  Seventeen  ’’  (missing). 

From  Amsterdam.] 

Duplicate  of  the  above. 


From  Amsterdam.] 

Cannot  refrain  from  sending  you  this  separate  letter  to 
inform  you  that  eight  capital  ships  are  being  fitted  out  in  France, 
Voi.  rx.  jd 
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some  armed  with  30  and  others  with  a less  number  of 
guns.  They  also  carry  a large  number  of  soldiers  and  are  pro- 
visioned for  a long  voyage.  They  are  said  to  he  already  at  sea 
and  to  carry  with  them  Portuguese  commissions.  Hitherto  it  is 
uncertain  what  their  intentions  may  be,  but  it  is  rumoured  that 
their  object  is  Cape  de  Verde  and  the  other  stations  of  the  West 
India  Company.  In  the  meanwhile  we  deem  it  necessary  on  our 
part  to  be  on  our  guard,  especially  at  Cabo  de  bonne  Esperance, 
as  one  does  not  know  where  that  nation  may  not  make  an  attempt. 
For  your  information  and  warning  we  accordingly  send  you  in 
in  advance  the  little  flute  Hilversum,  which  you  may  for  the  present 
retain  in  orderto  cruiseoff  the  Cape  with  the  galley  which  youalready 
have,  so  as,  if  any  danger  from  the  French  ships  be  observed, 
to  give  information  to  all  the  vessels  ofi  the  coast,  especially  the 
return  fleet,  and  order  them  in  our  name  to  pass  the  Cape.  And 
that  they  may  have  a knowledge,  whilst  cruising,  of  everything, 
you  are  to  draw  up  a code  of  distance  signals  or  otherwise,  so  that 
they  may  be  informed  of  the  threatened  danger,  and  thus  be  made 
to  keep  the  open  sea  and  enabled  to  warn  the  ships  aforesaid. 

In  such  a case  the  outward  bound  may  select  their  refreshment 
stations  at  Madagascar  or  Mauritius,  and  the  return  fleet  at  St. 
Helena,  only  to  take  in  water,  always  being  prepared  for  battle, 
and  fully  assured  that  the  English  there  will  not  refuse  us  water. 
Nor  need  we  fear  in  the  present  state  of  affairs  any  danger  to 
ourselves  there.  Should,  however,  the  French  ships  arrive  there 
separated,  or  have  become  so  powerless  by  disease,  death  or  other 
misfortunes,  and  the  return  fleet  approaches  in  such  numbers  that 
it  may  expect  no  danger  for  itself,  it  may,  provided  it  be  kept 
prepared  for  battle,  call  at  the  Cape,  and  take  on  hoard  refresh- 
ments and  water,  without  treating  the  (French)  ships  lying  there 
in  any  hostile  manner,  unless  it  be  discovered  that  they  have 
Portuguese  cargo  on  board,  in  which  case  (without  endangering 
ourselves  in  any  way)  you  may  attack  and  endeavour  to  overpower 
them ; provided  that  you  write  down  full  details  of  everything, 
and  transmit  them  to  us  in  proper  form,  that  we  may  be  able  to  show 
clearly,  in  case  they  throw  their  letters  into  the  sea,  that  they  had 
such  cargo  on  board.  In  the  meanwhile  you  will  have  to  strengthen 
your  garrison  with  forty  or  fifty  men,  takiug  for  the  present  on 
shore  some  of  the  men  of  the  Hiloermm,  until  you  have  been 
properly  provided  with  soldiers  drafted  on  shore  from  other 
vessels.  All  this  shall  be  carried  out  until  you  have  received 
further  orders  from  us,  which  we  shall  send  you  by  one  of  the  next 
ships,  when  we  shall  have  received  further  and  more  certain 
information.  And  that  our  orders  may  be  kept  the  more  secret, 
we  have  addressed  this  letter  to  the  Commander  only,  who,  by 
virtue  of  this,  is  authorised  to  retain  the  flute  Hilversum  for  the 
purpose  aforesaid,  ordering  her  officers  to  obey  his  orders  in  this 
matter.  Besides  the  above  eight  vessels,  a ship,  named  St.  Louys, 
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is  being  equipped  at  ‘ Havre  de  Grace,’  in  France,  to  proceed  to 
O'aina,  Tonquin  and  Cochin  China.  It  may  call  at  the  Cape,  but 
we  do  not  believe  that  she  will  contain  a double  cargo  . . . ” 

Signed,  D.  de  Graaff,  &c. 

From  Amsterdam.] 

“ Ships  affairs.  We  have  heard  nothing  more  certain  regarding 
the  French  ships  mentioned  in  our  letter  of  the  25th  October  last, 
but  it  is  supposed  that  the  number  of  vessels  is  not  so  great 
as  previously  reported.  Four  of  them  are  said  to  be  bound  for 
Madagascar,  but  for  all  that,  you  should  remain  on  your  guard. 
The  other  vessel,  said  to  be  bound  to  China  and  Tonquin,  has  not 
yet  arrived  at  Havre  de  Grace,  but  lies  here  before  the  town  under 
arrest. 

We  have  allowed  the  wife  of  Jacob  Huybertsen,  of  Roosendael, 
free  burgher  at  the  Cape,  to  join  her  husband  at  the  Cape  with  her 
four  children,  provided  that  she  bound  herself  to  stay  there  for  20 
years,  which  condition  she  cheerfully  accepted.  For  her  outfit  we 
have  advanced  her  f54  out  of  her  husband’s  wages,  for  which  you 
must  debit  him.”  (Copy  not  signed). 


From  Amsterdam.] 

Duplicate — see  above. 

From  Amsterdam.] 

Sailing  orders  for  the  ships  Marsseveen,  Vogelsangh  and  Hilversmn 
on  their  way  out : — “ To  remain  together  until  they  have  passed 
the  Canary  Islands  and  lost  sight  of  the  Peak.  As  you  do  not 
know  what  danger  may  befall  you  from  Turkish  or  Portuguese 
privateers,  with  whom  you  may  be  unable  to  combat,  so  that  you 
may  become  their  prey,  the  signals  in  the  signal  letter  are  to  be 
carefully  attended  to  by  you. 

Having  passed  the  Canary  Islands  you  shall  send  the  little  flute 
llUversum,  which  is  a fast  sailer,  ahead,  in  order  to  carry  our 
advices  as  speedily  as  possible  to  the  Cape. 

Should  the  ships,  however,  all  sail  equally  well,  they  shall  in 
company  proceed  to  the  Cape. 

And  as  we  have  reasons  to  suspect  that  the  eight  French  ships, 
equipped  in  France,  also  have  Portuguese  commissions,  you  shall, 
when  nearing  the  Cape,  keep  your  eyes  open,  to  discover,  which  is 
hardly  credible,  that  their  object  has  been  so  far  away. 

M 2 


1660. 
15th  Oct. 


1660. 
nth  Not. 


1660. 
11th  Nov, 

1660. 
16th  Oct. 


164 


1660. 
16th  Oct, 


1660. 

30th  Nov. 


Before  parting  with  the  Hilversum  you  shall  agree  to  a signal  of 
fire  or  otherwise,  to  notify  whether  the  ships  found  in  Table  Bay, 
and  which  the  Hikermm  might  spy  from  a distance,  are  friends  or 
enemies. 

Should  the  French  ships  be  in  the  Bay  there,  we  would  not 
approve  of  your  calling  there,  but  you  sliould  run  past,  and  for 
this  once  make  your  refreshment  haven  at  Madagascar  or  Mauritius. 
Should  this  danger,  however,  not  exist,  you  shall,  according  to  the 
old  order,  call  at  the  Capo. 

When  off  the  Cape  you  shall  remain  prepared  for  action,  in 
order  not  to  be  surprised.  You  shall  carry  out  this  order  with 
discretion  and  keep  it  secret,  without  revealing  it  to  anyone. 

No  one  shall  be  informed  of  it  hut  the  merchant  and  skipper  qf 
the  Marsseveen,  as  well  as  the  skippers  and  chief  mates  of  the  two 
other  vessels. 

Thus  resolved  and  ordered  by  the  Directors  of  the  Chamber 
Amsterdam,  this  16th  day  of  October,  1660. 

(Signed)  C.  de  Gtraaf. 

Daniel  Bernard. 


From  Delft.] 

“ Had  gathered  from  the  despatch  to  the  Seventeen  that 
everything  was  again  in  a fair  condition  at  the  Cape.  We  trust 
that  this  may  get  better  and  better  to  the  benefit  of  the  company, 
and  the  comfort  of  her  passing  ships.  Our  seamen  also  informed 
us  that  they  had  received  from  you  fair  refreshment  for  their 
comfort.  Please  continue  in  this,  as  it  will  always  he  pleasant  to 
us  to  be  informed  of  it. 

From  our  ships’  hooks  we  found  that  the  two  following  persons 
have  become  free  men  at  the  Cape,  who,  when  they  left,  had 
incurred  a considerable  debt  for  their  outfit,  which,  however,  they 
had  not  communicated  to  their  creditors,  viz.,  Jan  Coenraadt  Visscher, 
of  Eemnes  (?),  soldier  from  the  Dort,  who  left  Patria  in  1657,  was 
on  the  9th  May,  1658,  dratted  by  you  on  shore  as  hunter,  and  made 
freeman  on  the  30th  September,  1659.  He  still  owes  Maria  Jansz 
here  f93.9. 

Jan  Jansz  of  Munster,  Adelborst,  who  left  in  the  Hector  in  1658, 
contracted  before  his  departure  a debt  of  flOO  to  Jan  liedel.  On 
the  30th  March,  1659,  he  landed  at  the  Cape  and  became  a freeman 
there.  He  still  owes  the  said  Redel,  having  borrowed  on  the  way 
a little  more  from  him,  fl02.15. 

The  creditors  might  lose  this  money,  as  the  two  debtors  have 
become  freemen  and  earn  no  money  from  the  company,  out  of 
which  the  creditors  could  be  paid.  At  their  request  we  wish  you  to 
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make  such  arrangements  that  the  creditors  may  he  paid,  and  inform 
us  of  the  best  way  in  which  this  can  be  done  without  Ions  to  the 
company  . . . 

(Signed)  Adriaan  Boocaert,  &c. 

From  Amsterdam.] 

“ With  Het  Wapen  van  Hollant  Gerrit  van  Earn 

is  about  to  leave.  He  has  been  appointed  by  the  Seventeen  to 
succeed  Commander  Riebeeck.  On  his  arrival  the  latter  shall 
transfer  everything  to  him,  as  well  as  leave  behind  him  a pertinent 
memorandum  instead  of  instructions,  that  it  may  serve  him  in  his 
administration.  He  shall,  after  having  done  so,  depart  by  first 
opportunity  to  Batavia. 

The  equipment,  which,  according  to  our  previous  letters,  was 
supposed  to  be  proceeding  in  Brittany,  appears,  from  latest  advices 
from  France,  either  not  to  get  along  or  at  least  but  very  slowly. 
This  temporarily  removes  our  anxiety  that  for  the  present 
they  will  make  any  attempt  on  our  return  ships,  as  the  season  is 
now  too  far  advanced  for  the  purpose,  so  that  you  shall  at 
once  send  the  flute  Hilvermm,  which  in  ours  of  the  Ifith  October 
we  ordered  you  to  retain  at  the  Cape,  to  Batavia,  whilst  you  are 
to  reduce  the  garrison  to  its  former  strength.  You  shall,  how- 
ever, be  on  your  guard,  as  we  can  never  know  what  attempts  on 
the  Cape  may  be  made  by  one  or  other  nation. 

The  ship  named  St.  Louis,  destined  to  China,  will  in  our 
opinion  likewise  not  be  able  to  leave  this  year,  as  the  season  is  too 
far  advanced,  unless  it  makes  the  voyage  as  far  as  Madagascar. 
Those  of  the  (French)  Company  at  Madagascar  and  Mons. 
Mareschal  de  la  Mesleraye  are  very  much  at  loggerheads.  A 
ship  which  some  months  ago  proceeded  thither,  was  at  the 
mouth  of  the  Straits  of  Gibraltar  met  by  some  Turkish  ships,  shot 
on  fire  by  the  latter  and  blown  up.  This  fire  seems  to  have 
considerably  cooled  the  minds  of  the  colonizers  (aanleggers)  of 
the  island ” 


(Signed)  C,  de  Graaff,  &c. 


From  Batavia.] 

“Received  your  letter  of  the  28th  December,  1659,  21st 
January,  6th,  14th,  and  22nd  April,  18th  and  22nd  June, 
and  15th  July  last ; also  letter  from  the  commander  of  the 
return  fleet,  Pieter  Stertheraius,  dated  18th  March,  mentioning 
that  the  squadron  under  him  had  arrived  in  Tabla  Bay  on  the 
2nd  previously,  &c. 


1660. 
30th  Nov 


166'  . 
2nd  Dec. 


1660. 
15th  Dec. 
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The  orders  of  the  Directors,  that  the  return  ships  shall  no 
longer  call  at  St.  Helena,  because  the  English  have  taken 
possession  of  it,  will  he  rather  inconvenient  to  the  homeward 
bound,  because  they  will  in  consequence  be  deprived  of  the 
splendid  refreshments  which  they  usually  obtained  there  on  their 
way  home.  Hence  as  long  as  we  are  not  permitted  to  call  there, 
it  will  he  necessary  that  the  vessels  shall  be  furnished  with  double 
refreshments  at  the  Cape.  For  that  purpose  we  believe  you  will 
have  vegetables  in  abundance,  hut  we  doubt  whether  you  will  be 
able  to  furnish  the  required  number  of  cattle  in  consequence  of 
the  great  mortality  among  the  latter,  and  the  wars  with  the 
Hottentoos,  which  caused  you  heavy  losses,  so  that  in  this  respect 
you  will  he  hut  soberly  provided.  However,  as  this  incident  has 
occurred  and  nothing  can  he  done  against  it,  it  would  have  been 
a good  thing  if  at  this  inopportune  time  the  island  St.  Helena 
Nova  could  have  been  discovered  to  serve  as  a refuge  for  the 
ships  that  are  prevented  by  storms  from  reaching  the  Cape.  But 
from  your  letters  of  the  15th  July  it  appears  that  the  flute 
Loenen,  despatched  to  look  for  the  said  island,  had  returned  with- 
out success,  not  having  found  the  slightest  sign  of  it ; and  as  three 
expeditions  have  now  successively  returned  from  a fruitless  errand, 
we  are  commencing  to  believe  with  you  that  no  such  island  exists, 
or  that  it  has  been  laid  down  in  the  wrong  latitude.  In  the  latter 
case  the  search  rvould  be  very  uncertain,  so  that  for  the  present 
we  have  no  other  course  than,  as  proposed  by  Mr.  Sterthemius,  to 
make  Saldanha  Bay  a “ rendezvous  ” station  for  such  of  the 
return  ships  that  may  be  separated  from  the  fleet,  and  others  that 
may  be  forced  by  wind  and  weather  to  pass  the  Cape.  Every 
opportunity  would  thus  be  afforded  to  the  ships  to  reunite;  a matter 
of  great  importance.  The  commander  of  this  fleet  has  accordingly 
been  ordered  to  take  care  that  no  ships  under  his  flag  if  blown 
past  the  Cape  shall  go  further  than  Saldanha  Bay,  which  shall  be 
entered  as  far  up  as  possible.  This  would  greatly  remove  our 
anxiety,  as  will  the  signal  code  you  sent  us,  which  has  been 
delivered  to  the  Commander  to  enable  him  by  its  means  when 
approaching  the  Cape  to  know  whether  there  is  no  danger  lurking 
there.  We  trust,  however,  that  you  will,  according  to  your 
promise,  send  out  cruizers  to  meet  the  fleet  about  the  time  of  its 
expected  arrival,  in  order  to  pie-advise  the  officers  according  to 
circumstances.  On  this  we  shall  depend. 

It  is  a desirable  matter  that  the  troubles  caused  by  the  war  with 
the  natives  have  so  suddenly  ceased,  so  that  the  beautiful  whent 
which  was  ripening  cn  the  lands  was  saved  and  stored  in  the 
granaries.  But  time  will  show  whether  the  making  of  peace  with 
the  Hottentoos  will  be  of  much  use  ; for  what  dependence  can  be 
placed  on  the  promises  of  such  a brutal  people,  who  care  very  little 
whether  they  have  war  or  peace  with  us  F Hence  it  is  to  be 
feared  that  the  Cape  Eesidency  will  always  be  in  danger  of  being 
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invaded  by  one  or  other  evil  disposed  enemy,  as  was  seen  lately  in 
the  injuries  they  caused  by  stealing  our  cattle  and  setting  fire  to 
the  homesteads,  besides  other  mischief  done  to  the  still  very  tender 
Colony,  which  they  hold,  so  to  say,  in  their  hands,  so  that  at  any 
time  they  will  be  able  to  repeat  the  mischief.  It  will  be  thei’efore 
necessary  to  be  continually  on  your  guard,  in  order  not  to  be 
surprised  by  that  faithless  rabble.  In  such  a ease  it  will  be 
diflttcult  and  costly  for  the  Company  to  carry  out  its  business ; 
which,  however,  she  will  have  to  put  up  with,  since  she  has  had 
to  forego  the  beautiful  island  St.  Helena.  At  present,  therefore, 
moie  even  than  before,  the  Cape  is  of  the  utmost  importance  to  us. 
But  we  think  that  the  more  the  establishment  there  is  curtailed, 
the  lighter  the  expense  will  he  to  the  Company,  whose  only  object 
there  is  to  grow  sufficient  vegetables  and  other  produce  or  grain, 
and  breed  as  much  cattle  as  the  outward  and  homeward  bound 
ships  may  require,  the  surplus  serving  to  maintain  the  residents 
and  colonists  there  Should  these  limits  not  be  trangressed,  we 
believe  that  the  Company  will  find  itself  benefited.  To  this  you 
appear  almost  to  have  brought  affairs,  nothing  particular  hinder- 
ing you  except  the  scarcity  of  cattle,  but  this  we  hope  will  le 
better  in  future.  The  two  lasts  of  Cape  wheat  and  rye  sent  us  we 
have  found  very  good,  and  as  you  write  that  so  much  wheat  had 
been  harvested,  that  you  had  hardly  any  room  to  store  it,  we  have 
decided  not  to  send  you  any  rice  now,  which  is  rather  an  advan- 
tage to  us,  as  the  Mataran  ports  are  again  so  completely  closed 
that  we  are  very  poorly  provided  with  it  here,  so  that  we  have 
none  to  spare. 

It  is  a great  good  fortune  that  the  atrocious  conspiracy  hatched 
by  persons  of  divers  nations  against  the  Company  there,  has  been 
discovered,  for  if  it  had  succeeded  (which,  however,  God  did  not 
permit)  no  douht  an  execrable  massacre  would  have  been  the 
result,  and  we  would  not  only  have  lost  the  whole  Cape,  but  also 
the  ship  Erasmus.  Bor  your  preservation  the  Almighty  must  be 
thanked  to  all  eternity.  Henceforth  you  must  take  care,  in  order 
to  prevent  such  dangers  in  future,  that  no  foreigners,  but  only 
Netherlanders  are  drafted  on  shore,  whom  we  may  safely  trust, 
and  from  whom  such  dangerous  conduct  may  be  seldom  expected. 
The  principal  ringleaders  sent  over  to  us  in  Ret  Wapen  van 
Amsterdam  and  Amersfoort  are  being  indicted  by  the  Advocate 
Fiscal  of  India,  and  may  expect  a long  reward  according  to  their 
works. 

It  is  a deplorable  misfortune  that  befel  the  French  in  the  loss 
of  their  ship,  the  Mareschal  at  the  Cape.  For  years  in  succession 
they  have  been  very  unfortunate  in  their  endeavours  to  carry  out 
their  intentions  on  Madagascar ; so  that  it  is  probable  that  the 
Duke  of  Millereyn,  in  consequence  of  this  last  loss  will  abandon 
every  further  attempt  to  equip  another  vessel,  as  he  has  already 
sacrificed  a large  treasure  fruitlessly  for  the  purpose. 


1660. 
15th  llec. 
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1660. 
15th  Deo. 


You  have  done  well  by  accepting  into  the  service  some  of  his 
men  that  were  saved,  and  sending  them  hither  with  the  rest  who 
had  not  entered  the  service.  The  latter,  on  their  arrival  here, 
immediately  entered,  so  that  for  the  present  none  of  tho  crew  will 
return  to  their  own  country. 

Mous,  Gilton,  who  arrived  here  in  the  Vogel  Phoenix,  showed 
more  inclination  to  take  a voyage  to  France,  and  take  an  honest 
leave  of  the  Mareschal  there,  than  to  continue  here  in  India.  We 
have  accordingly  at  his  request,  granted  him  a passage  to 
Europe  in  one  of  the  return  ships.  He  has  verbally  narrated  to 
us  in  general  terms,  many  good  and  considerable  advantages 
connected  with  the  Island  Madagascar,  especially  that  the 
Company  might  establish  an  excellent  trade  there,  as  the  country 
not  only  produces  gold,  silver,  and  other  minerals,  but  also  silk, 
wax,  hides,  tobacco,  sandal  and  ebony  wood,  &c.  But  whether  all 
this  abundance  really  exists  there,  may  be  questioned  somewhat. 
Nevertheless,  we  believe  that  by  frequenting  that  island,  we  may 
in  course  of  time  discover  something  profitable,  so  that  we  con- 
sider it  worth  while  to  send  an  expedition  thither  either  hence  or 
from  the  Cape  for  trading  and  other  purposes.  As  a preparatory 
step  a certain  free  burgher  here,  named  Jaques  Boulan,  has 
expressed  a desire  to  make  a voyage  to  Madagascar  and  make  an 
effort  to  trade  there.  We  have  not  objected  to  his  carrying  out 
his  intentions,  as  it  will  enable  the  Company  without  expense  on 
her  part  to  unravel  tho  mystery.  We  have  accordingly  not  only 
given  him  our  consent,  but  also  let  him  at  f800  per  month  the 
little  flute  De  PostilUon,  which  will  take  with  her  one  or  two  of 
our  smartest  junior  merchants,  should  the  aforesaid  free  burgher 
not  abandon  his  purpose,  in  order  to  obtain  for  us  fuller 
information,  so  that  from  their  report  we  may  be  able  to  decide 
whether  the  traffic  should  be  continued  or  not. 

The  French  priests  and  their  retinue,  as  well  as  the  two 
captains  of  the  wrecked  ship  Mareschal,  and  who  are  still  at  the 
Cape,  we  permit  to  leave  for  Europe  with  this  return  fleet,  as  it 
will  be  by  far  the  best  that  you  be  relieved  of  those  people. 

As  no  rice,  as  already  mentioned,  will  be  sent  to  the  Cape,  no 
extra  vessel  will  be  despatched  hence  for  the  purpose.  The  rest  of 
your  requisition  will  be  distributed  over  the  return  ships,  it  is 
valued  at  f ? for  which  you  are  to  credit  the  General  Company. 

This  will  be  brought  to  you  by  the  return  ships  Het  Wapen  van 
Amsterdam,  Amersfoori,  Malacca.,  Het  Hoff  van  Zcelandt,  Orangie, 
De  Mars,  and  Nagelhoo?n.  The  three  first  for  Amsterdam,  the  two 
next  for  Zealand,  the  sixth  for  Eotterdam  and  the  last  for  Hoorn. 
Their  cargo  is  valued  at  flfil513G.15.15.  and  they  are  under  the 
command  of  the  Hon.  Andries  Frisius,  late  Secretary  of  our 
Board,  Avhom  we  have  also  commissioned,  according  to  the 
instructions  of  the  Seventeen,  to  inspect  Cape  affairs,  whom  you 
shall  inform  of  everything,  and  acknowledge  as  such. 
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About  the  middle  of  January,  or  sooner  if  possible,  we  shall 
despatch  the  second  squadron,  consisting  of  the  flute  ships  (?)  . . 

. . Grod  grant  them  all  a safe  voyage. 

On  the  13th  instant  the  ship  De  Notemunchaetboom  arrived 
here  safely.  She  had  been  four  and  a half  months  between  this 
and  the  Cape  and  driven  quite  out  of  her  course  to  the  West 
Coast  of  Sumatra.  Her  crew,  however,  were  in  good  health.  She 
brought  us  your  letters  of  the  27th  July  lost,  which  informed  us 
that  the  yacht  Perkyt  sent  you  from  home  had  safely  arrived. 
She  will  render  good  service,  and  be  able  to  cruize  outside  for  the 
return  ships  that  have  left  this. 

As  the  Commanders  of  the  wrecked  French  ship  the  Mdreschal 
entirely  abandoned  her,  and  the  Chief  Captain  of  that  vessel, 
named  Symon  Verron,  has  passed  a formal  deed  to  you  concerning 
it,  we  have  not  the  slightest  objections  to  your  breaking  up  the 
wreck,  and  use  for  the  Company  the  material  thus  obtained, 
provided  that  the  guns  are  well  taken  care  of.  The  French  Bishop, 
Mons.  Estinne  has  again  written  to  and  informed  us  that  his 
coming  to  Batavia  would  be  merely  to  hire  or  buy  from  us  a 
vessel,  with  which  he  and  his  retinue  might  proceed  to  Madagascar. 
But  you  may  tell  him  plainly  that  he  will  not  obtain  one  from  us, 
as  it  will  not  be  convenient  to  the  Company  to  accommodate  him 
with  one,  so  that  if  he  and  his  people  will  undertake  the  voyage 
they  will  be  disappointed.  And  if  Captain  iSymon  Yerron  had 
also  remained  at  the  Capp  it  would  have  been  much  better,  as 
these  people  by  sailing  to  and  fro,  cause  a great  inconvenience  on 
board  our  vessels  . . . .” 

^Signed)  Joan  Maetsuykek,  &c. 


From  Amsterdam] 

“ The  little  flute  Hilversurn,  not  as  yet  to  be  sent  away  to  India, 
but  to  be  detained  here  until  further  orders.” 

(Signed)  Jean  Legouche,  &c. 


From  the  Commissioners  at  the  Hague.] 

“ The  flute  Jlilversam  at  once  to  be  discharged  of  her  cargo  and 
despatched  to  Ceylon ; there  to  await  further  orders.  Only 
sufficient  provisions  for  the  voyage  to  be  left  in  her.  She  is  also 
to  take  as  many  soldiers  with  her  as  she  can  conveniently 
accommodate ; hence  you  shall  select  the  best  men  from  the  out- 
ward bound  that  may  arrive,  especially  those  who  have  been 
exercised  in  war.  You  may  let  the  vessel  voyage  either  through 
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Till  Jan. 
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7th  Jan. 
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2 l^t  Ang. 


the  channel  between  Madagascar  and  the  Mainland,  or  to  the 
south  of  that  island,  as  those  experienced  in  naval  matters  may 
advise,  with  an  eye  on  the  time  of  the  year.  She  is  to  he 
despatched  as  soon  as  possible,  and  the  skipper  and  officers  are  to 
he  admonished  to  go  on  as  fast  as  they  can,  as  a great  deal 
depends  upon  her  speedy  arrival  at  her  destination.  And  as  we 
very  much  desire  to  send  these  advices  by  two  separate  vessels, 
you  shall  at  once  fit  out  the  Perkyten  and  also  place  on  board  of 
her  as  many  soldiers  as  she  can  carry  with  the  necessary  quantity 
of  provisions.  They  are  to  leave  in  company,  or  the  HUversiun 
may  leave  beforehand,  as  may  he  most  convenient.  We  sha'l  send 
you  another  galiot  next  spring.  But  should  the  Hilversum  (which 
God  forbid)  pass  the  Cape,  or  meet  with  any  disaster,  you  shall 
send  instead,  if  she  has  not  already  left  for  Batavia,  the  Mayboom, 
or  the  Anckeveen,  which  are  the  smallest  craft  you  have  at  your 
disposal;  their  cargoes  to  be  distributed  among  the  other  ships 
bound  to  Batavia. 

We  have  been  obliged  to  equip  more  vessels  tor  India  than 
those  mentioned  in  our  last.  You  are  therefore  to  take  care  that 
you  are  provided  with  a sufficient  quantity  of  refreshments  on 
their  arrival. 

The  despatches  Sent  by  this  vessel  {Arnhem)  to  be  at  once 
sent  on  to  India  in  one  of  the  fastest  sailers,  as  their  early  arrival 
is  of  the  utmost  importance. 

The  skippers  of  both  vessels  are  to  be  expressly  ordered  that 
should  they  fall  in  with  any  hostile  vessels  during  the  voyage, 
which  they  cannot  possibly  escape  from,  they  shall  throw  overboard 
all  their  despatches,  properly  weighted,  that  they  may  at  once 
sink  . . .” 

(Signed)  E.  Caudon,  &e. 


Erom  the  Commissioner  at  the  Hague.] 
Duplicate.  See  above. 


From  the  Seventeen  at  Amsterdam.] 

To  the  Commander  of  the  return  fleet,  which  is  about  to  leave 
Batavia  in  December  this  yenr,  on  its  arrival  at  the  Cape. 

“ As  we  have  found  it  very  convenient  to  let  the  aiinual  return 
fleets  voyage  home  round  the  north  of  Scotland,  and  we  believe 
that  the  instructions  received  by  you  at  Batavia  will  likewise 
require  you  to  take  that  course,  we  deem  it  necessary  once  more  to 
direct  you  to  proceed  home  by  the  N.  of  Scotland,  between  Fairhil 
and  Shetland,  and  thus  arrive  combined  in  the  harbours  of  the 
Fatlierlaud,  because  great  disasters  and  other  inconveniences  may 
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result  from  arriving  separately.  You  shall  therefore  keep  together 
until  you  have  arrived  before  the  Vlie,  which  the  ships  destined 
for  Amsterdam  and  Het  Noorder  Quartier  shall  enter.  The  other 
Vessels,  escorted  hy  cruizers  specially  sent  out  to  meet  them,  shall 
proceed  to  the  Meuse  and  Wielingen,  on  pain  of  the  officers 
forfeiting  their  pay  earned  during  the  homeward  voyage,  and 
arbitrary  correction.  You  shall  therefore  carefully  follow  these 
instructions,  as  it  is  our  intention,  in  case  of  unexpected  contra- 
vention of  the  same,  to  carry  them  cut  precisely. 

The  second  squadron  from  Batavia  shall  likewise  take  the  same 
course,  even  should  they  receive  contrary  instructions  from  the 
Governor^fleneral  and  Council,  that  is  to  say  if  they  expect  to 
arrive  here  in  the  month  of  August  next,  otherwise  should  they 
arrive  later  they  shall  proceed  through  the  Channel,  taking  care, 
however,  not  to  call  at  any  ports  of  England  or  France,  in  order 
to  avoid  the  dangers  of  arrest  and  the  anxieties  inseparable  from 
the  same.  They  may,  however,  only  do  so  in  cases  of  extreme 
necessity,  in  order  to  save  the  ship  and  the  lives  on  board.  In 
such  a case,  however,  they  shall  take  care  not  to  anchor  below  any 
forts  or  within  the  range  of  any  cannon. 

And  as  the  English,  as  far  as  we  know,  have  not  only  retained 
possession  of  St.  Helena,  but  have  also  fortified  themselves  there, 
it  will  he  better  to  pass  it,  unless  you  are  in  great  want ; in  the  latter 
case  you  should  he  on  your  guard,  for  your  own  safety’s  sake,  and 
not  permit  too  many  of  your  men  to  land.  They  pretend,  though 
without  any  grounds,  that  they  have  been  on  various  occasions 
insulted  by  us,  so  that  they  may  perhaps  seize  the  opportunity  to 
annoy  us, 

When  nearing  home  the  cables  are  to  he  carefully  examined 
and  the  damaged  portions  cut  off.  This  shall  he  carefully  attended 
to,  as  we  shall  hold  those  who  neglect  this  order  responsible  for 
all  loss  and  damage  that  may  result. 

The  boats  also  shall  be  kept  in  proper  order  and  repair,  especially 
when  approaching  land.  We  have  found  that  generally  great 
carelessness  has  been  shown  in  this. 

Great  wantonness  is  generally  displayed  by  the  men  of  the 
vessels  on  their  arrival,  from  which  grave  accidents  may  result. 
To  prevent  this  we  have  decided  to  send  you  the  annexed  placcaat, 
to  be  read  to  the  men,  and  afterwards  affixed  to  the  masts  of  the 
ships.  Hardly  have  the  latter  arrived  and  the  men  been  paid  off 
and  relieved  of  their  oath,  when  they  break  and  throw  every- 
thing to  pieces,  steal  and  plunder  everything  they  can  lay  their 
hands  on,  creating  such  tumults,  quarrels  and  fighting,  sometimes 
even  with  their  own  officers,  that  the  ships  are  greatly  endangered, 
which  can  by  no  means  be  tolerated  in  a country  in  which  justice 
is  maintained.  So  that  we  are  compelled  to  take  this  step  . . .” 


1660. 
21st  All 


(Signed)  J.  le  Sage,  &c. 
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From  Amsterdam.] 

The  Commissioners  in  session  at  the  Hague  have  sent  you  some 
letters  for  Ceylon  to  be  despatched  thither  by  you  in  the  flute 
Hilversum  and  the  yacht  Perkytyen,  or  in  the  former’s  stead  the 
Anckeveen  or  May  boom.  We  now  enclose  a further  communica- 
tion to  the  same  address,  which  you  are  to  forward  with  the  other 
letters. 

Besides  the  vessels  already  notifled  to  you,  this  Chamber  has 
also  fitted  out  a spring  squadron — Het  Huys  U Swieten,  l)e 
Rysende  Zon,  and  De  WafiSende  Maan.  You  are  therefore  to  take 
care  that  you  have  sufficient  refreshments  at  hand  by  the  time  of 
their  arrival,  as  it  is  a matter  of  great  importance  to  us,  as  these 
ships  will  carry  a large  number  of  men.  The  letters  for  Batavia 
sent  to  your  care  you  shall  forward  by  flrst  opportunity  , . . ” 

(Signed)  C.  de  Geaaee,  &c. 


From  Batavia.] 

Duplicate.  See  above. 


From  Amsterdam.] 

“ Our  last  to  you  was  dated  the  12th  Jan.  last.  Ships  affairs  : 
The  Zeepaprt,  of  Zealand,  also  fitted  out  to  leave  at  once  direct 
for  Ceylon.  We  advise  you  of  this  with  the  earnest  advice  to 
keep  it  secret,  and  that  for  pregnant  reasons  that  have  moved  us. 
Hence  we  privately  write  to  you  personally.  The  skipper  and 
officers  shall  only  open  their  instructions  after  having  left  the 
Cape,  which  order  them  to  proceed  direct  through  the  Madagascar 
Channel  to  Ceylon.  You  shall  therefore  only  tell  the  skipper 
that  he  is  to  open  his  instructions  after  he  has  left,  and  nothing 
more.  We  trust  that  you  have  carried  out  our  instructions  of  the 
7th  Jan.  regarding  the  Hilversum  and  Perkytyen.  The  Zeepaert 
is  to  be  despatched  as  soon  as  she  has  taken  in  her  water  and 
refreshments,  as  it  is  a matter  of  great  moment  to  us.  Should  she 
meet  the  ships  that  have  left  this,  at  the  Cape,  you  shall  take  the 
lightest  men  out  of  her  and  replace  them  with  strong  soldiers, 
leaving  on  her  only  as  many  sailors  as  she  may  require  for  a safe 
voyage.  Should  however  no  ships  be  found  by  her  at  the  Cape, 
you  shall  put  on  board  of  her  some  of  your  best  soldiers.  And 
you  shall  order  the  skipper  and  officers  to  obey  your  orders  in  this. 
Besides  the  ships  mentioned  in  our  letter  of  the  7th  Jan.,  we  have 
also  equipped  the  Buys  and  Het  Raedt  Huys,  both  of  Amsterdam, 
which  will  leave  in  about  two  or  three  weeks’  time.  You  are  to 
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make  every  preparation  to  have  refreshments  ready  for  them.  The 
Peerl  and  Princesse  Royeal  will  he  the  next  to  follow.  The  letters 
for  India  you  are  to  forward  by  first  opportunity  . . . ” 

Copy  of  original,  signed  by  P.  v.  Dam. 

From  Ainsterdam.] 

“ The  Zeepaert  left  on  the  28th  of  February  last.  This  will 

be  brought  you  by  Uet  Huys  te  Swieten,  &c.  Their  des- 

tination you  know.  Should  they  meet  any  ships  at  the 
Cape  bound  to  Batavia  they  are  to  be  relieved  of  their  weak  and 
sick,  and  remanned  with  healthy  and  strong  men,  especially 
soldiers,  as  we  shall  urgently  require  them  to  carry  out  our  in- 
tentions on  the  coast  of  India.  This  we  have  already  authorized 
you  to  do  in  the  case  of  Het  Zeepaert..  As  long  as  these  vessels 
are  at  the  Cape  the  men  shall,  as  far  as  time  will  allow,  be  daily 
exercised,  and  the  officers  are  in  our  name  to  be  ordered  to  continue 
this  during  the  voyage,  and  by  no  means  neglect  it,  on  pain  of 
being  mulcted  of  their  pay.  The  ships  are  not  to  wait  for  each 
other  at  the  Cape,  but  are  to  he  despatched  thence  immediately 
after  having  been  properly  refreshed;  Tou  are  ordered  to  see 
that  this  is  carried  out. 

The  galiot  that  is  to  take  the  place  of  the  Peckytjen  is  now  on 
the  stocks,  and  will  soon  be  ready  to  leave.  . . . 

It  is  said  that  the  King  of  England  is  fitting  out  ten  ships  of 
war  for  a long  voyage.  Their  destination  however  is  uncertain. 
Some  believe  it  to  be  the  East  Indies  for  the  conservation  of  the 
places  which  the  Portuguese  still  have  there.  But  all  this  is  at 
present  mere  conjecture.  We  have,  however,  deemed  it  best  to 
pre-ad  vise  you.  The  next  ships  may  bring  you  fuller  news. 

From  France  we  are  informed  that  under  Boulin  or  Bel  Isle 
four  ships  are  being  equipped,  one  mounting  40,  the  second  36, 
the  third  30,  and  the  fourth  24  guns.  They  will  soon  be  ready, 
and  it  is  supposed  that  their  destination  is  the  Red  Sea  . . .” 

(Signed)  Jacob  Roche,  &c. 


Autograph  letter  of  Johan  van  Rieheeck. 

Secret  signal  code  for  the  first  and  second  return  squadrons 
calling  at  the  Cape  in  February,  March  and  April  1662. 

Should,  as  we  hope,  everything  be  safe  in  Table  Bay  as  regards 
the  Company,  those  on  Robben  Island  shall,  as  soon  as  they  see 
the  return  ships  approaching,  light  a fire  on  the  fire  hill  in  day  time 
(which  hill  is  the  highest  on  the  island),  and  near  it  hoist  a 
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Prince’s  flag  that  can  be  easily  distinguished,  and  to  continue 
this  until  the  ships  have  passed.  This  must  he  done  without  fail. 

And  should  a galiot,  small  yacht  or  flute  be  at  hand  (for  by 
accident  such  a vessel  may  have  missed  the  roadstead)  it  shall 
(as  was  done  this  season  with  the  Ferkyfjcn)  cruize  within  siglit 
outside  between  the  extreme  point  of  the  Cape  and  Table  Bay 
with  letters  of  advertisement  for  the  return  fleet. 

Thus  secretly  projected  in  the  fort  the  Good  Hope,  this  28th 
day  of  March,  1661,  and  transmitted  to  My  Lords  Johan 
Maetsuycker,  Governor  General,  and  the  Hon.  Councillors  of 
Netherlands  East  India,  by  their  obedient  and  humble  servant.” 

(Signed)  Johan  van  Riebeeck,  1661. 

From  Amsterdam.] 

“ The  five  vessels  bringing  you  this  are  very  soberly  provided 
with  carpenters.  The  present  scarcity  prevented  us  from  obtaining 
more.  You  are  therefore  to  arrange,  should  these  vessels  meet 
any  other  outward  bound  ones  at  the  Cape,  to  take  from  the  latter 
as  many  carpenters  as  they  can  spare.  Leaving  everything  to 
your  careful  management,  &o.  . . .” 

(Signed)  Gerard  van  Papbnbroek,  &o. 


From  Amsterdam.] 

“ Our  last  we  sent  by  the  five  ships  forming  the  extra  squadron 

. . . . which  left  on  the  11th  inst This  will  be 

brought  you  by  . . . the  galiot  Set  Nachtegaeltje,  destined 

for  your  Government,  and  which,  until  further  orders,  you  are  to 
keep  quite  ready  for  sea,  should  we  deem  it  necessary  to  despatch  her 
with  further  instructions  to  the  coast  of  India.  . . . News 

has  arrived  here  from  Leghorn  that  a small  English  vessel  had 
arrived  there  from  the  West  Coast  of  Sumatra,  and  brought  us 
news  that  six  French  - vessels  had  on  their  wa}^  to  India  been 
wrecked  at  the  Cape,  and  that  one  carried  40  guns.  Should  this 
be  true,  as  it  is  also  said  that  they  had  called  at  the  Cape  and 
been  w'ell  refreshed  there,  we  shall  no  doubt  be  informed  of  it  by 
the  post  expected  this  week  from  Italy,  with  which  we  expect 
letters  from  you.  Should  these  vessels  meet  at  the  Cape  any  of 
the  five  ships  destined  to  the  coast  of  India,  you  shall  deliver  to 
the  same  the  letter  addressed  to  the  commander  of  the  Dutch 
forces  there,  otherwise  you  shall  retain  it  until  further  orders  . . ” 


(Signed)  Jacob  Roch,  «Sco, 
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From  the  Seventeen  at  Amsterdam.] 

“ Our  last  to  you  was  dated  the  21st  August  last  year  in  reply 
to  yours  of  the  19th  March  and  4th  April  preceding.  Received 
yours  of  the  1st  January  last  via  Leghorn,  from  which  we 
gathered  the  good  state  of  aSairs  at  the  Cape  and  the  good  under- 
standing existing  between  yourselves  and  the  natives,  so  that  the 
cattle  trade  has  again  commenced,  and  is  daily  making  more  pro- 
gress. We  trust  that  God  will  grant  his  blessing  in  all  these 
matters.  We  are  curious  to  know  the  result  of  the  expedition  of 
the  thirteen  men  to  the  interior,  but  we  doubt  very  much 
whether  the  result  will  be  as  satisfactory  as  you  imagine.  We 
consider  it  however  well  done  by  you  to  have  everything  investi- 
gated in  order  to  discover  whether  any  advantage  may  be  secured 
for  the  Company  to  compensate  it  somewhat  for  its  heavy 
expenditure  at  the  Cape.  Further  news  we  expect  by  the  next 
fleet.  In  the  meanwhile  we  shall  endeavour  to  comply  with  your 
requisitions.  After  hearing  further  from  you  shall  let  you 
know  whether  you  are  to  equip  a trading  expedition  to 
Madagascar,  or  postpone  it  for  the  present. 

You  did  well  by  keeping  your  hands  from  the  wreck  of  the 
French  ship  the  Mareschal.  But  if  those  who  belong  -to  her  and 
are  still  there,  completely  abandon  it  on  their  departure,  and  you 
find  it  to  be  in  your  way,  you  may  take  possession  of  it  and  use 
it  for  your  purposes,  but  not  otherwise.  On  receipt  of  further 
letters  from  you  we  shall  send  you  our  further  orders ; but  the 
guns  and  whatever  may  further  be  saved  you  may  store  away 
until  further  orders,  keeping  an  exact  list  of  the  whole. 

In  further  answer  to  your  letters,  we  agree  that  you  shall 
increase  the  number  of  the  garrison  to  120,  or  even  to  12  or 
14  more  if  you  deem  it  necessary  to  garrison  Saldanha  Bay. 
The  wanton  and  insolent  conduct  of  the  crews  of  the  last  return 
fleet  at  the  Cape  has  been  too  bad  and  should  be  checked,  or  other- 
wise in  course  of  time  worse  evils  and  inconveniences  may  result. 
We  have  accordingly  directed  the  Governor- General  and 
Councillors  of  India  at  Batavia  to  notify  to  the  officers  of  each 
departing  return  squadron  to  keep  their  men  under  proper 
discipline  whilst  there,  and  to  punish  those  who  might  commit 
any  act  of  insolence  or  disobedience,  on  pain  of  being  personally 
held  responsible  for  the  same,  in  case  of  neglecting  this  order. 

We  moreover  intend  to  mention  this  also  in  our  letter  which  we 
annually  send  to  the  Cape  to  meet  the  return  fleet  there,  trusting 
tliat  all  these  provisions  will  have  a good  result. 

The  charts  of  Table  and  Saldanha  Bays  which  you  had  made 
and  have  sent  over  to  us,  we  decided  to  hand  to  the  ships  for 
their  information.  You  will,  however,  do  well  to  order  a further 
expl  iration,  and  have  more  soundings  taken,  &c.,  so  that  aU 
mistakes,  should  there  be  any,  may  be  rectified. 
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The  prices  fixed  hy  you  in  your  Resolution  of  the  27th  August, 
1659,  on  mostly  all  foodstuffs,  we  have,  at  your  request,  examined, 
but  find  them  in  many  cases  too  excessive,  especially  as  regards 
meat,  pork,  butter,  milk,  fish,  vegetables  and  similar  articles, 
which  must  considerably  inconvenience  the  freemeu.  Your 
object  should  be  that  all  provisions  may  be  obtainable  there 
cheaply  and  at  reasonable  prices,  so  that  the  people  may  no 
longer  have  such  an  aversion  to  the  Cape  as  they  have  shown 
hitherto.  For  the  present,  no  profits  should  be  made  out  of  these 
things ; so  that  you  will  do  well  to  reduce  the  prices  somewhat 
and  make  them  more  bearable.  In  the  meanwhile,  we  hope  to 
find  from  your  following  letters  how  this  matter  has  been  taken, 
that  we  may  be  able  to  write  with  more  knowledge  and  certainty 
for  your  guidance. 

We  do  not  know  whether  fishing  has  been  left  by  you  opeu  and 
free  to  all.  This  would  be  our  intention.  Yegetables  and  other 
produce  everyone  should  be  able  to  grow  in  sufficient  quantity  for 
himself,  without  being  obliged  to  buy  them  at  such  exorbitant 
rates. 

We  also  submit  for  your  consideration  whether  a portion  of 
land  might  not  be  set  aside  as  pasture,  on  which  everyone  might 
keep  a few  cows  for  his  private  household  purposes,  as  is  done  in 
this  country  in  various  villages.  All  ways  and  means  should  be 
considered  by  which  the  people  there  may  be  able  to  subsist  in 
the  cheapest  possible  manner,  giving  them  a helping  hand  in 
everything  that  will  not  cause  too  great  an  expense  to  the 
Company  ...” 

(Signed)  C.  de  Gkaaff,  &c. 


From  Amsterdam.] 

“ Our  latest  was  despatched  with  the  NachtcgaaUje  . . . The 
despatches  to  India  brought  by  her,  you  are  to  forward  by  first 
opportunity  . . .” 

(Signed)  Jacob  Roch,  &c. 


From  Amsterdam.] 

“ Ship’s  affairs  ...  We  wish  to  inform  you  that  the  marriage 
of  the  King  of  Great  Britain  with  the  Princess  or  Infante  of 
Portugal  has  finally,  after  a long  debate,  been  concluded.  With 
the  ships  Pearl  and  Princess  Rogal  we  also  sent  despatches  to  the 
Commander  of  the  Forces  of  the  Netherlands  Company  on  the 
coast  of  India,  with  orders  that  they  shall  be  delivered  to  the 
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vessels  bound  to  that  place.  But  as  we  greatly  fear  that  these 
two  vessels  will  not  find  the  last  mentioned  at  the  Cape,  and  matters 
have  since  happened  here,  the  knowledge  of  which  will  be 
necessary  there,  and  which  we  have  embodied  in  the  accompanying 
letters,  you  shall  without  delay  forward  them  with  the  galiot 
Naclite'jaaltje  . . . Should  you  have  any  men  to  spare,  you  may 
put  some  on  board  that  vessel,  as  they  will  be  required  on  the 
coast  of  India  . . 

(Signed)  J.  Eoch,  &c. 

From  the  Seventeen  at  Amsterdam.] 

Our  last  was  dated  the  7th  May  last  . . . Arrival  of  the 
return  Squadron  (seven  ships).  Eeceived  yours  of  the  ilth 
March,  with  all  other  papers  connected  with  your  residency.  We 
have,  in  the  first  place,  to  remark  that,  from  the  oral  and  written 
communications  of  the  ‘ Ministers,’  who  annually  arrive  here 
from  Irdia,  among  them  those  whom  we  must  give  credence,  the 
condition  of  the  Cape  by  no  means  agrees  with  what  you  have 
annually  so  much  boasted  of.  You  have  successively  assured  us 
of  the  abundance  of  grain  which  the  lands  there  would  be  able 
to  yield ; yea,  that  beyond  what  might  be  required  for  ymur  own 
consumption,  you  would  be  able  to  export  a large  portion  to 
Batavia,  independent  of  the  quantity  required  for  the  brewing 
of  beer  for  the  vessels  calling  at  the  Cape.  Now,  however,  we 
are  unexpectedly  told  that  by  no  means  so  much  grain  can  be 
produced  there  as  will  be  necessary  for  your  own  subsistence ; but 
that,  on  the  contrary,  you  will  have  to  be  supplied  annually  from 
Batavia  or  elsewhere  with  rice,  which  is  a bad  look  out,  and  has 
not  a little  annoyed  us.  But  as  we  have  to  provide  against  this, 
and  do  not  wish  our  annual  return  ships  to  be  encumbered  with 
this  rice,  we  have  further  considered  the  trade  with  Madagascar, 
where,  according  to  information,  a sufficient  quantity  will  always 
be  obtainable.  We  therefore  believe  that  you  should  send  an 
expedition  thither,  and  employ  for  the  purpose  the  little  flute 
which  we  intend  to  have  built  for  you  and  will  send  you  as  soon 
as  possible ; that  is,  as  soon  as  you  can  dispense  with  her  services. 
The  aforesaid  rice  being  obtainable  there  in  sufficient  abundance 
for  the  Cape,  the  wheat  might  be  economized,  and  used  principally 
for  the  baking  of  fresh  bread  for  the  annual  return  fleet,  as  it 
will  give  great  power  and  strength  to  the  repatriating  crews, 
weakened  by  the  eating  of  rice.  Pierre  Guilton  told  us  that  the 
said  Island  is  also  very  rich  in  cattle,  especially  oxen,  and  that 
during  his  homeward  voyage  to  France  he  had  no  other  meat  on 
board  for  feeding  his  crew  than  what  had  been  slaughtered  there, 
and  which  answered  the  purpose  thoroughly.  The  meat,  which 
voi.  rx.  N 
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Was  very  beautiful  and  fat,  he  had  cut  off  from  the  holies  and 
salted  down.  After  having  lain  thus  some  days,  he  had  taken  it 
out,  and  placed  it  on  a grating  in  the  sun  in  order  thus  to  dry  it. 
Being  thus  dried,  he  had  packed  it  in  dry  casks  and  took  it  with 
him.  Of  this  you  should  also  make  an  experiment  to  see  whether 
the  meat  in  that  form  will  turn  out  as  he  has  stated  ; especially, 
whether  it  will  absorb  the  salt  in  order  to  be  thus  preserved  ; and 
if  so,  in  order  to  be  able  from  time  to  time  to  provide  us  with 
this  dried  or  salted  article  and  thus  save  the  home  salted  supply. 
This  we  would  consider  a very  considerable  and  profitable 
business. 

The  slaves  also,  who  are  obtainable  there  in  great  abundance 
and  cheap,  though  they  appear  to  be  of  a lazy  and  dirty 
disposition,  would  also  be  of  great  service  to  us  at  the  Cape.  He 
has  also  informed  us  that  many  hides,  wax,  tobacco,  sugar, 
ivorj",  sandal  wood,  aguil  wood,  ebony  wood  aod  ‘ Lignum  aloe,’ 
as  well  as  gold,  silver  and  silk,  are  obtainable  there.  Should  this 
be  the  case,  it  would  certainly  be  worth  while  that  a permanent 
Residency  should  be  established  there.  For  that  purpose,  we 
consider  the  Bay  of  St.  Augustine  the  most  suitable  spot,  partly 
because  it  lies  opposite  the  mainland,  with  which  it  is  expected 
some  trade  may  be  carried  on,  principally  in  gold,  and  partH 
because  it  is  the  furthest  removed  from  the  French,  who  cannot 
claim  any  right  of  possession  there,  as  they  might  probably  do  in 
the  case  of  places  or  bays  on  the  eastern  side  of  the  aforesaid 
island  where  they  are  established. 

If  what  Guilton  told  you  and  our  men  is  to  be  believed,  it  is 
his  intention  to  settle  and  build  a fort  there.  He  very  much 
praised  the  situation ; but  in  order  to  prevent  him  from  carrying 
out  his  purpose,  we  have  decided  to  take  that  work  in  hand 
ourselves,  and  will  send  you  full  instructions  in  our  next  letters 
...  as  we  are  certain  that  the  above-mentioned  little  flute  will 
be  ready  about  the  beginning  of  December. 

From  your  letters  w'e  have  remarked  that  you  are  gradually 
tending  towards  the  building  of  a town  there,  and  the  enlarging 
of  the  colony ; but  as  we  look  upon  it  here,  this  idea  should  be 
abandoned,  and  you  should  get  along  with  the  men  and  the  freemen 
whom  you  have  with  you  at  present,  without  extending  yourselves 
any  further.  For  what  would  it  avail  us  to  establish  large  colonies 
there  if  we  are  obliged  to  feed  them  successively  from  outside. 
Moreover,  the  men  will  be  much  more  required  in  India  than  at 
the  Cape.  You  will  therefore  have  to  manage  everything  on  a 
limited  scale,  as  we  have  often  written  to  you  to  do.  This  will  be 
the  best  course  for  us  to  pursue. 

We  are  much  pleased  that  the  cattle  barter  is  proceeding  so 
well,  but  the  complaint  is  that  the  animals  are  too  dry  and  lean ; 
you  will  therefore  have  to  consider  whether  no  remedy  can  he 
found  for  this,  and  so  put  more  flesh  on  them  and  keep  them  in 
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good  condition,  especially  if  you  can  be  j>rovided  with  sufficient 
rice  and  paddy  fi’om  Madagascar.  The  dry  season  seems  to  cause 
the  greatest  difficulty,  during  which  the  cattle  mostly  die,  and 
must  he  necessarily  fed. 

According  to  appearances,  native  tribes  might  be  discovered 
further  inland  with  which  the  Company  might  open  up  some 
trade,  especially  if  they  are  people,  as  rumour  has  it,  that  live  in 
permanent  towns.  We  are  curious  to  know  what  the  facts  are ; 
hence  you  shall  lose  no  opportunity  to  penetrate  deeper  into  these 
matters  and  investigate  everything  more  closely.  You  appear  at 
present  to  have  found  the  thread  of  the  clew  when  you  discovered 
the  nation  called  the  Namaquyns.  The  rest  will  follow  of  itself 
if  only  a little  effort  be  made. 

We  can  understand  that  the  mounted  guards  will  tend  greatly 
to  the  security  of  the  Cape  establishment,  so  that  in  course  of  time 
other  country  guards  will  be  found  unnecessary. 

It  will  be  necessar}^  for  you  annually  to  devise  a new  secret 
signal  and  send  it  in  good  time  to  Batavia  in  order  to  be  delivered 
to  the  return  fleet  before  its  departure  thence,  so  that  when  near 
the  Cape  they  may  be  able  to  know  how  matters  are  situated 
there,  and  whether  there  is  any  danger  from  enemies  or  hypo- 
critical friends ; for  it  is  just  possible  one  or  other  nation  may 
secretly  purpose  to  take  possession  of  the  place,  without  our 
knowing  it  or  being  able  to  find  an  opportunity  to  notify  it  to  you 
in  time. 

We  are  satisfied  with  the  accommodation  which  you  have 
afforded  to  the  crew  of  the  French  ship  The  Mareschal.  In  such 
misfortunes  we  must  reach  each  other  the  helping  hand  somewhat, 
that  is  to  say,  as  far  as  it  can  he  done  without  prejudice  to  the 
Company.  You  have  therefore  also  done  well  by  civilly  refusing 
their  request  to  be  allowed  to  proceed  to  Madagascar  in  the 
Perkietje.  Henceforth  you  shall  be  vary  careful  of  rendering  such 
and  similar  assistance  to  other  nations,  in  as  much  as  they  cannot 
but  tend  to  our  own  injury. 

As  the  attempts  to  find  St.  Helena  Nova  have  failed  three  times 
in  succession,  it  is  better  to  leave  the  matter  in  abeyance  for  the 
present.  Afterwards  on  a favourable  occasion,  steps  may  be  taken 
to  discover  whether,  according  to  the  statement  of  the  master- 
carpentei’s  apprentice  at  Batavia,  who  says  that  he  had  been  twice 
there  with  the  Portuguese,  it  is  not  situated  a degree  more  to  the 
south  than  the  chart  shows  ; but  you  are  not  to  hurry  about  it, 
but  only  bear  it  in  mind.  In  the  meanwhile  you  may  write  to 
Batavia,  in  order  to  find  out  from  the  carpenter  there,  how  he 
found  the  island,  and  whether  any  water  and  refreshments  are 
obtainable  there,  that  no  useless  trouble  and  expense  may  be 
incurred. 

It  pleases  us  that  you  are  very  diligent  in  clearing  the  anchorage, 
hut  to  supply  you  hence  for  the  purpose  with  two  large  boats  we 
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shall  at  present  have  no  opportunity  of  doing.  You  will  therefore 
have  to  do  the  best  with  the  means  at  your  disposal. 

We  are  also  pleased  that  the  fort  has  been  so  well  repaired  and 
strengthened  that  you  are  able  to  withstand  and  beat  off  a fairly 
large  enemy  from  it.  In  order  to  prevent  the  walls  from  being 
washed  away  during  the  rainy  season  they  should  be  protected, 
when  the  season  allows  it,  with  a stone  foot,  a few  feet  high. 

What  you  mention  about  the  saltishness  of  the  water  at  Sal- 
danha  Bay  and  the  unsuitahleness  of  the  soil  there,  in  consequence 
of  its  stony  nature  for  cultivation,  is  rather  disappointing,  but  on 
the  other  hand  we  shall  now  have  no  longer  to  fear  that  any  other 
nation  will  take  a fancy  to  it,  or  settle  there.  This  will  make  us 
feel  more  at  our  ease.  In  the  meanwhile  you  will  do  well  by 
further  exploring  the  situation  there  and  endeavouring  to  find  out 
whether  good  water  might  not  be  found  further  inland,  or  wells 
cannot  be  dug,  so  that  you  may  be  able  to  give  an  exact  report. 
At  all  events,  as  it  is  a safe  harbour,  this  bay  may  be  of  great 
service  for  ships  compelled  by  the  heavy  gales  to  pass  the  Cape,  or 
unable  to  reach  it.  Anchoring  there,  they  might  receive  refresh- 
ments and  water  from  the  Cape  by  means  of  the  flute  which  we 
have  destined  for  you. 

To  build  a redoubt  there,  as  suggested  in  our  letter  of  the  21st 
August  last  year,  will  very  likely  now  not  be  carried  out.  We 
however  expect  to  hear  your  opinion  on  the  subject  by  the  two 
following  vessels  now  expected,  when  we  shall  send  you  our 
definite  instructions. 

It  does  not  seem  that  the  English  are  as  yet  inclined  to  abandon 
St.  Helena.  Of  the  stowaways  lately  arrived,  three  are  in  irons 
in  this  town,  having  been  condemned  by  the  Court  of  Justice  to 
be  brought  on  board  manacled,  and  thus  sent  back  to  the  Cape,  in 
accordance  with  the  regulations  of  the  Company  on  the  subject. 
They  will  be  despatched  by  the  first  ships. 

The  autumn  squadron  will  consist  of  15  ships,  carrying  3,200 
men,  or  as  many  more  as  can  be  accommodated.  Two-thirds  will 
be  sailors  and  one-third  soldiers.  (Details  given.) 

You  are  to  take  care  that  you  are  well  provided  with  refresh- 
ments, in  the  shape  of  cattle  and  otherwise,  h)^  the  time  of  their 
arrival  ...” 

(Signed)  C.  de  G-raaff,  &c. 


From  Amsterdam. 

(To  the  Commander  and  Officers  of  the 
Return  Fleet  leaving  Batavia  in 
December  this  year,  1661.) 

“ The  northern  passage  having  been  found  satisfactory,  you  are 
once  more  ordered  to  take  it,  and  arrive  here  in  company, 
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because  by  coming  singly  great  misfortune  and  incon- 
venience may  result.  You  shall  remain  together  until  you  shall 
have  passed  the  ‘ Doggesant,’  or  longer  if  possible ; and  then  each 
vessel  shall  steer  for  its  destined  harbour,  on  pain  of  forfeiting 
your  pay  earned  during  the  voyage,  besides  suffering  arbitrary 
correction.  This  order  will  be  precisely  carried  out. 

Should  the  second  squadron  hope  to  be  able  to  reach 
this  in  September,  they  shall  likewise  take  the  northern 
route,  whatever  orders  to  the  contrary  may  have  been  issued 
by  the  Governor-Gleneral  and  Councillors  of  India  ; otherwise  they 
shall  take  their  course  through  the  Channel,  taking  good  care 
not  to  call  at  any  English  or  French  port,  in  order  to  avoid 
the  danger  of  arrest  and  other  anxieties  which  would  be  suffered 
in  consequence ; only  in  the  case  of  the  direst  necessity,  in  order 
to  save  the  vessel,  and  the  lives  and  cargo  on  board,  may  this  be  done, 
but  then  care  shall  be  taken  that  you  do  not  anchor  under  any 
forts,  or  within  reach  of  artillery,”  &c.  (See  for  the  rest  the  despatch 
from  the  Seventeen  at  Amsterdam,  to  the  commanders  of  the 
Keturn  fleet  leaving  Batavia  in  December,  dated  21st  August 
1660). 

lYom  the  Seventeen  at  Amsterdam. 

Received  yours  of  3rd  May,  with  postscript  of  the  4th  May. 
It  appeared  somewhat  strange  to  us  to  hear  of  the  old  treatment 
and  other  acts  of  unmannerliness  which  you  say  the  Caapmen  have 
suffered  from  our  people,  which  finally  caused,  them  to  rise  and 
commit  those  acts  of  hostility  mentioned  by  you.  You  will  have 
to  take  such  steps  that  no  recurrence  takes  place,  but  that  the 
Caapmen  and  other  natives  are  kindly  entertained,  and  civilly 
treated,  that  instead  of  aversion  they  may  be  imbued  with  a liking 
and  kindly  disposition  towards  us  ; decreeing,  in  order  to  prevent 
all  ill-feeling,  such  punishments  for  offenders  as  circumstances 
may  require. 

From  your  Reports  on  the  condition  of  Saldanha  Bay,  the  want 
of  fresh  water  and  the  unfitness  of  the  soil,  in  consequence  of  its 
stony  character,  for  cultivation,  we  may  conclude  the  uselessness 
of  building  a redoubt  there,  which  purpose  must  therefore  be 
abandoned,  as  we  cannot  see,  for  the  reasons  mentioned,  that  any 
other  nation  will  care  to  make  a settlement  there.  It  may,  how- 
ever serve  as  a harbour  of  refuge  for  such  return  ships  as  may  be 
driven  past  the  Cape  by  storms  or  other  misadventures,  where 
they  might  be  supplied  with  refreshments  and  await  the  other 
ships  from  the  Cape,  in  order,  if  possible,  to  sail  home  in 
company. 

We  shall  be  glad  to  hear  that  vines  are  thriving  well  at  the 
Cape.  Of  this  you  appear  to  have  good  hopes.  But  you  are 
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advised  to  pay  particular  attention  to  the  cultivation  of  the  olive, 
from  which,  to  all  appearance,  some  good  may  be  expected. 

The  men  who  returned  home  this  year  declare  that  they  have 
had  an  abundance  of  refreshments  at  the  Cape.  This  pleased  us, 
and  should  he  your  chief  object  in  future. 

It  is  true  that  calling  at  the  Cape  often  retards  the  voyage,  but 
as  no  more  suitable  refresbmeut  station  lias  hitherto  been  foundj 
we  must  confine  ourselves  to  it,  as  passing  straight  on  without 
calling  might  often  cause  great  trouble. 

The  work  there  is  now  in  good  order,  and  has  been  placed  on  a 
proper  footing  ; the  only  thing  to  be  wished  for,  being  that  calling 
at  the  Cape  may  be  attended  with  less  danger. 

You  shall  also  more  fully  inform  yourselves  of  the  facilities  at 
Dassen  Island,  whether  good  anchor  grounds  exist  there,  even  for 
heavy  ships,  to  serve  the  latter,  should  they  not  be  able  to  reach 
the  Cape,  or  are  driven  past  it.  _ • • 

What  you  write  about  the  islands  of  Martin  Vaes,  as  light  in 
the  course  of  the  outward  hound  vessels,  so  that  they  rnay  oe 
to  refresh  themselves  there,  we  shall  consider  more  fully  and  Let 
you  know  the  result. 

With  pleasure  we  have  read  of  the  Namaquas  and  other  nations 
to  the  north  of  you ; also  of  the  trade  in  gold  and  ivory  which 
may  be  expected  with  them.  We  shall  gladly  hear  of  your 
good  success.  Further  efforts  in  this  direction  are  earnestly  recom- 
mended to  you,  as  it  is  of  importance  that  the  Company  niay 
derive  one  day  some  recompense  for  all  the  expenditure  it  has 

hitherto  borne.  i • j-u 

The  red  and  yellow  pigments  and  white  clay  or  porcelain  earth 
sent  us  as  samples,  have  been  received  m good  order we  shall 
investigate  what  they  shall  be  used  for,  and  further  advise  you. 

The  secret  signabyou  sent  us,  we  opened  and  read  and  toiind 
to  be  good.  You  will  do  well  by  always  carefully  observing  them 
that  they  may  always  be  of  service  to  us  in  times  of  difhoulty  or 
doubt.  ‘In  such  times  only  we  intend  to  communicate  them  to  the 

outward  bound  ships.  ... 

What  we  have  decided  about  the  Madagascar  trade,  you  will 
gather  from  the  annexed  instructions  which  we  have  left  open  to. 
enable  you  to  add  anything  more  to  them,  should  you  de>.m  it 
necessary;  otherwise  you  can  sign  and  close  them,  as  they  sutti- 
ciently  explain  our  intentions.  What  is  known  to  you  ol  that 
Island  from  the  reports  of  these  of  the  Tulp  who  have  previously 
been  there,  and  from  other  sources,  you  shall  communicate  to 

the  officers  who  are  to  proceed  thither. 

For  the  aforesaid  trade  we  have  equipped  the  little  liute  . . . . t- ), 
which  shall  immediately  after  its  arrival  at  the  Cape,  be  used  tor 
the  purpose.  As  commander  on  the  island  we  have  appointed 
your  • Secunde  ’ Eoelof  de  Man  in  order,  according  to  our  in- 
sta-uctions  to  remain  there  with  one  or  two  assistants,  We  liave 
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given  the  vessel  a small  cai'go  for  the  trade  there,  the  invoice  of 
which  is  annexed.  You  may  assort,  take  from,  or  add  to  it,  as 
you  may  deem  necessary  or  expedient.  . . .” 

(Signed)  C.  j>e  Q-raaff,  &c. 


From  Amsterdam. 

“ Reference  made  to  the  despatch  of  the  Seventeen,  dated  23rd 
August,  1661.  (See  above).  Ships  arrivals  and  affairs.  At  your 
request  we  have  granted  a passage  to  one  or  two  wives  whose 
husbands  are  at  the  Cape,  subject  to  the  usual  condition  to  remain 
there  fifteen  years.  The  wife  of  Jan  Coenraetsz  we  have  given 
f.  25  for  her  outfit,  which  you  may  recover  there.’"'  P.S.  These 
three  vessels  {Malacca,  &c.)  take  back  to  you  the  three  stowaways 
whom  you  are  to  treat  according  to  the  sentences  passed  on  them 
by  tlie  court  here.” 


(Signed)  Dantkl  Bernard,  &c. 


From  the  Committee  at  the  Hague. 

“We  are  informed  from  England  that  some  ships  are  being 
equipped  there,  which  the  King  will  lend  the  English  Company 
in  order  to  proceed  to  the  East  Indies  with  a considerable  number 
of  men  to  take  possession  of  Groa  and  Dui,  which,  according  to  the 
treaty  with  Portugal  have  been  ceded  to  England.  The  first 
portion  of  this  statement  is  considered  to  he  true,  but  whether  it  is 
really  those  two  places  we  cannot  tell  with  certainty.  But  what- 
ever the  facts  may  be,  this  intended  departure  of  the  English  has 
caused  us  anxiety,  so  that  we  cannot  refrain  from  mentioning  it  to 
you,  that  you  may  remain  on  your  guard.  We  also  authorize 
y(m  to  land  from  the  vessels  which  will  soon  leave  this  100 
or  150  men  for  your  better  defence,  i.e.,  independent  of  the 
number  of  your  garrison,  so  that  should  they  make  any  attempt  on 
the  Cape,  you  may  be  better  able  to  withstand  them.  Twenty  or 
twenty-five  men,  more  or  less,  will  make  no  difference ; we  leave 
the  matter  entirely  in  your  hands,  to  do  as  you  deem  best.  Should 
you,  however,  be  able  to  get  on  with  a smaller  number,  it  would 
please  us  better,  as  the  men  can  he  employed  more  usefully  in  India, 
You  may  retain  the  men  until  the  English  have  passed  the  Cape 
and  the  dreaded  danger  is  over,  when  you  can  send  them  to  Batavia 
with  the  ships  leaving  hence  in  spring.  Before  that  time  we  trust  to 
have  further  information  regarding  the  intentions  of  the  English 
and  the  number  of  ships  and  men  to  be  sent  away  for  the  purpose 
supposed,  in  order  to  be  able  to  write  to  you  more  fully.  Out  of 
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the  vessels  bringing  you  this,  you  may  land  as  much  provision  as 
you  may  require  for  the  addition  to  your  garrison.  For  the  same 
purpose  we  have  put  on  board  some  rice  also. 

From  France  we  are  informed  that  the  intention  is  to  despatch 
thence  to  Madagascar  a large  vessel  (spiegel  schip)  to  he  bought 
here.  She  is  to  carry  30  guns.  You  are  not  to  place  much  con- 
fidence in  that  nation,  but  always  suspect  them  of  an  intention  of 
makino-  an  attempt  on  the  Fort,  should  they  have  the  opportunity. 
This  sliould  be  prevented.  The  men  should  therefore  be  kept 
under  good  discipline,  and  well  drilled,  that  in  case  of  an  attack, 
or  the  arrival  of  an  enemy,  they  may  not  be  at  a loss. 

(Signed)  Joris  Backers,  &c. 


From  Batavia.] 

“ Ships’  arrivals.  Beceived  your  pleasant  letters  of  the  26th 
November,  1660  ; 28th  March,  30th  April ; 3rd,  9th  and  19th 
May;  20th  June;  5th  July,  9th  and  29th  August,  1661 ; as  well 
as  letters  from  Commodore  Andries  Frisius,  of  the  11th  March 

and  29th  April  last.  ^ p h 

You  did  well  to  send  the  ships  Wassencle  Maan,  Ac.,  as  well  as 
the  galiot  Perkijt,  as  quickly  as  possible  to  Ceylon,  as  ordered  by 
the  Seventeen.  We  would  have  been  glad  if  this  had  been  done 
in  the  case  of  the  Zeepaert  also  but  the  officers  made  a great  mistake. 
Had  they  opened  the  letter  given  them  by  the  masters,  or  informed 
you  that  they  had  such  a letter  in  their  keeping,  they  would  not 
have  committed  the  great  fault  of  coming  hither  instead  of  J^aihng 
direct  to  Ceylon.  For  this  they  have  been  addressed  by  the 
Advocate  Fiscal  of  India,  as  a great  disservice  to  the  Company 
lias  been  caused  by  this  neglect.  We  therefore  sent  her  awy  to 
Ceylon  on  the  23rd  September  last  with  a healthy  crew  and  her 
full  cargo.  God  grant  that  she,  as  well  as  the  other  vessels  and 
the  military,  despatched  as  reinforcements  to  carry  out  the  great 
designs  of  the  Company  on  the  coast  of  India,  may  speedily  and 
safely  arrive  there.  We  trust  soon  to  hear  something  of  this 

exploit.  , 

We  were  glad  to  read  that  the  alarm  or  peasant  war  made  ere 
this  by  the  natives  against  us,  had  been  tranquilly  ended.  This 
is  a most  desirable  circumstance  for  the  Company  s establishmOTt 
there,  which  would  otherwise  retain  its  residency  there  with  diffi- 
culty, judging  from  the  evil  results  which  followed  the  first 
troubles.  The  cattle  trade  seems  now  to  progress  fairly  so  that 
there  will  be  an  abundant  quantity  on  baud  for  the  passing  ships ; 
but  we  believe  that  if  the  quantity  were  a little  less  and  the  cattle 
somewhat  fatter,  the  crews  would  be  better  served.  According  to 
the  report  of  Commodore  Frisius  there  are  not  more  than  about 
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300  morgen  of  land  at  the  Cape,  fit  for  the  cultivation  of  wheat, 
&c.,  nor  did  he  find  any  spot  on  which  cattle  could  be  depastured, 
so  that  it  is  not  to  be  wondered  at  that  the  latter  remain  in  such  a 
poor  and  lean  condition.  Agriculture,  in  his  opinion,  is  also  not 
in  such  a prosperous  state  as  ere  this  described  by  you  ; at  least 
after  all  our  trouble  aud  expense,  we  expected  that  the  Cape  would 
now  be  able  to  support  itself  without  succour  from  outside.  Ex- 
perience has  however  taught  us  the  contrary,  and  that  is  generally 
the  case  in  matters  regarding  which  we  have  too  great  expectations. 
We  also  read  that  the  thirteen  adventurers  who  left  for  the 
interior  in  the  beginning  of  March  had  returned  and  been  among 
the  Namaquas,  and  that  the  latter  had  treated  them  well.  Time 
will  show  whether  the  nine  others  despatched  by  j'ou  afterwards 
will  succeed  in  persuading  those  natives  to  come  down  and  trade 
with  us.  It  is  good  that  you  encourage  your  men  to  discover 
matters  aud  conditions  which  are  still  unknown  in  that  country, 
the  more  so  as  it  can  be  done  without  expense  to  the  Company  ; 
perhaps  by  such  means  of  correspondence  and  intercourse  with  the 
aboriginals  of  this  extensive  continent  we  may  in  course  of  time 
discover  the  gold  mines  of  Monomotapa  of  which  you  make  slight 
mention  in  your  letter  of  the  19th  May,  whence  it  is  said  that 
those  of  Mosambique  obtain  all  the  gold  which  the  Portuguese 
convey  thence  to  Goa.  We  believe  however  that  it  will  take  a 
long  time  to  get  there,  whilst  the  uncertainty  is  great.  All  this 
experience  will  show. 

The  burgher,  Jacques  Boulan,  whom  we  mentioned  in  our  last 
year’s  letter,  left  for  Madagascar  according  to  his  intention  on  the 
12th  February  last  in  the  little  flute  Be  Postillion  hired  from  the 
Company,  and  only  returned  on  the  15th  October  following.  He 
had  a most  disastrous  and  dangerous  return  voyage,  a.s  shortly  after 
he  left  Madagascar,  the  vessel  sprung  a leak,  so  that  he  was  obliged 
to  run  to  Tutucoryn,  on  the  coast  of  ludia,  and  was  unable  to 
take  in  the  Cape  on  the  return  vojmge,  which  however  we 
believe,  would  have  been  far  easier  aud  shorter  for  him.  He 
brought  with  him  from  Madagascar  th(5  French  metal  guns,  and 
the  governor  of  that  Mous.  Pivaux.  for  which  purpose  the 

voy^age  had  been  principally  undertaken.  Beyond  that,  the 
voyage  had  brought  him  no  benefit  worth  mentioning.  Of  147 
slaves  whom  he  had  bought  there,  he  had  only  brought  here  31  ; 
the  rest  having  died  on  the  way.  He  handed  us  different  kinds 
of  gums,  some  ebony,  a species  of  sandal  wood  and  other  unknown 
trifles  which  appeared  to  us  as  valueless.  The  most  important 
part  of  the  cargo  however  consisted  of  3,700  ox  hides,  gradually 
collected  by  the  French  at  Madagascar,  and  brought  hither  on 
account  of  Mons.  Rivaux,  so  that  our  Burgher  Boulan  will  find  it 
difficult  to  cover  his  expenses.  He  now  finds  that  the  French 
with  their  bragging  and  professions  of  great  profits  derivable  there 
have  deceived  him.  The  establishment  which  that  natiop  still 
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has  there  is  of  small  dimensions,  only  70  Frenchmen,  as  we  are 
told,  are  still  there,  who  are  leading  a godless  and  dissolute  iite 
From  all  their  doings  no  other  conclusion  can  he  drawn  than  that 
they  have  taken  possession  of  Madagascar  merely  in  order  to  make 
it  a centre  whence  to  proceed  on  piratical  excursions  against  the 
Moors  in  the  Red  Sea,  instead  of  establishing  a just  trade  or 
colony  there,  as  the  said  island  is  a very  convenient  spot  tor  such 
vultures.  We  do  not  believe  that  the  Duke  of  Millerey , now  that 
his  plans  have  been  thus  frustrated,  will  again  send  an  expedition 
thither,  for  which  he  will  have  less  occasion,  as  we  intend  to  send 
to  Netherland  by  the  return  fleet  his  artillery  and  cousin  for  whom 
and  for  which,  it  is  said,  he  had  expressly  despatched  the  wrecke 
vessel  Mareachal.  What  the  assistant,  Michiel  Forder,  who 
accompanied  the  voyagers,  has  written  down  regarding  t e 
ditions  of  Madagascar,  vou  will  find  from  the  annexed  report,  to 
which  we  refer  you.  Whether  we  shall  resume  this  Madagascar 
voyage,  or  await  further  orders  from  our  Principals,  we 
yet  decided  ; hut  as  yet  we  do  not  see  any  grounds  for  believing 
that  much  benefit  to  the  Company  will  accrue  from  it,  unless  m 
course  of  time  something  considerable  be  discovered  by  the  explora- 
tion of  the  interior.  In  that  case  Madagascar  would  be  more  easy 
of  approach  from  the  Cape,  and  this  will  be  a most  impor  an 
point  when  the  matter  is  further  considered.  _ j;  u 

From  your  further  investigations  we  find  that  there  is  no  Ires 
water  at  Saldanha  Bay,  and  that  no  refreshments  whatsoever  are 
obtainable  there,  which  would  have  been  such  a convenien^  or 
the  return  ships  driven  past  the  Cape  ; which,  as  it  is  often  dithcu  ' 
to  sail  from  Saldanha  Bay  to  Table  Bay,  will  have  to  be  refreshed 
from  Table  Bay,  should  they  run  into  Saldanha  Bay,  whicli 
would  be  a great  inconvenience.  The  latter  bay  should  theretoie 
only  be  visited  in  cases  of  extreme  necessity,  in  order  not  to  be 
completely  separated  from  the  return  fleet.  pioposa 

reff.irding  the  roadstead  at  the  N.  side  of  Dassen  Island  does  not 
ap%ar  so  strange  to  us,  and  will  be  remembered.  The  description 
of  it  given  by  you  will  he  handed  to  the  Commodoie  of  the  return 
fleet  for  his  guidance  in  case  of  need. 

The  great  necessity  of  having  a refreshment  place  and  rendezvous 
for  the  return  fleet  beyond  the  Cape,  has  made  us  thin  wi  ^ 
once  more  of  the  island  St.  Helena  Nova.  Though  it  has  been 
twice  searched  for  but  not  found,  we  have  examined  Hodewyk 
Claasz  of  Delft,  ship’s  carpenter,  the  person  mentioned  by  you  as 
acquainted  with  that  island.  He  stated  that  in  16o2  he  had  been 
twice  on  that  island,  so  that  it  must  be  held  as  certain  that  t-liere 
is  a St.  Helena  Nova,  and  that  we  did  not  search  for  an  island 
that  never  existed.  He  further  stated  that  he  had  heai 
Portuo-uese,  whose  prisoner  he  had  been  for  four  years,  tuat  the 
said  fsland  was  situated  fully  half  a degree  lower  than  old 
St,  Helena.  This  is  perhaps  the  reason  why  it  has  not  been 
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discovered.  It  produces  good  water,  apples,  oranges,  water-melons, 
vegetables,  (large  and  small  cattle  were  not  obtainable  there  at 
the  time)  planted  by  the  Portuguese,  who  were  still  daily  planting 
more,  and  had  built  there  two  small  forts  of  no  particular  strength. 
They  were,  however,  busy  building  a larger  one  on  the  E.  side  of 
the  island,  but  he  does  not  know  whether  they  have  since  completed 
it.  Tne  said  island  is  neither  mountainous  nor  hilly,  but  flat,  so 
that  it  will  not  be  visible  from  the  sea  further  than  3 or  4 Dutch 
miles.  Large  and  small  ships  can  lie  there  securely  in  a bay 
locked  in  by  a reef.  This  was  ail  that  he  could  tell  us  to  the  best 
of  his  knowledge  and  memory.  If  he  were  a person  acquainted 
with  navigation,  we  believe  that  he  would  be  able  to  discover  the 
island ; but  as  he  is  not,  he  will  be  useless  for  the  purpose.  If 
the  Portuguese  did  not  possess  it,  or  had  never  been  there,  it 
would  certainly  be  worth  while  to  send  a galiot  for  the  third  time 
from  the  Cape  to  renew  the  search,  but  now  Ave  believe  that  it  will 
be  too  dangerous  to  attempt  it  with  such  a small  vessel,  so  that  a 
fairly  strong  yacht,  capable  of  withstanding  the  Portuguese,  will 
be  necessary,  when  there  Avill  also  be  some  chance  of  expelling 
that  nation  from  it,  as  the  said  Lodewyk  Olaasz  : suggests.  But  as 
there  is  a great  deal  of  uncertainty  in  all  this,  we  prefer  to  have  the 
opinion  of  our  Principals  on  the  subject,  who  will,  no  doubt,  when 
they  hear  of  the  ill-success  of  the  second  expedition,  send  us  and 
you  certain  instructions  for  our  guidance^  whether  or  not  another 
attempt  should  be  made.  We  will  then  know  hoAV  to  act. 

Regarding  the  money  which  the  widow  of  the  late  Ensign  Jan 
van  Harwarden  has  paid  out  to  her  three  minor  children  as  their 
fither’s  portion,  and  which  has  been  placed  in  the  care  of  the 
Company,  should  you  not  be  able  to  put  it  out  securely  at  the 
Cape  for  the  benefit  of  the  orphans,  you  may  take  it  for  the 
Company  at  the  usual  Fatherland  interest  of  four  per  cent.,  giving 
the  said  orphans  a column  in  the  Cape  books,  and  sending  hither 
the  capital  in  specie,  or  as  much  of  it  as  you  do  not  yourselves 
require,  so  that  they  may  be  credited  here  for  the  amount  in  the 
General  Cape  Ledger.  The  amount  of  pay  still  due  to  the 
deceased,  viz.  f407.19.I5,  }-ou  are  also  to  enter  and  pay  out  to  the 
children,  deducting  14  p.c.  for  the  draft  on  us. 

As  Commander  Jan  van  Riebeeck  has,  in  consequence  of  the 
death  of  his  intended  successor,  been  somewhat  disappointed  in 
his  hopes  of  being  relieved  at  the  Cape,  and  has,  in  his  private 
letters  as  well  as  general  despatch  submitted  to  us  and  requested 
that  some  one  might  be  commissioned  hence  to  take  over  from  him 
the  Cape  establishment,  we  have,  after  careful  consideration,  come 
to  the  conclusion  that  we  can  give  him  good  hope  that  he  will 
obtain  his  request ; but  further  particulars  will  be  communicated 
to  him  by  a later  opportunity. 

In  order  to  keep  the  Cape  from  want,  we  have  decided  to 
despatch  to  you  the  flute  Zeeridder  with  the  rice,  clothing,  and. 
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other  necessaries  asked  for,  the  value  of  the  whole  amounting  to 
f9822.0.13,  for  which  you  are  to  credit  the  General  Company. 
About  the  further  employment  of  this  vessel  we  shall  write  you 
later  on ; for  the  present  she  must  be  used  to  cruize  for  the  return 
fleet.  For  that  purpose  she  will  be  sent  on  in  advance.  Seven 
return  ships  are  now  taking  in  their  cargoes  here,  and  will  leave 
about  the  middle  of  December.  They  will  take  onr  later  letters. 

We  have  not  been  successful  in  making  the  copper  beads 
according  to  the  samples  sent  us,  through  want  of  men  acquainted 
with  this  kind  of  work ; wliilst  on  the  other  hand  we  have  our 
hands  always  full  of  uecessarv  woi’k.  We  would  have  had  some 
made  in  Japan,  as  suggested  by  you,  but  labour  is  too  expensive 
there,  which  this  insignificant  kind  of  merchandise  cannot  bear. 
You  now  receive  96  chains  of  three  kinds  By  next  opportunity 
we  shall  send  you  as  much  more  as  we  may  have  ready. 

Arrival  on  the  11th  of  the  Princp.sse  Royal,  bringing  your 
letters  of  the  12th  Sept.  last.  . . .” 

(Signed)  Joan  Maetsuyker,  &c. 


From  Amsterdam.  Ships’  affairs.  Names  of  the  vessels 
despatched.  The  Calf  is  destined  for  the  Madagascar  trade,  but 
for  the  present  this  must  be  left  in  abeyance,  as  we  may  require 
her  for  other  purposes.  She  must  therefore  be  kept  at  the  Cape 
ready  for  sea  and  not  sent  anywhere.  Among  the  annexures  you 
will  find  a letter  from  the  Committee  at  the  Hague,  dated  the 
30th  November;  the  orders  contained  in  it  you  are  to  carry  out. 
The  extraordinary  equipment  will  consist  of  eight  ships,  which 
will  concern  the  King  of  Great  Britain  alone  privately,  the 
(English)  Company  having  no  share  in  them.  Neither  shall  they 
have  any  share  in  the  places  which  are  to  be  ceded  to  the  King, 
which  we  are  told  are  Bourkin  and  Basl'm. 

Whether  these  vessels  will  leave  together  or  separately  we  have 
not  yet  been  able  to  ascertain ; nor  do  we  know  whether  they 
will  be  ready  to  leave  next  spring.  With  the  next  vessels  we 
may  be  able  to  send  you  further  particulars. 

Peace  has  certainly  been  concluded  between  Portugal  and  our 
States,  but  the  ratification  on  the  part  of  Portugal  has  been  very 
defectuous,  so  that  it  is  as  yet  impossible  to  say  what  may  be 
expected  from  this  peace,  hence  should  you  fall  in  with  any 
Portuguese  in  your  neighbourhood  or  elsewhere,  you  are  to  treat 
them  as  enemies  until  further  orders. 

The  soldiers  whom  } ou  are  to  land  from  the  ships  are  to  be  of 
the  healthiest  and  most  experienced  class,  and  among  them  some 
of  the  best  officers. 

When  the  Arnhem  wintered  at  Madagascar  in  1657  she  left 
three  jnen  behind  there.  The  latter  have  not  jet  put  in  an 


189 


appearance.  You  are  to  instruct  our  men,  who  are  in  course  of 
time  to  proceed  thither,  should  they  find  the  opportunity,  to 
enquire  after  them  and  release  them. 

They  are  to  employ  every  effort  and  all  diligence  for  the  purpose. 

(kSigued)  Thom.us  Broeks,  &v. 


From  Amsterdam.] 

Duplicate  of  the  above. 


From  Batavia.] 

“ Our  last  dated  17th  November  we  despatched  with  the  Hute 
the  Zeeridder,  laden  with  50  lasts  of  rice,  18  packages  of  clothing, 
and  other  necessaries ; the  cost  of  the  whole  amounting  to 
f9822.0.13.  As  the  vessel,  however,  met  with  severe  storms 
before  she  could  get  out  of  the  Straits  of  Sunda,  she  will  not  be 
able  to  render  the  service  for  which  she  had  been  despatched  so 
early,  unless  she  has  had  more  good  success  after  having  reached 

the  open  sea.  This  time  will  show Received  yours 

of  the  2nd  October,  showing  that  everything  was  still  in  good 
condition  at  the  Cape.  In  our  packet  from  home  we  found  a 
letter  addressed  to  you,  dated  the  7th  May  last,  which  we  now 
return,  that  it  may  be  of  service  if  you  have  not  received  a copy 
by  the  West  Vrieslant, 

Having  taken  into  further  consideration  the  request  of  Com- 
mander Van  Riebeeck  regarding  his  being  relieved,  we  have 
finally,  after  previous  deliberation,  decided  to  grant  it,  and  to 
appoint  as  his  successor  the  person  of  Zacharias  Wagenaar,  who 
shall  for  that  purpose  leave  this  with  his  family  in  one  of  the 
ships  of  the  second  squadron ; that  is  to  say,  if  the  said  Riebeeck 
persists  in  his  request  to  he  relieved,  or  no  contrary  orders  have 
been  received  from  home.  In  that  case  Wagenaar  shall  continue 
his  voyage  to  Europe. 

The  first  squadron  for  home  will  be  under  the  command  of  Mr. 
Arnold  de  Vlamingh  of  Oudtshoorn,  Ordinary  Councillor  of 
India  (names  of  the  vessels  given,  with  a cargo  valued  at 
f3l4, 980.15.10) 

It  will  be  of  great  advantage  if  this  squadron  could  be  abund- 
antly supplied  with  vegetables  and  fresh  meat  at  the  Cape,  for  as 
it  will  caU  nowhere  else,  it  will  require  double  refreshment.  The 
Admiral  has  as  usual  been  commissioned  to  inspect  Cape  affairs. 
You  shall  therefore  acknowledge  him  as  such,  and  report  to  him 
faithfully  on  all  matters,  as  well  as  give  him  access  to  all  your 
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papers,  tliat  he  may  obtain  a thorough  knowledge  of  everything, 
and  thus  be  enabled  to  decide  what  should  be  redressed  in  the 
best  interests  of  the  Company. 

Regarding  the  land  of  Commander  Van  Riebeeck,  situated  at 
the  ‘ Bosheuvel,’  and  which  he  has  given  over  and  transferred  to 
the  Company  to  serve  as  a plantation  for  fruit  trees,  tlie  Admiral 
has  been  instructed  by  us  to  inform  himself  in  loco,  and  should  he 
find  it  to  be  as  serviceable  to  tbe  Company  as  represented  by  the 
Commander,  he  shall  treat  with  the  latter  in  all  reasonableness. 

( Jur  intention,  however,  is  not  to  spend  much  money  _ for  it 
(daervoor  veel  gelts  uyt  de  handt  te  smijten),  as  the  aforesaid  land 
there  cannot  be  of  much  value,  as  no  private  individuals  are 
desirous  of  having  it.  Consequents,  if  the  Company  did  not 
take  it  over  without  recompensing  the  owner  it  would  be  left 
waste,  and  in  that  case  revert  of  itself  to  the  Lord  of  the  Soil. 

About  a month  hence  we  shall  despatch  the  yacht  Anqelier  and 
flute  Oijecaer  as  the  late  homeward  bound  ships,  when  we  shall 
write  you  further  particulars.  The  yellow  ochre,  the  clat’’  from 
which  to  make  porcelain,  as  well  as  the  red  earth  sent  to  us  as 
samples,  are  of  no  value  and  unfit  for  use,  so  that  you  need  not 
send  any  more.  You  may,  however,  send  us  _ the  same  quantity 
of  train  oil  as  you  did  last  year 

(Signed)  Joan  Maetsuyker,  &c. 
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From  Batavia.] 

“Ships  affairs.  This  will  be  brought  by  the  Anqelier  and 
Oyecaer  (see  above),  carrying  a cargo  valued  at  f226, 521. 11.7,  so 
that  the  value  of  the  whole  return  amounts  to  f‘5,354,428  15.5. 
The  command  over  these  vessels  we  have  entrusted  to  the  merchant 
Wagenaer,  who  leaves  with  his  family  for  the  Cape,  in  order  to 
relieve  and  succeed  Commander  Van  Riebeeck  according  to  our 
promise,  with  the  title  of  Commander.  Until  further  orders  from 
the  Directors  he  shall,  according  to  his  commission,  assume  the 
control  of  afiairs  there.  When  everything  has  been  transferred 
to  him,  and  he  has  been  installed  in  the  usual  way.  Commander 
Van  Riebeeck  shall  proceed  hither  by  first  opportunity,  in  order 
to  be  employed  here  further  in  service.  Before  his  departure  he 
shall  leave  a memorandum  for  his  successor  for  the  latter’s 
guidance,  briefly  showing  what  can  best  be  done  at  the  Cape  for 
the  benefit  of  the  Company. 

The  little  flute  Zeeridder,  should  you  not  require  her,  you  may 
send  back  to  us;  but  should  you  really  need  her,  as  she  is  a handy 
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and  fine  sailer,  you  may  keep  her  instead  of  the  Nachtcgael.  In 
that  case  you  may  also  send  us  the  Parkiet.  These  two  vessels 
are  to  take  the  northern  route  according  to  old  orders,  hence  you 
are  to  despatch  them  as  soon  as  possible. 

At  your  request  we  send  you  20  bales  of  Japan  paddy  to  be 
sown  there  as  a trial,  to  find  out  whether  it  will  thrive  there. 


(Signed)  J(Uiv  Mae'isuvkkk,  &c. 


From  the  Committee  at  the  Hague.] 

“We  have  decided  to  equip  an  extra  squadron,  consisting  of 
five  ships,  viz.  : the  Kennemerlant,  Het  Wapen  van  Zeelandt,  the 
Vlaardingen,  and  the  Koge  and  Ret  Waterhocn,  which,  with  the 
Rhgnlandt  and  Orangie,  both  destined  for  Batavia,  as  well  as  the 
Velthoen,  which  we  have  destined  for  service  at  the  Cape,  in  order 
to  make  an  attempt  on  Mosambique  and  endeavour  by  surprise  or 
force  to  bring  it  under  our  obedience. 

The  command  has  been  entrusted  to  the  Hon.  Hubregt  de 
Laresse,  whose  instructions  are  only  to  be  opened  at  the  Cape,  and 
which  you  will  be  able  to  read  for  your  imformation.  You  will 
therefore  render  him  every  assistance  in  promoting  this  design,  in 
the  success  of  which  we  are  so  much  interested.  We  have  also 
instructed  him  to  inspect  Cape  afPairs  during  his  stay  there,  as  far 
as  his  limited  time  will  permit.  You  will  therefore  receive  and 
respect  him  as  such.  The  contents  of  the  instructions  you  are  to 
keep  strictly  secret,  not  only  should  they  arrive  before  the  Hon. 
Laresse,  but  also  during  the  presence  of  the  latter  at  the  Cape, 
and  even  after  his  departure,  that  nothing  may  leak  out,  should 
any  English  or  French  ships  arrive  on  your  roadstead.  This 
order  I’efers  not  only  to  yourself  (Gerrit  van  Horn,  Commander 
at  the  Cape),  but  also  to  all  mentioned  in  the  Instructions,  that  is, 
the  Secret  Council,  to  whom  you  shall  communicate  the  contents. 


(Signed)  Jan  Muntkrs,  &c. 
(N  B. — Four  despatches  missing,  viz.,  pp.  3G8-315.) 


Instructions  to  Commodore  Laresse  (see  above). 

“ Whereas  the  Portuguese,  according  to  their  usual  faithlessness, 
have  left  unrarified  the  Treaty  of  Peace  made  with  their  ambassador 
at  the  Hague  in  August  last,  so  that  they  have  remained  at  war 
with  our  State,  we  have  on  behalf  of  the  N.  E.  I.  Company 
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also  felt  ourselves  compelled  to  continue  with  great  vigour  with 
our  arms  against  that  nation,  hoping  with  Grod’s  gracious  blessing 
to  do  them  some  considerable  injury  in  the  East  Indies. 

According  to  the  latest  advices  received  thence,  the  Portuguese 
are  altogether  powerless  there,  and  brought  to  their  uttermost 
extremities.  We  have  therefore  decided  to  seize  this  favourable 
opportunity  to  attempt  to  deprive  them  of  some  more  places 
which  we  like  very  much  to  have.  For  that  purpose  we  have 
equipped  an  extra  squadron,  consisting  of  the  Kennemerlandt,  Het 
Wapen  can  Zeelant,  the  Vlaerdingen  and  the  Koge,  as  well  as  the 
little  flute  Het  Waterhoen,  provided  with  such  commissariat 
stores  and  ammunition  as  the  annexed  list  will  show.  This 
squadron  will  be  joined  by  the  Rhijnlandt  and  Orangie,  bound  to 
Batavia,  as  well  as  the  Velthoen,  despatched  in  advance  to  the 
Cape.  Together  there  will  be  eight  ships,  which  shall  make  an 
attempt  on  Mosambique. 

For  that  purpose  they 'have  been  provisioned  for  15  months 
with  meat,  pork,  wine,  oil  and  bread,  and  with  other  provisions 
and  petfood  for  10  months ; that  is  to  say,  the  four  first 
mentioned  vessels  and  the  little  flute.  The  others  have  been 
victualled  in  the  ordinary  way. 

The  expedition  has  been  entrusted  to  the  Hon.  Hubrecht  de 
Laresse  as  commander,  with  the  merchant  Willem  Volger  as  his 
secunde. 

The  vessels  have  been  ordered  to  call  at  the  (.'ape,  in  order 
thence  to  proceed  together  to  carry  out  our  instructions.  They  are 
therefore  to  be  thoroughly  refreshed  there  in  order  to  enter  on  the 
work  with  strong  and  healthy  men,  saving  however  as  much  time 
as  possible. 

it  would  be  a great  advantage  if  the  squadron  could  be  at 
M.osambique  in  July,  when  the  ships  from  Portugal  generally 
arrive  there. 

Diu’ing  your  presence  at  the  Cape,  as  well  as  during  the  voyage, 
the  soldiers  are  to  be  daily  exercised,  in  order  to  be  made  fit  for 
all  military  services. 

In  our  letter  of  the  30th  November  last  we  ordered  the  com- 
mander and  Council  at  the  Cape  to  draft  from  the  outward  bound 
100  or  150  soldiers,  and  keep  them  there  until  further  order's. 
These  men  you  shall  take  with  you  as  a further  reinforcement, 
and  divide  them  among  the  ships. 

We  are  sure  that  when  you  arrive  safely  at  the  Cape  you  will 
have  there  together  900  soldiers  and  800  sailors. 

The  soldiers  will  have  to  divide  there  into  companies,  four  or 
five,  more  or  less,  if  necessary,  exclusive  of  the  officers. 

Besides  the  two  captains,  who  are  to  be  employed  on  the  chief 
business  of  the  expedition,  you  shall  appoint  no  officers  of  higher 
rank  than  lieutenants,  ensigns  and  sergeants,  and  that  only  pro- 
visionally, selecting  those  who  are  deemed  the  ablest  for  the  purpose. 
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Besides  the  two  lieutenants  appointed  by  us  here  we  have  also 
Francois  Tulleken,  who  lately  departed  from  this  as  ensign,  as 
well  as  some  others  who  are  fit  for  the  work,  and  whom  you  will 
iu  all  likelihood  find  at  the  Cape. 

Out  of  the  sailors  you  shall  also  form  some  companies,  in  order 
to  use  them  also  for  other  purposes  on  land ; care  being  taken 
that  the  ships  remain  well  manned  in  case  of  an  unexpected  attack. 

The  commissariat  supplies  given  you  are  on  a separate  list. 
Arrived  at  the  Cape  you  shall  appoint  a careful  commissioner  to 
take  charge  of  the  same,  who  shall  keep  proper  books  of  receipt 
and  expenditure,  in  order  afterwards  to  be  able  to  account  for  the 
whole. 

Tou  are  also  to  have  some  storming  ladders  made  at  the  Cape, 
as  they  may  be  required,  as  well  as  other  materials  required  for  a 
siege,  planks,  beams,  &c. 

The  colours  given  you  for  the  different  infantry  companies  are 
sixteen  in  number.  Should  all  the  ships  not  arrive  at  the  Cape  at 
the  same  time,  but  a few  lag  behind,  you  will  have  to  consider 
whether  it  will  not  be  advisable  to  proceed  without  them,  leaving 
orders,  however,  that  they  are  to  follow  immediately,  as  we  do  not 
wish  that  on  account  of  the  late  arrival  of  one  or  two  ships  the 
whole  design  be  frustrated. 

After  a day  of  prayer  at  the  Cape,  in  order  to  obtain  God’s 
blessing  on  your  intention,  you  shall  at  once  go  under  sail, 
having  previously  arranged  a very  plain  code  of  signals  for  com- 
munication between  yourselves,  as  well  as  your  sailing  orders,  &c., 
that  you  may  appear  combined  before  Mosambique.  . . . 

Having  arrived  there  you  shall,  after  having  held  counsel,  at 
once  sail  towards  or  before  the  Castle,  and  should  you  find  any 
Portuguese  vessels  there,  whether  from  Portugal  or  India,  you 
shall  endeavour  to  capture  them,  or  failing  this,  to  destroy  them. 

This  will  create  no  little  terror  among  the  Portuguese  and  will 
be  a good  omen  for  further  successes. 

Should  any  English  or  French  ships  be  found  there,  you  will 
request  their  officers  to  retire  and  remain  neutral ; and  should  they 
refuse,  then  protest  and  hold  them  responsible  for  all  losses  and 
evils  which  may  result  in  consequence ; but  should  they  notwith- 
standing persist,  and  endeavour  to  hinder  you  in  the  execution  of 
your  design,  you  shall  endeavour  on  your  part  to  meet  and  prevent 
it  with  violence  and  treat  them  as  enemies,  that  is,  if  it  be  in  your 
power  to  do  so. 

According  to  latest  advices  the  state  of  the  enemy  there  is  very 
bad,  both  as  regards  provisions,  which  are  very  scarce,  and  the 
strength  of  the  garrison,  which  consists  of  only  200  whites,  includ- 
ing the  sick  and  mechanics. 

To  our  regret  we  can  give  you  no  perfect  information  regarding 
the  situation  of  the  place  and  its  fortifications,  but  among  the 
annexures  you  will  find  some  books  and  journals  in  which 

VoJ.  IX.  O 


1662. 
28th  Feb. 


194 


1662. 
28th  Feb. 


mention  is  made  of  its  position.  For  the  present  they  will  have 
to  serve  your  purpose. 

According  to  these  descriptions  Mosamhique  is  a small  island 
distant  about  half  a Dutch  mile  from  the  continent,  situated  in  a 
bend  so  that  the  continent  on  the  north  side  extends  further  into 
the  sea  than  the  island.  Before  it  lie  two  small  islets  named 
St.  James  and  St.  Greorge,  lying  in  the  same  line  with  the  outside 
point  of  the  continent.  Between  these  two  uninhabited  islets  one 
sails  without  a pilot  straight  towards  the  Castle,  leaving  the  islet, 
on  the  left  towards  the  south  and  the  continent  to  the  right  towards 
the  north.  Everywhere  the  depth  is  sufficient,  whilst  the  shoals 
and  sands  on  the  side  of  the  continent  are  sufficiently  evident,  as 
will  be  more  fully  seen  in  the  aforesaid  journals,  which  also 
mention  that  immediately  on  arrival  the  landing  should  take  places 
which  the  enemy  will  not  be  able  very  well  to  prevent. 

Instead  of  an  assault  we  would  prefer  a surprise ; but  this  you 
will  have  to  consider  seriouMy,  hearing  in  mind  the  well-known 
strength  of  the  Castle  and  its  poor  garrison. 

Experience  has  taught  us  that  our  greatest  sucoe.s8es  in  the 
East  Indies  have  been  secured  by  the  greatest  and  most  hazardous 
attacks ; hence  we  hope  that  you  will  act  on  the  same  lines,  so 
that,  though  it  he  accompanied  with  great  danger,  which  generally 
accompanies  such  enterprises,  our  usual  intrepidity  may  force  the 
enemy  to  come  to  favourable  terms.  To  the  latter  you  shall  lend 
a favourable  ear  to  avoid  much  bloodshed,  provided  that  you  be 
prudent,  lest  it  end  in  deceit,  as  the  Portuguese  are  an  untrust- 
worthy nation. 

Should  the  chances  be  too  desperate  or  hazardous,  you  may 
decide  on  a siege,  in  order  to  subdue  them  by  the  force  of 
artillery,  grenades,  &c. 

Beforehand  some  favourable  conditions  should  be  offered,  so 
that  the  eueiny  may  be  induced  to  surrender  at  once.  Amongst 
others,  retention  of  all  their  property,  moveable  and  immoveable, 
as  well  as  the  free  exercise  of  their  religion. 

Last  year  we  put  on  paper  some  conditions  and  articles  with 
tlie  necessary  authority  sent  extra  to  the  coast  of  India,  to  see, 
whether  we  could  not,  by  way  of  capitulation  aud  without 
violence,  as  the  places  were  very  favourably  situated,  obtain 
possession  of  some  of  tfie  Portuguese  settlements. 

What  siiccess  this  expedition  has  had,  and  whether  any  of  the 
settlements  have  fallen  into  our  hands,  you  will  very  likely  be 
told  at  the  Cape. 

A copy  of  these  articles  we  have  annexed  to  this  for  your 
service,  should  it  happen,  as  we  perfectly  believe,  that  the 
Portuguese  will  take  note  of,  and  accommodate  themselves  to  the 
same. 

You  shall  therefore  grant  them  free  intercourse  and  traffic  with 
all  places  and  islands  on  the  coasts  of  Africa  and  India,  from  the 
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Oape  of  Grood  Hope  to  Cape  Commorin,  both  taken  exclusively, 
as  mentioned  in  the  aforesaid  articles. 

It  is,  however,  not  our  intention  to  bind  you  so  exclusively  to 
the  same  that  you  may  not  go  beyond  them,  as  it  may  happen 
that  the  Portuguese  may  bring  forward  something  not  contained 
in  the  same,  and  which  may  be  allowed  them  without  detriment 
to  the  Company.  Besides  that,  in  making  your  conditions,  you 
shall  proceed  as  much  as  possible  according  to  the  spirit  of  our 
intentions  contained  in  the  articles. 

Should  the  Portuguese,  beyond  expectations,  not  accept  the  con- 
ditions, you  shall  continue  the  siege  and  endeavour  to  compel 
them  by  force.  For  that  purpose  you  shall  display  every 
diligence,  zeal,  and  valour,  endeavouring  to  perform  the  work  as 
quickly  as  possible,  that  your  forces  may  at  once  proceed  to  the 
coast  of  India,  for  which  they  have  been  principally  destined, 
especially  the  two  ships  Rhynlant  and  Orangie,  which  are  to  be 
despatched  to  Batavia  as  soon  as  possible  . . . 

Two  large  mortars  with  their  accessories,  grenades,  &c., 
accompany  you,  as  in  case  of  a siege  they  may  be  usefully 
employed.  . 

In  the  siege  of  Jaffanapatnam,  which  we  took  from  the 
Portuguese  in  1658,  we  read  that  our  forces  did  great  injury  to 
the  besieged  by  throwing  large  stones  from  the  mortars  into  the 
castle  instead  of  grenades ; that  in  consequence  many  men  were 
killed,  as  the  stones  fell  from  above  through  the  rafters  and  roofs 
of  the  houses  right  down  into  the  earth,  so  that  the  soldiers  and 
most  of  the  sailors  were  compelled  to  shelter  themselves  in  holes 
covered  with  palisades  and  earth,  and  those  who  had  stone  houses 
were  obliged  to  sleep  in  their  windows  on  boards  placed  there  for 
the  purpose  in  the  thickness  of  the  walls.  Moreover,  the  pro- 
jection of  stones  has  been  far  preferred  to  that  of  grenades,  as 
often  with  two  mortars  about  200  shots  have  been  fired  within  24 
hours,  and  with  less  than  500  lbs.  of  gunpowder.  (Extract  from 
this  document  is  annexed  for  your  information).  Accordingly 
we  do  not  deem  it  unserviceable  if  you  were  to  provide  such  stones 
at  the  Cape,  should  they  not  be  obtainable  at  Mosambique. 

We  have  also  provided  you  with  a considerable  quantity  of 
firelocks,  as  in  the  former  siege  the  most  successes  against  the 
Portuguese  have  been  obtained  by  them ; besides  saving  the 
fusees,  especially  in  the  trenches  and  in  rainy  weather,  they  will 
be  serviceable  in  avoiding  recognition  as  would  be  the  case  with 
the  flickering  of  the  matchlock.  Moreover,  they  are  always  more 
at  hand.  During  the  siege  you  shall  admit  no  English  or  otlier 
ships  there,  but  always  ward  them  off. 

Should  you  have  obtained  any  prizes,  or  captured  the  castle  by 
assault,  you  shall,  before  all,  well  secure  the  prisoners,  lest  by 
carelessness  of  our  people  they  may  find  an  opportunity  to  do  us 
mischief.  All  letters  and  papers,  especially  those  of  a commercial 
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aature,  you  shall  collect  and  properly  register,  to  be  forwarded  to 
India.  With  your  staff  and  officers  of  the  ships  you  shall  keep 
your  men  in  order,  and  prevent  all  unpermitted  plundering  by 
sea  or  land,  as  you  will  he  held  respectively  responsible  for  this. 
In  capturing  any  places  or  prizes  you  shall  act  according  to  the 
43rd  and  44th  Sections  of  the  “ general  artioul  brief,”  to  which 
we  refer  you. 

In  case  the  place  is  to  be  assaulted  or  besieged,  you  shall,  in 
order  to  encourage  the  officers  whom  for  the  time  being  you  have 
given  brevet  rank,  inform  them  in  our  name,  whether  they  be 
lieutenants,  ensigns,  sergeants  or  corporals,  that  in  case  of  success 
they  may  he  confirmed  in  their  appointments. 

We  also  appoint  the  commodore  of  the  fleet  Grovemor  of  the 
of  the  Place,  and  as  his  “ secunde  ” the  merchant  Willem  Yolger, 
together  with  such  others  as  you  may  deem  best  fitted  for  the 
traffic  as  well  as  for  defencOy against  attack. 

A garrison  of  fully  300  men  will  be  required  there,  but 
only  the  most  trustworthy  soldiers  and  officers  shall  he  selected 
for  the  purpose.  They  shall  also  be  provided  with  sufficient 
munitions  of  war,  provisions,  &c,  for  a year  or  longer,  if 
possible. 

The  garrison  shall  he  divided  into  two  companies  each  under 
one  of  the  two  captains  appointed  by  us  for  the  purpose  ; and  we 
fiu’ther  authorise  you  to  appoint  such  other  junior  officers  as  you 
may  deem  necessary. 

You  shall  also  bear  in  mind  that  if  the  Portuguese  have  any 
other  settlements  connected  with  Mosambique,  you  are  to 
endeavour  at  once  to  deprive  them  of  the  same,  using  for  that 
purpose  the  forces  under  you,  as  they  are  not  to  he  permitted  to 
retain  a single  possession  there. 

It  is,  however,  left  to  your  judgment  whether  or  not  such  places 
should  be  garrisoned,  only  bearing  in  mind  that  the  Company  be 
not  burdened  with  more  garrisons  than  absolutely  necessary  and 
profitable. 

Having  done  everything  successfully,  oi',  which  God  forbid, 
having  been  obliged  to  leave  the  place  without  having  gained 
your  object,  you  shall  despatch  the  Rhynlant  and  Orangie  with 
their  cargoes  to  Batavia  for  which  place  they  have  properly  been 
destined.  You  are  also  to  send  with  them  all  the  necessary  in- 
formation regarding  the  situation  of  Mosambique  and  the  further 
occurrences  there. 

They  are  to  be  detained  by  you  as  briefly  as  possible,  as  their 
cargoes  are  much  required  at  Batavia  to  which  they  are  to  proceed 
direct. 

During  your  presence  at  Mosambique  you  shall  manage  the 
catering  very  carefully,  carefully  keeping  account  of  the  consump- 
tion. Should  fresh  provisions  be  obtainable  there  and  fishing  be 
possible,  you  shall  avail  yourselves  of  the  same  for  the  sake  of  the 
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health  of  the  men,  thus  sparing  the  salt  provisions,  which  are  very 
welcome  in  India. 

It  is  beh’eved  that  a large  trade  in  ivory  and  gold  is  carried  on 
at  Mosambique.  You  shall  inform  yourselves  exactly  of  every- 
thing and  take  care  that  it  falls  into  our  hands. 

We  give  you  no  merchandise  for  traffic,  as  we  do  not  know 
«vhat  is  desired  there,  or  whether  we  are  able  to  send  any  wares 
thither  that  would  be  acceptable  there. 

You  will  therefore  in  the  meanwhile  have  to  get  on  the  best 
way  you  can,  and  at  the  same  time  send  a requisition  for  the  best 
liked  articles  to  Suratte  and  Batavia.  Should  there  be  anything 
in  the  cargoes  destined  for  Batavia  which  might  be  profitably  dis- 
posed of  at  Mosambique,  you  may  take  it  out  and  sell  it.  The 
clothing  stuffs  on  board  you  may  also  dispose  of  there  should  the 
chances  be  favourable ; the  rest  may  be  sent  to  the  coast  of  India 
and  Ceylon,  where  it  will  be  sold  to  advantage. 

You  shall  use  all  means  to  prevent  the  natives  in  and  around 
Mosambique  from  being  troubled  or  unjustly  dealt  with,  lest  they 
be  converted  into  enemies,  which  would  be  very  injurious  to  us. 

Whether  the  expedition  be  successful  or  not  the  four  ships  above 
mentioned  are  to  be  despatched  to  the  coast  of  India,  sailing  direct 
to  Wingurla,  where  they  will  be  able  to  hear  from  our  Resident 
there  how  it  is  situated  with  the  affairs  and  arms  of  the  Company 
On  the  said  coast. 

We  have  written  to  the  Governor-Greneral  and  Councillors  of 
India  to  provide  the  vessels  with  sailing  instructions.  No  doubt 
in  August  next  they  will  again  send  a considerable  force  to  the 
coast  of  India,  which,  being  joined  by  the  four  vessels  aforesaid, 
will  be  able  to  accomplish  something  considerable  in  injuring  the 
enemy. 

Hence  we  wish  them,  after  matters  have  been  settled  at  Mosam- 
bique, to  leave  that  place  without  delay.  Much  depends  on  this 
haste,  as  we  do  not  know  what  the  result  of  affairs  between  the 
Portuguese  and  ourselves  here  in  Europe  will  be,  and  whether  the 
peace  negotiations  are  not  still  proceeding.  Should  the  expedition 
be  unsuccessful,  the  Commodore  and  officers  shall  proceed  to  the 
coast  of  India  and  place  themselves  under  the  orders  of  the  com- 
manding officers  there,  provided  that  the  Commodore  shall  take 
his  session  at  the  Council  Board  as  secunde  and  the  Merchant 
Volger  as  the  fourth  in  rank,  or  next  the  person  appointed  by  the 
India  Council  as  secunde. 

The  Council  shall  further  consider  whether  Commodore  de 
Laresse  and  Merchant  Volger  might  not  be  usefully  employed  in 
some  other  way,  and  if  so,  then  to  act  accordingly. 

Should  Mosambique  be  captured  either  the  Vdthoen  or  Waterhoen 
would  be  required  there  for  communication  with  the  different 
places,  carrying  merchandise,  provisions,  &c.  One  of  the  two  sliall 
be  sent  to  the  Cape. 
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The  Velthoen  was  expressly  built  for  the  Cape  trade  with 
Madagascar,  in  eider  to  obtain  rice  at  the  latter  place,  an  it  has 
been  found  that  the  Cape  is  unable  to  provide  for  itself.  For  that 
purpose  we  have  drawn  up  the  necessary  instructions,  which  we 
have  sent  to  the  Cape.  They  contain  _ amongst  others  the  order 
that  a fort  shall  be  built  at  St.  Augustine  in  order  to  he  able  to 
trade  with  more  certainty  and  safety,  but  as  since  then  the  decision 
to  attack  Mosambique  has  been  arrived  at,  we  shall  have  to  consider 
whether  in  case  of  success  such  a Residency  on  Madagascar  will  be 
absolutely  necessary  and  whether  no  more  convenient  place  can 
be  found  on  that  island  for  communication  with  Mosambique  and 

the  Cape.  , , , • i 

When  arrived  at  the  Cape  you  shall  consider  this  matter  ripely 
with  the  Commander  and  Council  there,  with  full  authority  to  act 
as  you  deem  proper  in  the  best  interests  of  the  Company. 

Should  you  resolve  to  establish  that  Residency  tlie  aforesaid 
little  flute,  after  its  return  from  Mosambique,  might  he  employed 
for  the  purpose. 

But  should  the  attack  on  Mosambique  fail,  it  is  our_ order  that 
under  any  circumstances  that  Residency  shall  be  established. 

In  that  case  the  second  flute  shall  be  taken  by  you  to  the  coast 
of  India  in  order  to  be  of  service  to  the  fleet  there. 

We  would  like  to  receive  news  of  your  success  with  the  return 
fleet  leaving  Batavia  in  December  next  (1662),  or  with  the  two 
late  ships.  You  will  therefore  so  arrange  it,  that  previous  to  their 
arrival  at  the  Cape,  there  maj  be  advices  and  letters  ftom  you 
awaiting  them  that  they  may  convey  the  same  at  once  to  us. 
This  may  be  of  great  moment  to  us  and  yourselves. 

We  have  been  informed  that  a vessel  is  being  fltted  out  in 
France  for  the  East  Indies,  under  tlie  command  of  Hubrecht  Hugo, 
ere  this  a merchant  in  the  service  of  our  Company ; and  that  with 
the  intention  of  robbing  the  Mooi  ish  ships  at  or  near  Mocha. 

For  that  purpose  .they  will  no  doubt  make  use  of  our  flags,  and 
endeavour  to  gain  their  object  in  that  way. 

And  as  these  are  matters  of  very  evil  results  and  directly 
contrary  to  the  Placcaten  of  their  High  Mightinesses: — 

Namely,  that  residents  in  this  state,  especially  those  who  have 
been  in  our  service,  and  sworn  in  the  same,  shall  not  proceed  to 
India  in  foreign  ships,  and  what  is  worse,  for  such  a detestable 

purjiose,  1 j.  , 1 i 

We  order  you,  should  you  fall  in  with  that  vessel,  to  take  out 

of  her  the  said  Hubrecht  Hugo  and  all  other  Netherlanders  on 
board  of  her,  in  accordance  with  the  aforesaid  Placcaten,  and  send 
them  to  Batavia,  At  the  same  time  you  shall  draw'  up  such 
statements  as  will  be  valid  before  a court  of  law,  regarding  what 
they  have  already  committed  to  tho  injury  of  the  State  or  the 
Company,  that  they  may  be  properly  tried  at  Batavia. 

To  prevent  all  abuses,  protect  the  rights  of  the  Company,  and 
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maintain  justice,  we  have  appointed  as  Fiscal  to  this  expedition 
. ...  (?).  Whom  you  shall  have  acknowledged  as  such  after 
leaving  the  Cape,  and  assist  ia  every  v.'ay  in  the  exercise  of  his 
duty.  You  shall  also,  when  Mosambique  has  been  taken,  instal 
him  as  such  there.  You  shall  likewise  take  with  you  the 
“ Proponent  ” (Licentiate)  or  Minister  departing  with  these  ships. 

And  that  everything  may  proceed  in  an  orderly  manner,  we  have 
found  good  to  create  a council  consisting  of  the  following  persons 
by  wlicm  theae  our  instructions  shall  be  opened  and  read,  and  who 
shall  act  accordingly.  The  Hon.  Hubrecht  de  Laresse,  Commodore, 
who  shall  convene  the  Council  and  preside  over  it;  the  Commander 
at  the  Cape;  the  Merchant  Willem  Volger;  Captain  Moerlaeh, 
Captain  of  the  Swaluwe ; the  skipper  of  the  Admiral ; the  skipper 
of  the  Vicc-.Vdmiral. 

Having  arrived  near  Mosambique  you  shall  add  to  the  above 
number  the  skipper  of  the  Rear-Admiral,  and  further  such  others 
of  the  ablest  and  most  experienced  officers  as  you  may  select. 

In  case  Commodore  de  Laresse  (which  Hod  forbid),  should  die 
before  the  departure  of  the  expedition  from  the  Cape,  we  appoint  in 
his  place  the  Commander  Herrit  van  Harn,  the  present  commander 
there,  and  in  case  of  his  death,  the  Hon.  Johan  van  Riebeeck 
should  he  still  be  at  the  Cape,  which  we  hope  will  be  the  case,  and 
that  with  the  prospect  of  being  appointed  Governor  of  Mosam- 
bique, in  case  of  a desired  success ; provided  that,  before  his 
departure  from  the  Cape,  he  provides  that  Residency  with  a suitable 
successor  ; returning  however  to  the  Cape,  should  the  expedition  fail. 

The  Hon.  de  Laresse  shall  also,  as  far  as  time  will  permit  him, 
and  without  being  detained  for  the  purpose,  inspect  Cape  affairs  as 
our  Commissioner,  and  do  everything  that  is  incumbent  on  a good 
commissioner.  For  that  purpose  he  has  received  separate  instruc- 
tions such  as  have  before  this  been  given  to  his  predecessors,  as  far 
as  they  are  applicable  to  present  circumstances. 

The  Commander  and  Council  at  the  Cape  are  to  acknowledge 
him  as  such,  &c. 

Further,  we  urge  on  you  collectively  and  individually  to  promote 
the  true  interests  of  the  Co.mpany  in  every  way,  and  act  as  your 
duty  requires,  and  you  will  have  afterwards  to  account  for. 

Have  prayers  rea.d  morning  and  evening  on  board,  and  a sermon 
also  on  Sundays  whenever  it  is  convenient.  Take  particular  care 
that  the  name  of  God  is  not  profaned,  or  any  other  wickedness 
committed,  that  you  may  retain  the  blessing  of  God. 

Administer  good  justice  according  to  the  general  articul  hriejf. 
Maintain  good  discipline  among  tiie  men,  and  be  yourselves  in 
every  way  good  examples  of  a model  and  irreproachable  life. 

Breaking  off  now,  we  commend  you  with  our  farewell,  to  the 
gracious  protection  of  the  Most  High ; Whom  it  may  please  to 
bless  the  Company’s  arms  with  victory  under  your  direction,  to  the 
injury  of  our  enemies. 


1G32. 
28  th  F.  b. 
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1662. 
28th  Feb. 


1662. 

31st  March. 


1662. 

9th  April. 


Thus  done,  resolved  and  signed  at  the  Hague  this  28th  day  of 
February,  1662. 

Agrees  with  the  original. 

(Signed)  P.  van  Dam. 


From  the  Seventeen  at  Amsterdam.] 

“The  letters  of  the  15th  December,  1660,  and  January,  1661, 
to  you  from  the  Governor-Gleneral  and  Councillors  of  India  we 
have  read  and  examined,  and  found  various  good  orders  in  them, 
very  much  agreeing  with  our  own  intentions,  as  you  will  see  from 
our  previous  letters.  You  are  therefore  to  observe  them. 

In  the  memorandum  drawn  up  by  Commander  van  Riebeeck, 
which  was  to  be  handed  to  you  (Qerrit  van  Harn)  for  your  in- 
formation, we  read  that  you  were  strongly  urged  to  maintain  good 
friendship  with  the  Hottentoos  and  other  natives,  to  treat  them 
well,  and  to  prevent  our  people  from  troubling  them  in  any  way. 
This  for  many  reasons  we  declare  also  to  he  our  object,  and  you 
will  therefore  do  well  to  act  accordingly,  and  also  bear  in  mind 
the  other  points  referred  to  in  that  memorandum,  as  they  have 
been  successively  mentioned  and  ordered  by  us  in  our  letters. 

We  would  again  advise  you  to  clear  the  roadstead  ; the  more  so 
as  it  has  appeared  from  the  written  report  of  the  Hon.  Frisius 
that  when  the  return  fleet  was  there  many  of  their  cables  were 
seriously  injured  by  the  many  anchors  which  had  iu  course  of 
time  been  lost  there.  . . .” 


(Riebeeok’s  own  handwriting.)  Altered  secret  signal  for  the 
1st  and  2nd  squadron  calling  at  the  Cape  in  the  beginning  of  the 
year  1663,  as  well  as  for  the  outward  bound. 

Should,  as  we  hope,  everything  be  safe  in  Table  Bay,  a dis- 
tinguishable Prince's  flag  shall  be  hoisted  on  Robben  Island, 
should  any  vessel  or  vessels  be  in  sight,  until  they  have  passed  the 
island. 

And  should  there  be  any  galiot,  yacht  or  flute  at  hand,  which 
might  be  spared  without  inconvenience,  it  shall,  as  was  done  this 
season,  cruise  outside,  out  of  sight  between  the  furthest  point  of 
the  Cape  and  Table  Bay  with  letters  of  advice  to  the  vessels  for 
which  it  cruises. 

In  the  Fort  “ Good  Hope,”  the  9th  April,  1662. 

(Signed)  J.  v.  Riebheck. 

„ Zacharias  Wagenaer. 
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From  Batavia.] 

“ Ships’  Affairs. — Hope  that  the  outward  bound  will  arrive  soon, 
as  we  are  in  want  of  many  things,  and  since  the  departure  of  the 
last  two  ships  the  very  sad  news  has  reached  us  that  our  people 
were  compelled  by  agreement  on  the  1st  of  February  last  to  sur- 
render to  the  Mandarin  Coxinja  the  Company’s  precious  and 
valuable  castle  Zeelandia  at  Tayouan  with  a treasure  of  about  12 
tons  of  gold  in  real  effects  which  it  contained,  as  heavy  a loss  as 
the  Company  has  ever  suffered  in  this  part  of  the  world  at  one 
time  in  its  means  and  reputation,  and  from  which  she  will  with 
difficulty  recover.  In  consequence  of  this  one  of  the  chief  mem- 
bers of  their  Grovernment  has  been  dismissed.  Grod  save  the 
Company  from  similar  heavy  disasters  and  bless  the  means  to  be 
employed  for  revenging  ourselves,  persecuting  and  subduing  our 
tyrannical  enemy. 

That  the  Directors  may  as  soon  as  possible  be  informed  of  this 
heavy  blow,  and  enabled  to  act  as  necessity  requires,  we  have  sent 
an  extra  vessel  home  for  the  purpose,  viz.,  the  flute  Spreemv,  which 
will  leave  to-morrow  with  a cargo  of  f62881.3.5  ; and  as  it  is  too 
late  to  take  the  N.  course,  she  will  have  to  pass  through  the 
channel.  But  as  we  do  not  know  how  matters  stand  between  our 
country  and  England,  we  have  ordered  her  first  to  call  at  St. 
Martin  in  France  for  information  on  this  point,  so  that  she  may 
either  proceed  or  remain  there,  sending  home  their  despatches 
overland  in  duplicate.  But  if  you  know  at  the  Cape  that  we  are 
still  at  peace  with  that  nation,  you  may  cancel  this  order  and  tell 
the  officers  that  they  need  not  call  at  St.  Martin,  but  proceed 
home  direct ; forbidding  them  however  expressly  not  to  call  at  any 
English  port.  For  that  we  have  promised  the  crew  two  months’ 
pay.  And  however  well  allied  with  the  English  it  will  be  better 
(should  necessity  not  compel  you)  that  our  men  should  prefer 
French  ports.  This  we  have  instructed  them  to  do.  After  she 
has  been  refreshed  at  the  Cape  you  shall  at  once  despatch  her. 


(Signed)  Joan  Maetsbyker,  &c. 


Duplicate  of  the  above. 


Contract  between  the  Company  and  Jacob  Alofsz  :] 

The  latter  undertakes  to  supply  a hooker  of  40  lasts,  and  water- 
tight, &G.,  well  furnished  with  tackle,  provisions,  &c.,  and  manned 
with  a crew  of  eleven,  three  of  which  are  to  have  a good  knowledge 
of  fishing  for  anchors.  The  vessel  to  proceed  to  the  Cape  to 


1662. 

22nd  April. 


1662. 

21st  April. 

1662. 
9tli  Sept, 
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1662. 
9tli  Sept. 


clear  the  bay  of  anchors,  guns,  &c.,  which  are  at  present  a great 
inconvenience  to  the  ships  anchoring  there.  The  vessel  to  remain 
there  as  long  as  the  Cape  Commander  deems  necessary.  The  boat 
to  he  paid  at  the  rate  of  f750  per  month,  according  to  the  almanac, 
payment  to  commence  when  she  has  left  the  Texel  or  the  Ylie  and 
passed  the  last  buoys ; should  the  vessel  be  lost  during  the  voyage 
the  Company  shall  not  be  held  responsible  for  the  charter  or  cargo, 
but  should  she  be  lost  when  in  service  at  the  Cape  the  Company 
shall  only  pay  for  the  hire  of  the  vessel  and  the  victuals  of  tiie 
crew,  at  the  rate  of  f432  per  month,  reckoning  from  her  departure 
from  Holland  to  the  day  of  her  loss.  Should  she  he  lost  or 
captured  on  her  return  voyage,  after  liaving  performed  her  work, 
the  lessor  shall  not  be  entitled  to  any  further  hire  or  victuals  for 
the  men  later  than  the  day  of  his  departure  from  the  Cape. 

Of  all  the  anchors,  &c.,  fished  up  the  lessor  shall  have  two- thirds 
of  the  value,  provided  that  the  Company  take  the  whole  over  at 
the  Cape,  when  it  will  he  paid  for  here  at  the  following  rates ; — 

For  anchors  and  guns,  good  and  bad,  on  an  average  f7  per  100 
lbs.,  and  for  metal  guns  MO  per  100  lbs.  Cables,  &e.,  that  may 
also  be  recovered,  will  be  paid  for  here  in  proportion,  according 
to  the  price  arranged  at  the  Cape  by  the  Commander  and  the 
lessor. 

All  valuable  and  fine  stuffs  that  may  be  recovered  shall  be  seot 
over  at  once  and  well  sealed,  iu  order  to  be  opened  here  in  presence 
of  the  lessor,  valued  and  paid  out  as  above. 

Should  any  vessel  or  vessels  he  wrecked  during  his  presence  at 
the  Cape,  the  lessor  shall  do  his  best  to  save  the  cargoes,  &o.,  aud 
further  be  at  the  service  of  the  Company,  who  will  reward  him  at 
discretion. 

Those  of  the  boat  shall  not  take  with  them  hence  any  merchan- 
dise, or  bring  hither  any  thence,  on  pain  of  forfeiture  of  all  their 
pay  as  well  as  their  share  of  the  premium,  besides  arbitrary 
correction.  Orders  will  therefore  be  sent  to  the  Cape  to  advance 
money  to  the  men  on  account,  as  much  as  they  may  be  in 
need  of. 

Should  the  Company  require  the  boat  for  any  other  purpose, 
say  for  five  or  six  weeks,  she  shall  be  used  for  the  purpose  and 
paid  at  the  stipulated  rates. 

The  lessor  is  allowed  to  take  with  him  in  addition  to  the  crew  of 
eleven,  three  others  to  catch  seals  and  to  convey  home  with  him 
the  oil  and  skins,  but  no  merchandise. 

Should  the  boat  be  lost  daring  the  home  voyage  the  charterers 
undertake  to  pay  to  the  lessor  the  premium  on  what  he  has  fished 
up  or  obtained. 

This  contract  signed  by  both  parties  at  Amsterdam  on  the  9th 
September,  1662. 


Agrees  (signed)  P.  van  Dam. 
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From  the  Seventeen  at  Amsterdam.] 

Though  in  our  previous  despatch  we  said  that  on  a suitable 
occasion  you  were  to  make  a fresh  attempt  to  look  for  “ St.  Helena 
Nova,”  we  now,  in  this  our  secret  one,]will  state  our..'_^meaning 
more  fully. 

As  you  will  gather  from  our  nrevious  letters,  as  soon  as  the 
English  had  taken  possession  of  old  St.  Helena,  we  had  our  eye 
on  the  aforesaid  (new)  Island,  so  that  our  ships,  in  case  of  being 
blown  beyond  the  Cape  by  storms,  &c.,  might  there  find  a 
“ rendezvous  ” and  refreshment  place.  But  we  have  not  yet 
found  it,  as  it  was  marked  on  a wrong  latitude.  And  as  affairs 
between  Portugal  and  our  State  at  present  are  such  that  it  is  still 
uncertain  when  the  mutual  ratifications  will  be  exchanged,  so  that 
we  still  have  three  months  to  act,  we  decided  to  make  use  of  that 
time  to  see  whether  we  could  not  make  ourselves  masters  of  the 
aforesaid  Island. 

We  believed  that  this  miglit  be  done  without  much  delay,  by  the 
ordinary  return  fleet.  Hence  we  ordered  the  officers,  after  their 
departure  from  the  Cape,  to  take  their  course  thither,  in  order  to 
search  for  it  on  the  spot  supposed,  in  order,  if  possible,  to  make 
themselves  masters  of  it,  and  garrison  it  for  the  Company.  And 
as  some  men  and  necessaries  such  as  victuals,  ammunitions  of 
war,  &c.,  will  be  required  for  the  purpose,  they  shall  be  taken 
with  you  from  the  Cape,  and  conveyed  in  the  galiot  which  the 
Amsterdam  Chamber  will  send  you  for  the  purpose,  should  you 
already  have  sent  the  Zeeridderken  to  Batavia.  We  do  not 
believe  that  the  fortresses  on  that  Island  are"^so  strong]that  the 
squadron  will  not  be  able  to  overpower  them. 

The  garrison  for  that  place  may  be  made  to  consist  of  50  or  60 
men,  as  the  case  may  require.  They  will  be  quite  sufficient  to 
repel  one  or  two  Portuguese  ships,  which  would  have  little  know- 
ledge of  our  having  taken  possession.  Likely  that  nation  has 
provided  the  place  with  artillery,  but  should  this  not  bf)  the^pase 
some  must  be  lauded  from  the  ships — as  much  as  may  be  deemed 
necessary  for  the  defence  of  the  fort  existing  there,  or  still  to  be 
erected.  Without  unnecessarily  delaying  the  fleet,  the  place  shall 
he  fortified  as  much  as  may  he  deemed  necessary.  As  Commander 
of  the  same,  you  may  take  thither  with  you  the  junior  merchant 
and  second  person  at  the  Cape,  Poeloff  de  Man  ; or  in  case  of  liis 
departure  or  death , such  other  person  as  may  be  deemed  fit  for  the 
post.  ‘ And  as  such  new  garrisons  generally  require  many 
necessaries,  which  are  to  be  conveyed  to  them  from  the  Cape,  the 
aforesaid  galiot  may  with  others  be  retained  for  the”purpose.  In 
that  case  you  may  dispense  with  the  Zeeridderken,  unless  you  think 
it  necessary  to  despatch  her  to  Madagascar  for  a cargo  of  rice. 
Should  this,  however,  not  he  necessary,  she  must  beMespatched  to 
Batavia  without  delay,  in  Older  to  be  employed  next  year  in  the 
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1662. 

14th  Sept. 


1662. 
17th  Sept. 


Tayouan  waters,  as  those  there  are  very  likely  in  want  of  such 
small  vessels. 

On  the  receipt  of  this  you  shall  at  once  take  out  from  the  passing 
ships  as  many  men  and  provisions  as  may  be  necessary  for  the 
aforesaid  garrison. 

You  shall  communicate  this  to  no  one  except  to  those  whom  you 
may  judge  it  to  be  necessary,  that  the  object  may  the  better  be 
kept  secret,  and  English  ships  returning  home  may  not  reveal  it  to 
the  Portuguese.  The  inclosed,  addressed  to  the  Commander  and 
officers  of  the  return  fleet,  you  shall  hand  to  them  on  their  arrival 
at  the  Cape.  The  enterprise  has  to  be  undertaken,  even  if  some 
of  the  ships  pass  the  Cape.  ...” 

(Signed)  C.  de  Graaff,  &c. 

From  the  Seventeen  at  Amsterdam.] 

“Our  last  were  dated  31st  March.  . . . Received  your  letters 
of  the  9th  April  last  . . . from  which  it  appears  that  you  are 
living  in  peace  with  the  natives.  This  should  be  done  as  long  as 
possible,  as  neither  war  nor  any  other  troubles  will  do  us  any  good 
there.  Nothing  unreasonable  should  be  required  of  them,  and 
they  should  be  protected  from  all  injustice,  rather  passing  over 
what  is  not  too  intolerable,  than  that  you  should,  so  to  say,  put  on 
a coat  of  mail.  At  the  same  time  be  continually  on  your  guard. 

Our  displeasure  with  the  high  prices  fixed  by  you  on  various 
food  stuffs  does  not,  as  you  conjecture,  refer  to  such  victuals  as 
the  freemen  may  buy  from  the  Company,  but  to  those  which  the 
freemen  may  buy  among  themselves,  as  we  are  of  opinion  that  it 
is  too  irksome  for  the  burghers  to  pay  as  much  as  mentioned  in 
the  list,  whilst  the  seller  could  sell  for  less  and  have  a large  profit. 

What  grand  reports  have  reached  us  regarding  the  facilities  of 
the  country  and  wheat  culture  at  the  Cape  ! Yea,  it  has  even  been 
said  that  it  could  feed  India,  but  how  bad  has  been  the  case  lately, 
so  that  you  have  not  been  able  to  provide  even  for  your  own 
necessities  ! This  course  of  action  by  no  means  edifies  us,  so  that 
henceforth  we  expect  you  to  serve  us  with  trustworthy  reports. 
Whether  it  will  be  better  with  the  olive  trees  and  vineyards,  of 
which  you  boast  so  much,  we  shall  await  your  reply  to.  The  land 
journeys  also  have  hitherto  been  no  great  success,  nevertheless 
they  are  to  be  continued,  with  the  hope  of  reaching  the  cities  to 
the  East  of  the  Cape. 

From  your  letters  you  seem  to  have  a thread  in  hand,  with 
which|to  search  for  the  clue,  which,  if  found,  may  produce  some- 
thing^profitable. 

The  secret  signal  we  have  received,  and  shall  make  use  of  it  in 
case  of  necessity. 
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The  red  and  yellow  pigments  sent  us  last  year  do  not  appear  to 
be  of  much  value ; however,  we  laud  your  zeal  in  investigating 
everything,  and  sending  to  us  whatever  you  find  there,  that 
we  may  discover  whether  there  is  anything  in  it,  as  you  may 
otherwise  remain  in  ignorance  of  its  value. 

We  do  not  consider  it  inexpedient  if  you  were  once  more  to 
make  an  effort  to  discover  St.  Helena  Nova  by  the  despatch  of  a 
third  expedition.  According  to  the  statement  of  the  ship’s 
carpenter  at  Batavia,  mentioned  in  your  letters,  it  is  not  situated 
in  the  same  latitude  as  old  St.  Helena,  but  fully  half  a degree 
more  southerly  ; further,  that  it  is  a low  and  fiat  country  without 
mountains  or  hills,  not  visible  beyond  three  or  four  miles  at  sea, 
as  has  been  more  fully  explained  to  you  by  the  Grovemor-Q-eneral 
and  Councillors  of  India  in  their  letters  of  the  17th  November 
last  year,  which  letter  also  mentions  the  conveniences  of  that 
Island. 

You  mention  that  the  wreck  of  the  French  ship,  the  Mareschal, 
ca,ught  fire  during  the  night  and  was  burnt  down  to  the  keel, 
without  any  one  knowing  how  it  happened.  The  14  iron  guns 
which  you  say  are  lying  in  what  is  left  of  her,  you  are  to  take  good 
care  of  until  further  orders — that  is,  as  many  as  you  can  recover, 
of  which  you  are  to  give  us  notice.  Also  mention  the  calibre,  as 
well  as  that  of  the  10  others  landed  by  the  French  themselves. 
We  shall  then  be  able  to  tell  you  what  to  do.  The  iron  work, 
recovered  from  the  wreck,  you  may  use  as  far  as  required. 

Until  further  orders  your  garrison  shall  not  consist  of  more 
than  120  men ; yea,  if  possible,  of  even  less,  especially  as  we  are 
now  about  to  be  at  peace  with  all  European  nations.  Should  in 
the  meanwhile  any  difficulty  arise,  which  God  forbid,  we  shall  at 
once  let  you  know,  with  authority  to  strengthen  your  garrison 
with  drafts  from  the  ships.  The  establishment  must  be  kept 
within  very  confined  limits  there,  otherwise  the  expenditure  will 
become  too  heavy. 

For  the  reasons  adduced  by  you,  we  can  understand  that  the 
occupation  of  Saldanha  Bay  and  the  building  of  a fort  there,  are 
entirely  unnecessary. 

The  soundings,  &c.,  to  the  East  of  Dassen  Island  we  intend  to 
give  the  outward  bound  in  copy  to  make  use  of  them  when 
necessary.  The  Island  might  be  of  service  as  a rendezvous  to  the 
return  fleet,  if  compelled  by  storms  to  pass  the  Cape  and  unable 
to  make  Table  Bay ; but  you  must  once  more  investigate  whether 
under  such  circumstances  heavy  ships  may  safely  ride  at  anchor 
there,  informing  us  and  the  Batavia  Board  in  exact  terms  of  the 
result. 

As  the  Governor- General  and  Councillors  of  India  have  been 
pleased  to  appoint  as  successor  to  the  Hon.  Jan  van  Eiebeeck,  and 
to  despatch  him  as  such  to  the  Cape,  the  H^on.  Zacharias  \V agenaer, 
who  has  already  arrived  there  for  that  purpose,  we  have  approved 
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of  the  appointment,  and  confirm  him  by  this  in  his  office,  with  the 
same  pay  lately  drawn  hy  his  predecessor,  viz.,  fl30  per  month, 
provided  that  he  hinds  himself  for  five  years  longer,  reckoned  from 
the  day  of  his  arrival  at  the  Cape.  Should  he  accept  our  terms, 
we  wish  him  much  good  fortune  in  his  appointment. 

As  the  clearing  of  Table  Bay  of  anchors  is  done  hy  our  own  naen, 
who  do  not  have  the  best  knowledge  of  the  work,  so  that  much  time 
will  be  consumed  and  much  expense  incurred,  we  have  decided  to 
entrust  the  work  to  persons  well  experienced  in  fishing  for  anchors, 
guns,  and  other  goods,  even  to  the  deptn  of  10  or  12  fathoms ; 
yea,  even  if  they  are  imbedded  in  the  sand.  We  have  made  a 
contract  with  them  (see  above)  as  the  annexed  copy  will  show. 
As  soon  as  the  men  arrive  with  their  hooker  at  the  Cape,  they  are 
at  once  to  be  put  to  work,  so  that  they  do  not  waste  time.  As 
we  have  been  assured  they  know  how  to  recover  guns,  cables,  &c., 
out  of  wrecks,  though  the  latter  are  covered  some  feet  with  sand, 
it  is  possible  that  they  may  recover  a great  deal  out  of 
ships  formerly  wrecked  there.  This  would  very  much  lessen  our 
expenditure  now  being  incurred.  We  have  advanced  the  con- 
tractor two  months’  pay  for  his  men  as  well  as  provisions  for  two 
months,  amounting  together  to  f432  per  month,  or  a grand  total 
of  f864.  This  you  are  to  remember,  as  well  as  take  a receipt  from 
the  skipper  for  whatever  necessaries  he  may  apply  for,  that  it  may 
serve  at  the  final  settlement.  We  expect  to  hear  from  you  what 
they  have  done. 

The  equipage  to  he  sent  to  India  before  and  after  the  winter 
will  consist  of  20  vessels;  12  of  them  are  at  present  in  this 
country,  the  other  8 the  respective  Chambers  will  have  to  find, 
that  they  may  be  ready  before  next  spring,  among  them  a gahot 
destined  for  the  Cape.  They  will  convey  to  India  aoout  2,900 
men. 


The  Chamber  Amsterdam  will  supply — 


The  Maarseveen 

with 

. . 300 

men. 

„ Oyeraer 

>5 

. . 175 

55 

,,  Burger  dam 

J) 

. . 150 

95 

,,  Buyckslooi 

J? 

75 

99 

,,  Nieuwendam 

?) 

• • 40 

99 

A large  flute 

59 

. . 175 

99 

Another  large  flute 

95 

. . 175 

91 

A pinnace  or  square  stern  vessel 

59 

. . 150 

99 

The  Chamber  Zealand  will  supply — 


The  Princesse,  Royael 

with 

. . 300  men. 

„ Rammekenn 

99 

. . 150  „ 

„ Canneelhoom 

99 

..  100  „ 

A large  flute 

99 

. . 175  „ 
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The  Delft  Chamber  will  supply — 
i’he  Phcenix  with  . . 250  men. 

A pinnace  „ . . 150  „ 400 

The  Rotterdam  Chamber  will  supply — 

The  Ryswyck  with  . . 55  men. 

A pinnace  „ . . 150  „ 205 

The  Hoorn  Chamber  will  supply — 

A large  flute  with  . . 175  men  175 

The  Enckhuyser  Chamber  will  supply — 

The  Elsenburgh  with  . . 50  men. 

„ Hoochcaspel  „ . . 50 

A small  flute  „ . . 50  ’’  150 


Total  . . 2,895  men. 

Grod  grant  that  these  vessels  may  arrive  safely  among  you,  and 
that  on  their  arrival  you  may  have  sufficient  refreshment  and 
cattle  for  them  ...”  Agrees  with  the  original. 

(Signed)  P.  v.  Dam. 


From  the  Seventeen  at  Amsterdam.] 
Original  copy  of  the  preceding  despatch. 


From  the  Amsterdam  Chamber.] 

The  annexed  letter  of  the  Chamber  of  Seventeen  deals  circum- 
stantially with  Cape  affairs,  and  is  sent  to  you  for  your  information, 
so  that  we  have  only  to  add  that  the  galiot  De  Vliegh  will  be 
ready  to  leave  in  a few  days.  She  has  been  equipped  for  your 
service.  The  hooker  Marseveen  will  soon  follow,  to  be  followed  by 
the  Oyevaer  and  Durgerdam  with  the  fresh  meat  (bet  Verse  Vlees). 

The  treaty  between  England  and  this  State  has,  according  to 
the  letters  received  yesterday,  been  at  last  concluded  and 
signed  ...” 

(Signed)  Johan  Hulst,  &c. 


From  the  Seventeen  at  Amsterdam.] 
Triplicate  copy — see  above. 


17th  Sept. 


1662. 

17th  Sept. 
1662. 

19th  Sept. 
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18th  Sept.  Quadruplicate  of  the  above. 

Instructions  to  the  Commander  and  officers  of  the  return  fleet 
leaving  Batavia  in  December  next.  “ The  vessels  to  keep  together, 
and  if  necessary,  to  take  their  course  through  the  channel ; they  are 
to  beware  of  calling  at  any  English  or  French  port  in  order  to 
avoid  the  danger  of  arrest  and  the  anxiety  naturally  resulting 
therefrom.  Only  in  extreme  need  they  may  do  so,  but  are  to 
take  good  care  that  they  do  not  anchor  under  any  fort,  or  within 

the  reach  of  any  guns.  ^ , -o  j i.i 

As  the  English  have  taken  possession  of  and  fortined  tnem- 
selves  on  St.  Helena,  you  shall  pass  that  island,  if  not  necessitated 
to  call  there.  In  the  latter  case  you  are  to  be  very  prudent  ^d 
not  trust  too  many  of  your  men  on  shore,  as  they  pretend  that 
they  have  been  insulted  by  us  on  various  occasions,  though  with- 
out any  reason,  so  that  they  will  take  their  chance  when  they  can. 

Your  cables  are  to  be  well  attended  to,  and  on  nearing  the 
Fatherland  the  parts  that  appear  to  be  damaged  are  to  be  cut  oil. 
During  the  voyage  they  are  not  to  be  neglected  in  any  way. 

'J  hose  who  have  been  found  careless  in  this  respect  to  be  held 
responsible  for,  and  pay  the  damage. 

Subject  to  the  same  penalty,  you  shall  take  over  from  the 
cruisers  ofi  Shetland  or  the  galiots  despatched  for  the  purpose  the 
cables  sent  to  you,  which  are  at  once  to  be  attached  to  the  anchors 
that  are  to  be  used  on  your  arrival.  Ypu  shall  also  have  the 
sheet  anchor  always  ready  to  make  use  of  in  case  of  necessity. 

The  boats  are  also  to  be  well  cared  for  and  kept  in  proper 
repair,  especially  when  nearing  the  land.  We  find  that  great 
carelessness  has  been  shown  in  this.  Offenders  will  therefore 
forfeit  the  pay  which  they  have  earned  during  the  return  voyage. 

When  the  ships  arrive,  we  often  observe  great  wantonness 
among  the  men,  from  which  great  misfortunes  may  often  result. 
To  prevent  this,  we  have  formulated  a placcaat  which  we  have 
sent  to  the  Governor-Oeneral  and  Councillors  at  Batavia,  with 
orders  that  after  it  has  been  publicly  read,  it  shall  be  affixed 
the  masts  of  the  vessels.  We  do  not  doubt  that  this  will  be 

properly  done  ...”  ^ ^ p 

(Signed)  C.  de  Graaff,  &c. 


1662.  The  original  of  the  preceding  instructions. 

18th  Sept. 

From  Amsterdam.] 

1662.  “Ships  affairs.  The  ratification  of  the  treaty  with  Portugal 

15th  Nov. 


has  not  yet  been  exchanged. 
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Under  proper  security  we  have  paid  out  to  Andries  de  Man, 
brother  of  the  junior  merchant,  Roeloff  de  Man,  the  sum  of  f400, 
which  according  to  the  evidence  existing  on  the  subject  was 
owing  to  him.  Tou  are  therefore  to  debit  Eoelofi  de  Man  with 
that  amount  . . . ” 


(Signed)  Daniel  Bernard,  &c. 


From  the  Seventeen  at  Amsterdam.] 

“We  expect,  with  God’s  blessing,  something  good  from  the 
expedition  to  Mozambique.  Hence,  in  order  to  keep  our  people 
there  well  supplied,  in  case  we  are  successful,  we  have  decided  to 
ship  in  the  vessels  of  the  Amsterdam  Chamber  which  will  leave 
next  spring  an  extraordinary  supply  of  provisions,  munitions  of 
war,  and  other  necessaries,  in  order,  in  case  of  good  success  to  be 
at  once  sent  to  Mozambique  in  the  galiot  which  will  be  sent  you ; 
should,  however,  the  expedition  fail,  the  galiot  shall  proceed  to 
Batavia  instead.  We  wish  to  pre-advise  you  of  this,  that  you  may 
make  your  arrangements  accordingly  ...” 


(Signed)  P.  van  Dam. 


From  the  Seventeen  at  Amsterdam.] 

“ Eeceived  your  letter  of  the  10th  August  last  . . . 

It  pleased  us  to  hear  that  everything  at  the  Cape  was  in  a good 
state.  We  shall  look  forward  wi(th  interest  to  the  result  of  the 
expedition  to  the  interior. 

We  also  consider  it  very  good  that  you  are  doing  your  best  to 
obtain  a sufficient  number  of  pigs  as  an  additional  refreshment  for 
the  ships,  as  well  as  to  be  able  to  give  them  some  live  ones  on 
their  departure,  to  be  used  on  the  voyage. 

In  consequence  of  the  crumbling  away  and  consequent  collapse 
of  the  walls  of  the  fort  during  heavy  rains,  which  cause  very 
heavy  expense  and  labour,  when  rebuilt  with  sods  from  time  to 
time,  we  decided  to  authorise  you,  if  it  can  be  done  with  little 
cost,  to  endeavour  in  time  to  mason  them  up  with  stone  right 
from  the  bottom  of  the  canal,  and  the  more  so,  as  you  say  that 
thus  a great  deal  of  more  room  will  be  obtained  inside.  For  this 
purpose  you  will  therefore  provisionally  bring  together  to  the 
works  a quantity  of  stone  and  lime  and  provide  yourselves  with 
workmen  out  of  the  passing  ships,  provided  however  that  the 
number  be  not  too  great,  because  they  are  very  much  wanted  in 
India,  and  their  number  is  generally  very  limited.  Tou  must 
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also  endeavour  to  obtain  slaves  from  Madagascar.  Should,  how- 
ever, on  further  calculation,  you  find  that  the  costs  will  be 
higher  than  you  at  first  thought,  it  will  be  better  to  postpone  the 
aforesaid  work  for  a while  longer.  You  will  therefore  do  well, 
before  commencing  the  work,  to  frame  a further  careful  estimate  of 
the  same,  with  authority,  however,  to  act  as  the  service  may  require. 

The  glass  and  lead  asked  by  you  for  the  windows  we  shall  send 
you  by  first  opportunity. 

The  having  of  a permanent  minister  must  as  yet  be  left  in 
abeyance  for  a while,  especially  as  ministers  successively  pass  the 
Cape  from  Holland  and  India,  who  during  their  stay  there  will  be 
able  to  conduct  the  required  services.  Nevertheless,  as  occasion 
arises,  we  shall  further  attend  to  j our  request  on  this  point. 

Eegarding  the  Houtbay : — Tour  predecessor  has  also  written 
about  it,  so  that  you  will  be  able  to  compare  your  own  opinion 
with  his  to  see  in  how  far  they  agree.  Our  action  in  this  must 
be  certain  and  permanent  before  the  vessels  can  be  given  any 
further  instructions  in  the  matter. 

We  approve  of  it  that  you  have  taken  some  of  the  mutinous 
men  out  of  the  Spreeuw  and  put  on  board  others  in  their  stead, 
and  that  you  provided  her  with  all  necessaries. 

Whereas  the  treaty  of  peace  with  Portugal  has  at  last  been 
ratified  by  their  High  Mightinesses,  we  desire  that  the  design  on 
St.  Helena  Nova  shall  be  stopped,  and  that  for  that  purpose  this 
our  order  shall  be  shown  to  the  Commander  and  Council  of  the 
return  fieet.  We,  however,  greatly  fear  that  the  said  letter  will 
not  reach  them  in  time,  so  that  they  will  have  already  under- 
taken the  exploit,  which  we  certainly  wish  were  otherwise. 

In  order  not  to  detain  these  ships,  we  have  decided  to  buy  the 
bearer,  named  de  Jonker  for  conveying  the  annexed  letter  to 
Batavia.  She  is  a fast  sailer  and  built  for  war.  She  must  there- 
fore be  despatched  by  you  without  unnecessary  delay.  In  order 
to  save  time  she  has  received  dispensation  from  the  strict  order  to 
call  at  the  Cape,  so  that  she  may  not  call.  The  other  vessels,  viz., 
the  Rammckens,  &c.,  left  on  the  28th  November,  &c.  May  Hod 
Almighty  be  their  Conductor.  Four  new  yachts  are  to  be  built 
besides  those  mentioned  in  our  letter  of  the  17th  September  last, 
of  the  same  size  as  the  Nieuwendam,  &c.  Three  are  to  be  supplied 
by  Amsterdam  and  the  fourth  by  Enckhuysen.  . . . You  are 

to  take  care  to  have  refreshments  ready  by  the  time  of  their 
arrival.  . . .” 

(Signed)  H.  Spiegel,  &c. 


From  Batavia.] 

“Since  the  22nd  April  last,  when  the  flute,  the was 
despatched  homewards  with  the  sad  news  of  the  loss  of  Tayouan 
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and  the  Island  Formosa,  the  following  outward  bound  have 
arrived,  Wapen  van  Amsterdam,  &g.  (thirteen  in  number), 

which  brought  us  your  letters  of  the  31st  Jan.,  7th  and  17th  Feb., 
27th  April,  30th  June,  and  10th  August  last.  All  having  been 
read  and  considered  by  us,  we  found  in  detail  the  conditions  of  the 
Cape  described,  as  well  as  the  daily  state  of  the  Company’s  affairs 
there,  which  appear  to  be  favourable  on  the  whole,  as  Commander 
Joan  van  liiebeeck  on  his  arrival  here  in  the  Mars,  also  verbally 
and  in  writing  communicated  to  us.  And  as  the  Hon.  Wagenaer, 
according  to  our  orders,  had  taken  over  from  the  said  Hon.  van 
Eiebeeck  the  command  of  the  Cape  establishment,  after  all  the 
Company’s  effects  had  been  transferred  to  him,  we  wish  him  with 
this  trust  in  every  way  the  prosperous  blessing  of  Grod,  Who  may 
grant  it  that  his  control  of  affairs  may  tend  to  the  greatest  well- 
being of  the  Hon.  Company  there.  The  memorandum  left  behind 
for  him  by  his  predecessor  on  his  departure  will,  on  many  occasions, 
be  a guide  to  him  to  take  the  best  and  most  beneficial  course  at 
the  Cape,  and  obtain  a thorough  knowledge  of  the  manner  in 
which  affairs  there  had  in  former  years  been  managed,  which,  if 
well  understood,  will  explain  the  reasons  why  the  Company 
established  its  present  residency  on  that  African  Promontory,  so 
that  we  do  not  doubt  that  his  Honour  and  the  Council  will  be  able 
to  promote  the  welfare  of  the  Company  as  required,  as  well  as  to 
the  satisfaction  of  our  Lords  Principals ; the  desired  results  of 
which  we  expect.  To  make  the  Cape  appear  more  than  what  it  in 
reality  is,  experience  has  taught  us  to  be  mere  bragging,  which 
has  caused  the  Company  a great  deal  of  unnecessary  expense 
there,  which  would  otherwise  have  been  saved.  We  are  of  opinion 
that  if  everything  there  be  conducted  on  a more  limited  scale,  and 
matters  are  so  managed  that  there  is  always  good  drink  water  for 
the  ships,  as  well  as  fresh  meat  and  vegetables,  and  further,  that  if 
enough  grain  is  sown  there  for  the  sustenance  of  the  establishment, 
without  the  necessity  of  importing  any  from  outside,  the  principal 
object  of  the  Company  at  the  Cape  will  be  realised.  This  you 
shall  principally  keep  before  your  eyes,  as  it  will  give  you  work 
enough  to  do,  as  it  has  been  plainly  seen  that  after  ten  years  this 
object  has  not  yet  been  completely  realised,  which  is  far  indeed 
from  the  great  progress  which  ere  this  we  imagined  to  ourselves. 
Hence  we  soon  expect  better  success  and  more  fruit  there. 

With  pain  we  heard  that  the  valuable  return  fleet  of  last  year 
had,  in  the  latitude  of  St.  Brandon,  been  overtaken  by  a severe 
storm  and  scattered  on  the  11th  February  last,  so  that  only  the 
Marseveen,  Prineesse  Royael,  and  Vogel  Phoenix  had  arrived  with 
slight  damage  at  the  Cape.  This  was  also  communicated  to  us  by 
the  Hon.  Jan  van  der  Laen.  It  was  also  a matter  for  congratula- 
tion that  the  two  ships  last  despatched,  viz.,  the  Angelier  and 
Oyevaer,  made  such  a rapid  voyage  as  to  meet  the  three  aforesaid 
vessels  at  the  Cape,  in  order  to  accompany  them  on  the  further 
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voyage.  We  hoped  that  the  other  four  missing  vessels  would 
have  been  found  at  St.  Helena,  but  the  contrary  has  been  the 
case ; and  this  has  caused  us  great  anxiety,  and  almost  made  us 
believe  that  some  disaster  from  storms  had  befallen  them,  for 
shortly  afterwards — Grod  help  us — we  received  news  from  Ceylon 
that  the  Arnhem  had,  in  the  said  storm,  been  disabled  by  the  loss 
of  her  rudderpin  and  gone  down  with  about  40  or  50  of  her  crew. 
About  12  or  13  men  had  taken  to  the  boats,  of  whom  nothing  was 
further  heard,  but  106  men  had  been  saved  in  the  large  boat  of 
that  vessel.  They  had  taken  their  course  to  Mauritius,  where 
they  had  arrived  after  eight  days’  sail,  to  the  great  surprise  (of 
every  one).  On  the  way  they  had  lost  eight  men  by  death  and 
thrown  overboard  thirteen  alive  that  all  might  not  perish.  This 
must  have  been  a hard  lot  for  those  innocents.  The  skipper  and 
12  other  adventurers  decided  to  navigate  in  the  same  boat  from 
Mauritius  via  Madagascar  to  Ceylon.  Nine  of  them,  after  having 
suffered  indescribable  misery — the  other  four  having  been  murdered 
during  the  passage,  including  the  skipper — fortunately  arrived 
safely  on  the  31st  May  near  the  town  of  Gralle.  The  Covernor, 
Adriaen  van  der  Meyde,  having  been  informed  of  this  mournful 
intelligence,  decided  to  despatch  the  little  flute  Hilversum  to 
Mauritius,  and  take  thence  the  rest  of  the  crew.  We  hope  that 
this  has  been  done  with  good  success.  In  the  meanwhile  there 
unexpectedly  arrived  here  six  persons,  viz.,  a sick  visitor  with  his 
two  sons,  and  three  sailors  of  the  Arnhem,  who  had  come  here  from 
Coromandel,  and  with  14  others  been  taken  away  from  Mauritius 
by  the  little  English  vessel  the  Toerouiv,  on  her  way  from  Surat 
to  England.  But  as  she  could  not  double  the  Cape  she  proceeded 
to  Madagascar,  and  anchored  in  St.  Augustine  Bay  on  the  5th 
August.  Shortly  afterwards  the  small  English  vessel  Madras  also 
anchored  there  and  conveyed  some  of  the  men  to  Coromandel.  As 
her  accommodation  was  limited  she  had  to  leave  14  behind,  with- 
out our  knowing  whether  the  Toerouw  did  not  take  them  to 
Europe.  We  refer  you  for  further  particulars  to  the  annexed 
narrative.  The  loss  of  the  Arnhem  has  not  a little  intensified  our 
anxiety  for  the  other  missing  ships,  and  the  more  so  because  the 
men  of  the  Arnhem,  after  having  travelled  across  the  whole  of 
Mauritius,  did  not  find  in  any  of  the  harbours  a single  sign  of  our 
ships,  nor  were  the  latter  found  in  the  Bay  of  St.  Augustine.  It 
is  therefore  very  doubtful  whether  they  have  passed  the  Cape  or 
not.  God  grant  that  we  may  hear  of  their  safety ! Should,  as 
you  intended,  the  Zeeridderken  have  been  despatched  to  this,  via 
Madagascar  and  Mauritius,  we  may  be  informed  whether  in  any 
of  the  bays  and  harbours  of  that  large  island  the  aforesaid  missing 
ships  have  been  heard  of ; but  we  have  a sickly  feeling  about  it, 
so  that  the  Zeeridderken  may  very  probably  make  a fruitless 
voyage  thither.  Time  will  soon  reveal  it. 

The  letters  of  the  officers  have  told  us  what  troubles  and 


213 


adversities  the  flute  de  Spreeuw  had  to  contend  with  during 
her  voyage  to  the  Oape.  The  storms  which  she  encountered  were 
very  dreadful ; nothing  like  them  were  ever  heard  of  before.  It 
was  fortunate  that  you  were  able  to  repair  her  damages,  so  that 
she  could  safely  proceed  home,  where  we  trust  she  has  arrived 
safely  without  further  misadventure. 

Considering  your  requisition,  we  find  it  burdened  with  45  or  50 
lasts  of  rice.  This  quantity  cannot  very  well  be  stowed  away  in 
the  return  ships ; moreover,  experience  has  taught  us  that  if  the 
Cape  necessaries  are  divided  among  so  many  ships,  not  all  reach 
their  destination  (te  recht  komen).  Besides,  there  is  the  danger 
that  some  ships  may  pass  the  Cape,  when  you  will  be  disappointed. 
Hence,  we  decided  to  despatch  to  you  this  year,  in  company  of 
the  return  fleet,  the  fast  sailing  little  flute  De  Meesje,  with 
(?)  lasts  of  rice  for  the  Cape,  as  she  is  of  more  than  100  lasts 
burden.  You  will  therefore  be  abundantly  supplied  for  two 
years.  Regarding  the  consiunption,  you  must  in  time  attend  to 
it,  as  it  will  be  too  expensive  for  the  Company  to  send  annually  an 
express  vessel  from  this  to  the  Cape  for  that  purpose. 

The  invoice  will  tell  you  what  other  goods  the  Mees  takes  to 
the  Cape.  For  all  you  will  properly  credit  the  general  Company 
in  your  books,  as  well  as  for  the  two  cases  with  Faro  stockings 
and  English  serges  sent  you  from  home  with  the  Calff  and 
.4  but  conveyed  hither  by  mistake  instead  of  two  cases 

with  trumpets  and  helmets. 

The  three  declarations  regarding  the  deficit  in  the  calicos 
(lijwaten)  having  been  examined,  we  found  not  properly  made, 
because  they  do  not  state  when  the  parcels  were  opened,  or  w^hether 
they  were  in  good  or  bad  order  on  the  outside,  for  if  there  were 
any  signs  that  the  bales  had  been  cut  open  and  again  sewn  up, 
the  subscribers  to  the  enclosed  notes  can  not  legally  be  held 
responsible  for  the  deficit ; but  if  the  seals  and  coverings  were 
uninjured,  then  only  there  would  be  reason  to  charge  them. 

In  future  you  will  have  to  bear  this  in  mind,  so  that  the 
declarations  may  fully  show  how  the  parcels  were  conditioned 
outside,  that  through  carelessness  no  injustice  be  done  to  anyone. 

The  return  fleet  for  1663  will  consist  of  Het  Wapen  van 
Amsterdam,  &,G.  (eight  in  number) . It  will  be  under  the  com- 
mand of  the  IHon.  Herman  Clencke  van  Odesse,  late  Advocate- 
Fiscal  of  India.  You  are  earnestly  admonished  to  supply  the 
crews  abundantly  with  refreshments,  tbat  they  may  proceed  on 
their  voyage  in  strong  health.  The  Hon.  Clencke  has  been  com- 
missioned, as  far  as  he  may  have  time  and  opportunity,  to  inspect 
Cape  affairs,  and  report  the  result  to  the  Directors.  You  shall 
therefore  acknowledge  and  respect  him  as  such,  and  render  him 
such  information  as  will  be  necessary  to  enable  him  to  carry  out 
his  commission. 

With  yoUj  we  are  of  opinion  that  25  good  Chinamen  will  better 
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promote  agriculture  at  the  Cape  than  50  of  our  present  lazy  and 
unwilling  agriculturists.  But  we  do  not  see  a chance  of  supplying 
you  with  any,  as  they  cannot  be  induced  in  a friendly  way  to  pro- 
ceed thither,  apparently  not  liking  the  idea.  To  compel  them  by 
force  would  not  he  right.  Nor  have  we  too  many  Chinese  here 
however,  should  it  happen  that  some  prisoners  of  that  nation 
should  fall  into  our  hands  in  the  North,  we  shall  be  prepared  to 
send  you  a good  number.  This  we  will  hear  in  mind.  To  the 
said  North  we  sent  in  the  months  of  June  and  July,  under  the 
command  of  Balthasar  Bordt,  against  the  robber  Coxinja,  a naval 
force  of  12  ship,  with  500  men,  who  have  all,  thack  Grod,  safely 
arrived  in  the  Bay  of  Hockzien,  under  the  Dominion  of  the 
Tartars,  where  they  were  well  received.  There  appeared  to  be 
good  prospects  for  entering  into  an  alliance  with  that  nation. 
In  the  meanwhile  our  people  have  already  done  much  mischief  on 
the  coast  to  the  subjects  of  Coxinja,  who  is  said  to  be  dead,  by  the 
destruction  of  their  junks  and  their  vessels  at  sea,  besides  by  in- 
vasions on  land.  A careful  lookout  is  kept  on  the  junks  coming 
from  Japan,  so  that  we  hope  that  the  Company  will  obtain  a rich 
booty  from  them. 

A large  naval  force  has  also  been  sent  to  the  coast  of  India  in 
order  to  do  as  much  harm  as  possible  to  the  Portuguese.  Our 
army  was  again  encamped  before  the  great  and  strong  town  of 
Coutchin,  of  which  we  soon  hope  to  he  masters  by  the  blessing  of 
God,  and  also  make  further  progress  with  the  same  forces.  Of  the 
expedition  against  Mozambique  we  have  not  yet  received  the 
slightest  intelligence.  God  grant  that  we  may  soon  hear  that  it 
has  been  successful. 

As  we  believe  that  you  do  not  require  this  flute,  the  Meese, 
and  that  you  can  do  all  your  work  with  the  little  Velthoen,  you 
shall,  as  soon  as  possible,  send  the  Meesje  hack  to  us,  as  vessels  of 
her  light  draught  are  much  required  here,  . . . ” 

(Signed)  Joan  Maetsuvcker,  &c. 

From  the  Seventeen  at  Amsterdam.] 

“ The  Spreeuw,  after  a very  stormy  passage,  brought  yours  of 
the  10  th  August  last.  . . .We  were  pleased  to  hear  that 

everything  was  still  in  good  condition  at  the  Cape.  We  shall 
anxiously  await  the  result  of  the  expedition  to  the  interior. 

We  consider  it  very  good  that  you  are  endeavouring  to  obtain 
a large  number  of  pigs,  in  order  to  be  an  additional  refreshment 
to  the  ships,  which  will  besides,  be  able  to  take  some  with  them, 
&c.,  &c.,  duplicate  of  depatch  already  given— (page  462  of  the 
original). 


END  OF  THE  COLLECTION  OF  DESPATCHES  FOR  THE  YEAR  1662, 
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INSTRUCTIONS  LEFT  BY  THE  HON.  EYCKLOFF 
VAN  GOENS,  SR. 


1657. 
No.  1. 


Wanting. 


No.  2. 


You  are  well  aware  of  the  reasons  which  induced  the  Company 
to  establish  a station  at  the  Cape,  viz. : to  secure  vegetables,  fruit, 
fresh  meat,  &c.,  for  the  ships,  and  likewise  gradually  to  develop  the 
resources,  that  in  course  of  time  the  place  not  only  might  he  able  to 
pay  its  expenses,  but  also  become  profitable  by  means  of  Agriculture, 
traffic  with  the  natives  and  with  passing  ships.  Already  the 
foundations  have  been  satisfactorily  laid  by  you 
Both  vegetables  and  for  this  purpose,  SO  that  we  are  already  able 
a fair  quantity  of  defend  ourselves  against  all  attacks  of  the 
ready  to  be  had.  natives,  and  Gven  II  necessary  drive  them  away, 
banish,  or  kill  them,  should  they  injure  us  in  a 
manner  which  would  require  that  course.  Thank  God  the 
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MEMOEIEN,  ITs'STRUCTIEN  EN  RAPPORTEN. 


1657—1661. 

No.  1. 

Ontbreekt.  (Scbijnt  reeds  absent  te  zijn  geweest  toen  de  col- 
lectie  gemaakt  werd.) 


No.  2. 

Instructie  voor  d’E.  J an  van  Eiebeeck,  Commandeur,  ende  den 
Raet  van ’t  Fort  de  G-oede  Hope  ende  verdere  omslagli  aen  Cabo 
de  Boa  Esperance,  waernae  hem  tot  naeder  ordre  van  d’E.  H™. 
Majores  offte  d’E.  Heeren  Gouverneur-Generael  ende  Raeden  van 
India  middelerwijl  sullen  hebben  te  reguleeren. 

Om  hoedanige  redenen  deese  plaetse  bij  onse  heeren  ende  prin- 
cipaelen  beset  en  bij  der  hant  genomen  sij,  wert  bij  haer  Ed  : 
instructie  ende  successive  brieven  omstandigh  vertoont,  gelijck 
TIE.  genoughsaem  kennelijek  is,  tenderende  ten  principalen  omme 
alhier  voor  eerst  sooveel  ververssinge  voor 
l.Wi-'gand’aertvrnch-  ’s  Comp®.  passeerende  scheepen  soo  van  aert- 
ten,  fe  comen  m effect  yruehten,  Boomoost,  eudeT  versch  "vleijs,  van 
redelijckveeenversch  slderlei]  bequaem  gedierte  aen  te  queecken, 
vlees.  dat ’t  selve  niet  alleen  tot  gesontheijt  van  haer 

volcq  en  dienaren  mach  strecken,  maer 
oock  om  naemaels  boven  dien  soo  verre  t’advanceeren,  dat  tot 
soulaes  van  de  groote  gedaene  oncost  en  metter  tijt  goede  winsten 
door  alle  eerlijcke  middelen  van  Landbouw,  Inlandsen  Handel  ende 
trafficque  ter  zee  mochten  overschieten.  Hier  toe  sijn  op  haer  Ed. 
gemelte  successive  ordre  door  UE.  reeds  de  begiuselen  al  vrij 
verre  geadvanoeert  soo  dat  wij  present  in  genouchsame  postur  sijn 
ons  selven  tegen  alle  gewelt  der  Inwoonders  niet  alleen  ^te 
beschermen  maer  oock  om  met  cleijne  swarigheijt  haer  alle  te  ver- 
jagen,  verbannen,  offte  seifs  doot  to  si aen  soo  sij  ons  eenigh  onge- 
lijck,  dat  sulcx  verdiende,  wilden  aendoen  : soodat  (Godt  loff)  de 
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affairs  are  so  well  advanced  that  we  have  only  to  look  for  the  means 
of  defraying  the  expenses,  and  which  are  as  follows — 


1st.  All  servants  of  the  Company  above  the  number  of  100 
, to  be  discharged  according  to  the  list  made 

This  has  been  done.  i o o 

by  you. 


2nd.  To  use  them  for  no  other  but  the  most  necessary  work, 
viz. ; the  rearing  of  grain  and  carrying  on  of 
agriculture. 


Is  beinpr  done 


3rd.  To  undertake  these  industries,  as  many  Burgers  as  possible 
should  be  encouraged  in  order  to  relieve  the  Company  of  the  pay 
of  the  men,  by  reducing  the  number  of  salaried 
Is  being  done.  men  iu  proportion  to  the  increase  of  the  number 

of  the  Burgers,  until  it  has  been  brought  dowu 
to  70;  among  them  50  military  to  defend  the  forts  and  the  lands 
and  the  burgers.  A proper  carrying  out  of  this  instruction  will 
render  good  service  to  the  Company  by  strengthening  the  Indian 
garrisons. 


3.  The  necessary  works  required  here  are  as  follows  : — 


Two  watch-houses  to  protect  the  lands  behind  Table  Mountain 
and  one  redoubt  on  the  Bosheuvel  looking  on  False  Bay  and  the 
pass  between  the  Steenbergen  and  Boschbergen  behind  the  Table. 

The  making  of  a jetty  at  present  in  hand 
This  IS  beiGg  c one.  for  watering  the  ships.  Two  inside  curtains  in 
the  fort  with  the  stores  as  projected, 


Ha.s  been  done. 
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saecken  alhier  in  soo  goeden  btant  sijn  dat  ons  niet  gebreeckt  als 
’t  verder  en  principael  ooghwit  van  haer  opgem:  Ed:  te  voltrecken 
ende ’t  soulaes  van  de  gedaene  oncosten  weder  te  soecken,  door  de 
bequaemste  middelen  die  mogel : sijn  te  bedencken  'weleke  middelen 
noch  al  bestaen  in  de  volgende  observantien  soo  die  maer  wel  ende 
werden  a le  debvoiren  nae  uijtterste  vermogen  betracht  werden  gelijck 

aengewent  ende  ge-  XJE.  van  onse  principalen  toevertrout  wort, 
contribueert, 

Eerstelijck  in  ’t  afPscbafEen  van  alle  dienaers  die  gegagieerd 
werden  boven  ’t  getal  van  100  coppen  nae  de 
2.  Is  voldaen,  Hjst  met  UE.  gemaeckt,  en  op  sijn  plaetse  in 

desen  blijckt. 

Ten  tweeden  : Om  deselve  wel  ende  tot  geen  ander  werck  als 
de  allernodigsten  dienst  te  gebruijcken,  dat  is, 
Is  TOldaen.  alleen  tot  Lantbou,  ende  ’t  aen  planten  van 

granen. 

Ten  derden,  dat  men  daertoe  soo  veel  Burgeren  soeckt  te  animeeren 
als  doenlijck  sij  om  d’  E.  Comp‘d  van  de  Soldije  te  ontlasten  ende 
telckens  soo  veel  gagie  winners  traebten  te 
’t  Wort  gedaen.  verminderen  als  de  Burgers  sullen  aenwassen 
tot  dat  de  dienaers  sullen  gebracbt  sijn  op  70 
coppen,  daeronder  50  militaire,  om  de  vastigheden  te  bewaeren, 
ende  de  culture  der  landen  en  burgers  te  besebermen  voor  ’t 
gewelt  dat  baer  soude  connen  werden  aengedaen. 

Met  dose  drie  middelen  van  beboorlijck  overlegb  in  de  rnenagie 
der  dienaren  ende  ’t  wel  gebruijcken  van  dien,  sal  UE.  d.  E. 
Comp®  bier  en  in  de  Indise  versterckinge  der  guarnisoenen 
goeden  dienst  doen. 

3.  Onder  de  nodige  wercken  die  bier  nocb  dienen  gemaeckt  te 
werden,  beetft  UE.  mij  voorgestelt  d’  volgende  die  bij  mij  voor 
dienstigb  g’oordeelt  sijn. 

Het  opmaecken  van  de  tvee  imchthuijsen  tot  bevrijdingb  der 
landerijen  acbter  den  TaeSelbergb  ende  oock  nae  ons  aller 
overlegb. 

1 redout  op  den  Bosheuvel  die ’t  gesigbt  beefit  op  de  Baij  falso 
ende  den  pas  tusscben  de  Steenbergen  ende  Boscbbergen  acbter  den 
Taeffel. 

Het  maecken  ende  voltrecken  van  bet  booft  dat  onder  banden 
is  voor  de  scbepen  om  gemacklijck  water  te 
Wort  gedasn.  balen. 

Het  opmetselen  van  de  twee  binnen  gardinen  in ’t  fort  met  de 
geprojecteerde  paekbuijskens  daeraen  be- 
Is  gedaen.  grepen. 


1657. 


220 


1657 


The  extension  of  the  gardens  according  to  the  measurement  of 
the  land  surveyor — 

The  finishing  of  the  bird  trap  and  the  plantations  around  the 
water  and  the  canal  around  it,  to  tempt  and 

Still  in  abeyance. 

All  these  works  are  very  necessary,  but  agriculture  is  to  take 
the  most  important  place,  therefore  at  present 
hing^  ^an^  watch-houses  are  to  he  built  to 

diligently  pursued,  protect  the  lands  behind  Table  Mountain. 


4.  The  redoubt  near  which  the  cattle  craal  is  to  be  built  at  the 
rondeboschjo  and  adjoining  the  orchard  does 
found  The  not  _ require  such  haste  and  may  be  postponed 
the  most  necessary.  Until  the  sowing  season  is  over. 


5.  The  redoubt  near  the  lands  of  Harman  Remajenne  and  his 
four  companions  is  to  be  made  at  once  at  the 
delayed.*^^  Company’s  expense,  they  to  take  charge  of  it, 

and  no  military  to  occupy  the  same. 


6.  The  redoubt  on  the  Bosheuvel  may  also  be  delayed  until 

the  number  of  freemen  has  increased,  or  the 
Delayed  accordingly,  condition  of  the  Company’s  affairs  may  urgently 
require  it. 

7.  The  jetty  is  to  be  proceeded  with,  but  without  interfering 
with  agriculture,  and  for  your  assistance  a special  order  is  left 

behind  for  tlie  commanders  of  vessels  arriving, 
Done  as  ordered.  to  assist  you  with  men  during  their  stay,  as  was 
done  in  the  case  of  the  Malacca  and  Orangie. 
We  trust  that  in  this  v/ay  it  may  be  completed  within  a year. 


8.  No  extra  labour  is  required  for  enlarging  tlie  gardens ; the 
Twenty  men  cm-  thirteen  men  as  calculated  being  sufficient 
ployed,  as  we  found  for  fho  purpose.  They  are  to  be  kept  as 
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Het  uijtbreijden  van ’s  Comp’’  tbuijnen  nae  de  maete  volgens  de 
roijingh  daervan  door  den  lantmeter  gemeten. 

Het  opmaeoken  van  de  begonnen  vogelcoij  ende  plantagien  om 
het  water  ende  grafft  derselver  om ’t  gevogelt 
Blijfit  aoch  suspens.  aen  te  locken. 


A lb  newel  dese  wercken  alle  wel  noodioh  ende  seer  dienstieh  op 
temaecken,  soowert  UE.  nochtans  gerecomman- 
Lantbouwortgeprefe-  deert  ende  bevolen  de  lantbou  voor  alle ’t  selve 
reert  ende  is  voldaen.  te  piefereren,  ende ’t  gene  daertoe  tot  maintenu 
nodigh  is ; ende  diensvolgens  vooreerst  niet 
doen  op  maecken  dan  de  2 gem  : Wachthuijskens  tot  bevrijdinge 
der  landerijen  acbter  den  Taeffelbergh. 

4.  Het  eerste,  (daerbij  bet  Corael  voor  de  koebeesten  sal 
gemaeckt  werdon  bij  ’t  ronde  boscb  ende  ’s  Comp®  boomgaerd) 
beefft  suloken  grooten  baest  niet  offte  macb  noob  wel  uijtgestelt 

werden  tot  dat  bet  lant  geploegbt  ende  al  ’t 
Gemaeckt  ais  ’t  saet  (in  vcorraet  sijnde)  in  d’  aerde  ge- 

noJichsiebevondea.  is. 

5.  Het  tweede  bij  de  landerijen  van  Harman  Eemajenne  ende 

sijn  4 mede  standers,  sal  UE.  metten  eersten 
’t  Tweede  can  noob  tot  ’s  Comp”  lasten  voor  baer  doen  maecken, 
■wat  g’  excu^eert,  mits ’t  selve  door  bun  bij  dagb  ende  bij  nacbt 

bewaert  worde,  sender  daertoe  ijmant  van  onse 
militaires  te  gebruijcken  volgens  accoort  met  baer  gemaeckt. 

6.  De  eerste  reduijt  op  den  Bosbeuvel  macb  mede  wel  uijt- 

gestelt werden  tot  dat  bun  meerder  vrijo 
Vo’gens  dese  order  is  luijden  sullen  openbaren  oSte  dat  ’s  Comp*' 
’t  ge  cburckeert.  Constitutie  tot  bescherminge  derselver  tegen  d’ 
inwoonders  sulcks  naeder  mocbten  vereijscben 

7.  Tot  het  hoofft  om  waeter  te  haelen  voor  de  scbeepen  sal  UE. 

insgelijek  dagelijcx  deb  voir  doen  om ’t  selve 
Gedaen  volgens  (nocbtans  sonder  eenigb  versuijm  van  den 
ordte.  lantbouw)  op  te  maken,  ende  om  UE.  daer  toe 

(buijten  ’s  Comp"  volcq  albier)  te  adsisteeren, 
is  UE  bij  particuliere  note  aen  de  overheijt  van  de  scheepen, 
g’autboriseert,  soo  veel  noorluij  en  andere  {binnen  den  tijt  dad  de 
scheepen  hier  leggen)  te  gebruijcken  als  in  discretie  bestaet,  ende 
buijten  verlet  bequamelijck  gesebieden  can,  soodanigb  wij  met  de 
scbeepen  Malacca  en  Orangie  UE.  g’adsisteert  bebben,  daermede 
dan  vertrouwen  dat  een  jaer  nae  dato ’t  selve  volcomen  sal  connen 
opgemaeckt  sijn. 

8.  Tot  het  uitbreijden  van ’s  Comf/.  thuijn  is  geen  arbeijd  nodigb 

, dan ’t  geene  bij  de  gecalculeerde  13  persoonen 

20  man  toe  g emploij  jt*  ® 

eert  aboo  bevii^deu  dagelijcx  can  waergenomen  werden,  daeraen 
met  13  niet  can  ge-  (nae  uwe  gewoonte)  oock  continuael  de  bant 
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that  thirteen  were  not 
enough  to  keep  them 
from  falling  into 
decay. 


usual  in  good  order  for  tlie  convenience  of  the 
calling  ships. 


9.  The  fifteen  redoubts  in  a direct  line  between  Table  and  False 
Bays  as  surveyed  and  marked  off  by  the  land  surveyor  are  still 
to  remain  in  abeyance  until  the  opinion  of  the  directors  has  been 
obtained,  who  will  be  able  to  judge  and  inform 
Delayed  accordingly,  themselves  by  means  of  the  chart  made  of  the 
whole.  As  I thoroughly  believe  that  they  will 
approve  of  our  plan,  you  may  in  the  meantime  have  all  pre- 
liminaries prepared,  that  the  work  may  be  proceeded  with,  when 
the  order  comes. 


10.  The  curtains  and  the  stores  are  also  gradually  to  ho  built 
without  interfering  with  agriculture,  as  it  is  not 
?mLXmenT‘''is  Vn  necessary  to  finish  them  off  at  once.  They  may 
hand ; the  rest  has  be  delayed  even  for  another  two  years, 
been  postponed. 


11.  The  same  may  be  said  of  the  bird  trap,  which  you  are 
Has  been  delayed  ©xpressly  Ordered  not  to  commence  before  all 
according  to  order,  field  and  other  work  has  been  properly  done. 

12.  Having  decided  about  the  necessary  works  already  in  hand 

and  still  to  he  begun,  we  now  come  to  the 
toThTstso^rderer''^  indispensable  one^  of  agriculture,  in  order  _ to 
prevent  the  necessity  for  the  future  of  providing 
the  Cape  with  breadstuffs  from  Batavia  or  Holland,  and  be 
enabled  to  supply  even  the  ships  with  your  surplus  stock  or  send 
it  to  India,  'ibis  is  the  chief  object  of  the  Company,  and  in  order 
to  realize  it  as  soon  as  possible  you  will  make 
Especially  attended  it  your  one  aim  and  purpose,  for  if  the  stomach 
order  beforehand  been  well  provided  for,  the  rest 

of  the  members  will,  after  that,  not  be  in  want 
of  strength  to  carry  out  the  further  orders  of  our  Principals. 


13.  To  uphold  and  further  agriculture  you  have  been  advised 
from  Holland  and  India  at  various  times,  to  encourage  the  men  to 
become  burghers,  as  nine  have  already  done  before  my  arrival,  and 
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te  verraliHi gehouden  moet  werdeD,  om  gaende,  comende 
werckt  etde  tot  ar-  aenweesende  schepen  altijd  rijckeltjck  te 

boiitgebracht  is.  connen  accommodeeren. 


9.  Het  maecken  van  de  15  redouijten  iu  de  vlackte  bij  den  landfc- 
meter  t’  onsen  overstaen  ende  presentie  ge- 
Voigeus  de  e ordre  meten  op  ’t  nauwste  tusschen  de  Falso  ende 
aurchanoie.  Taeffelbaij  affgeroijt,  sal  Ul.  tot  naeder  order  van 

onse  principalen  mode  cunnen  uijtstellen,  om 
haer  Ed.  van  onse  opinie  ende  perfecte  ondervindinge  volgens  de 
gemaeckte  caerte  eerst  wel  te  informeren  om  naemaels  dan  te 
handelen  soodanigb  baer  Ed.  t’  sijner  tijt  sullen  gelieven  t’ 
ordonneren,  ende  omdat  ick  vast  vertrouwe  dat  haer  Ed.  ons 
voorstel  sullen  goet  vinden  te  voltrecken  soude  TIE.  bij  ledigen 
tijt  de  preperaden  daertoe  connen  vaerdigh  laeten  maecken,  om 
bij  naeder  ordre  sulcx  te  corter  te  voltrecken. 


10.  Het  opmetselen  van  de  2 binnen  gardijnen  met  de  gepro- 
jecteerde  packhuijsen  moeten  mede  buijten 
versuijm  van  den  Lantbou  metter  tijt  maer 
opgemaeckt  worden,  omdat  aen  ’t  spoedigen 
derselver  geheel  niet  gelegen  leijt  offte  werdt. 


Is  de  innijr  maer  on- 
der  ban  den  tegen  de 
wal  aea  blijvende  de 
rest  noch  wachten. 
Over  2 jaren  gedaen. 


conform  deese 


11.  ’t  Selve  werd  mede  vers^aen  van  de  vogelcoij  daeraen  UE. 
expres  bevolen  werd  niet  te  beginnen  voor  dat  den  landtbouw 
Blijffcnoch  gestaeckt  meest,  en  alle  ’t  ander  werck  eerst  gedaen 
volgens  dees  ordre.  xs. 

12.  Dus  veel  van  de  noodige  onder  bande  ende  noch  te  maecken 
werck  gestelt  sijnde,  comen  tot  de  seer  en  boven  al  nootsaeckelijke 

landbouw,  om  daermede  niet  alleen  te  excuseren, 
Wort  boven  al  be-  <Jat  men  van  Batavia  off’t  uijt  ’t  Patria  geen 
montwaeren  uwe  boefft  te  versorgen,  maer  dat 
wij  soo  verre  mogen  eomen  om  selff  voor  d’aen- 
wesende  scbepen  alle  scbeepseost  te  excuseren,  ende  van  den  over- 
vloed  India  connen  mededeelen,  bierop  siet  het  principaele  oogb- 
merck  van  d’E.  Oomp'".  Om  daertoe  dan  met  alle  spoet  te  ge- 
raeeken,  sal  UE.  ’t  selve  als  den  stock  ende 
boofftsaeck  boven  alles  bebertigen,  want  den 
buijck  eerst  wel  versorgbt  sijnde,  sullen  de 
andere  leeden  daema  geen  cracbten  gebreecken 
om  d’verdere  ordre  onser  principalen  uijt  te 
voeren. 


ij  vert 
last. 


Wort  boven  al  ba- 
ijvert  conform  dees  3 
last. 


13.  Tot  maintenue  van  den  lantbouw  wert  UE.  bij  diverse 
brieven  soo  van  d’E.  H™.  17®"  de  cameren  respective  ende  den 
Gouverneur-Q-enerael  ende  Raaden  van  India  bevolen  ende  gelast 
H animeren  eenige  burgers,  gelijck  bun  daertoe  reeds  al  begeven 
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1657.  one  during  my  stay  here.  It  would  have  been  better  if  these 
people  had  been  married  and  ordered  out  their  wives,  in  order  to 
carry  on  the  work  of  farming  systematically.  You  are  to  treat 
with  those  who  may  again  offer  themselves  on 
Is  being  carried  out.  the  Same  terms  granted  to  the  Sergeant  and  his 
wife  ; whilst  all  unmarried  persons  applying  are 
for  the  present  to  be  refused  their  freedom  except  when  asked  for, 
that  they  may  take  service  with  the  married  persons,  as  is 
customary  in  Batavia. 


14.  These  burghers  are  to  he  assisted  as  much  as  possible  even 
beyond  what  we  have  promised  them,  that  they  may  be  easily 
reconciled  to  their  new  position.  In  the  first 
is  being  done.  place  they  are  to  be  assisted  with  as  many 
/)  draught  oxen  as  can  he  spared,  even  if  our 

wood-wagons  are  all  to  stand  still.  During  the  first  three  years 
our  smith  shall  at  once  repair  their  broken 
^iTied^out^  ploughs,  and  the  carpenter’s  work  shall  have  to  _ 

be  delayed  for  the  purpose.  You  are  at  once 
ff  to  protect  them,  if  they  are  annoyed  by  the  natives.  They  are 
to  be  allowed  to  keep  and  rear  as  much  cattle  as  they  can  feed 
,l  without  trenching  upon  the  Company’s  grain,  and  also  to  buy  or 
barter  from  the  Hottentoos  as  many  sheep  and  cows  as  they  can 
keep  without  injui-y  to  the  corn  lands.  They  are  not  to  plant 
//  tobacco  until  further  orders.  They  may  only  barter  for  cattle 
with  the  Company’s  copper,  &c.,  and  at  prices  which  you  have 
' ^ been  accustomed  to  give ; provided  also  that  they  shall  always 
^ supply  the  Company  with  the  number  of  animals  required  at 
12  gl.  for  an  ox  and  3 gl,  for  a sheep.  This  will  also  be  the 
price  which  they  shall  pay  to  us,  and  further,  they  shall  adhere  to 
the  conditions  agreed  upon  between  themselves  and  us  subject  to 
the  approval  of  the  directors. 


16.  The  granting  of  gardens  to  private  parties  near  the  fort  has 
been  found  injurious  to  the  Company,  and  has  therefore  been 
disallowed,  especially  as  it  was  done  without  order.  Those  of  the 
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Item  (^en 

inhonde 

articul. 


ganechen 
van  dit 


hebben  9 persoonen  voor  mijn  compste  ende  bij 
Woitinalles  achter-  ;oiijn  aenwesen  nocb  een  ; ’t  was  beter  geweest 
dat  de  gemelte  personen  alle  getroude  waren, 
ende  die  getrout  sijn  eerst  geconsenteert  badden 
baer  vrouwen  bier  t’ontbieden,  om  de  luijden  in  baere  buijsge- 
sinnen  te  verplicbten  ’t  werok  wat  langb  bij  te  wonen.  Met 
degeene  die  nocb  mocbten  daertoe  comen  te  resolveren,  sal  UE. 
bandelen  soodanigb  met  den  sargeant  en  sijn  vrouw  gebandelt  en 
begonnen  sij,  ende  wij  baer  E.  om  ordre  gesamen  gesz.  bebben, 
oock  voortaen  tot  naeder  alle  ongetroude  excuseeren  dan  die  tot 
dienst  van  degeene  versoecken  om  baer  vrijdom  die  nae  de  Bata- 
viase  gewoonte  baer  vrij  brieff  cunt  verleenen. 

14.  Dese  Burgers  sal  UE.  (seLffs  buijten  onse  beloffte)  met  alle 
macbt  de  bandt  bieden  om  baer  in ’t  eerste  bet  werck  wat  smaecke- 

lijck  te  maecken,  immers  soo  veel  buijten 
Wort  gedaan.  scbade  van  de  Comp®  gescbieden  can  : dese 

adsistentie  sal  daerin  bestaen  dat  wij  baer 
voor  eerst  accommodeeren  met  soo  veel  bequaeme 
jock  offte  ploegbossen  als  wij  eenigbsints  eon- 
nen  missen,  al  souden  onse  boutwagens  daer- 
om  een  offte  meer,  jae,  alle  moeten  intrecken  ; soo  baere  ploegben 
gebrooken  waeren  dat  se  in  de  eerste  3 jaeren  door  onse  smit  (om 
niet)  weder  sullen  bermaeckt  ende  vernieuwt  werden,  laetende  u 
timmer werck  sender  uijtstel  daernae  wacbten,  soo  sij  eenigb 
overlast  van  d’  Inwoonders  leeden,  dat  UE : baer  terstont 
beseberme,  dat  men  se  niet  verbindere  soo  veel  vee  (boedanigb ’t 
selve  mocbt  wesen)  aen  te  queecken,  als  sij  selven  buiten  consump- 
tie  van  Comp®  granen  connen  voeden ; oock  sal  UE : baer  niet 
verbinderen  van  de  Hottentoos  soo  veel  schapen  ende  koeijen  te  ruijlen 
als  sij  buiten  prejudicie  van  de  coornlanden  connen  voeden,  maer 
ecbter  niet  gedoogen  dat  sij  bequaem  ende  vet  eorenlandt  tot 
weijden  bouden  ; geen  toebacq  sal  U1 : baer  toestaen  te  planten,  tot 
naedre  ordre  van  onse  principalen  en  oocq  geensints  gedoogen  dat 
se  beesten  ruijlen  dan  voor  Comp®  coper,  toebacq,  ende  sulcken 
prijs  als  UE  : selffsgewoon  zijt  d’  inwoonders  te  geven,  mits  d’  E : 
Comp®  uijt  baer  vee  altijt  sullen  gebouden  te  sijn  te  leveren  ’t 
geene  deselve  van  doen  badden  ende  sij  buijten  prejuditie  van 
den  lantbouw  connen  missen  een  os,  bul  off  koebeest  baer  vali- 
deerende  12  gl : en  een  scbaep  3 gl : tot  welcker  prijs  sij  onse 
ossen  die  baer  gelevert  werden  oock  maer  sullen  betalen,  ende 
wijders  sulex  als  bij  acte  daervan  gemaeckt,  tusscben  mij,  UE : en 
baer  op  approbatie  van  d.  E.  Heeren  Majoresbeslooten  is,  in  weloke 
acte  daerom  oock  dese  clausule  expresselijck  gestelt  wert. 

15.  Mij  is  albier  gebleecken  ende  oock  UE,  bekent  dat  bet 
vergunnen  van  particuliere  thuijnen  aen  H fort  d'  E.  Comp*  scbade- 
lijck  is,  daeromme  baer  oock  deselve  weder  sijn  affgenomen,  te 
meer  omdat  sulox  buijten  ordre  van  d’  Ed : Heeren  Majores  ende 
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servants,  therefore,  who  are  anxious  to  garden,  must  become  free; 
the  burghers  otherwise  will  not  be  able  to  live  if  the  servants  have 
the  same  advantages  besides  their  pay  to  fall  back  upon,  ihese 
private  gardens  produce  only  watermelons,  carrots,  &c.,  which 
the  Company  supplies  abundantly  from  its  own  gardens ; so  that 
they  are  only  exchanged  on  the  ships  for  the  Company  s provisions 
and  liquor,  which  are  stolen  by  the  stewards  and  such  like  fellows. 
Therefore  the  burghers  are  to  be  prevented  from  planting  such 
articles,  at  least  they  are  only  to  plant  sumoient 
This  is  being  done,  for  their  own  use.  Corn  must  he  planted  first 
for  man  and  beast,  afterwards  the  rest  may 
follow.  The  married  servants  are  to  he  supplied  with  vegetables, 
&e.,  as  much  as  they  require.  Also_  the  soldiers  and  tradesmen 
for  daily  consumption,  without  fear  oi  causing 
He  has  become  a (jjggatisfaction  among  the  sailors,  as  there  will  he 
freeman.  enough  for  all  if  the  gardener  is  only  kept  up  to 

his  duty  You  are  to  keep  your  eye  on  him  that  he  may  no  longer 
have  an  opportunity  of  stealing  the  Company’s  property. 


(i 


16.  The  lease 

Have  been  Fold  to 
Jan  Eeyniersz,  who 
preferred  to  have 
them  so,  rather 
than  on  lease. 

besides. 


of  the  cows  to  him  is  also  very  unsatisfactory, 
and  therefore  you  are  to  entrust  the  animals  to 
the  first  suitable  burgher  and  his  wife  who  may 
be  willing  to  take  them.  He  has  enough  to  do 
with  the  gardens,  whilst  it  is  injurious  to  the 
Company’s  interests  that  he  should  do  anything 


17.  In  giving  out  the  lands  you  will  use  Rhineland  measure, 
as  is  customary  in  Holland  and  Zealand.  1 foot  being  — o 
12  inches;  12  feet  = 1 rood;  100  roods  = 1 ? ; and  600 

roods  square  = 1 morgen  ; 2,000  roods  = 1 mile,  i.e.,  exactly  a 
Dutch  or  German  mile ; 15  miles  = 1 degree  of  latitude,  and 
360  degrees  the  whole  circumference  of  the  globe.  You  are  not 
to  introduce  the  names  of  any  foreign  measures,  but  adhere  to  the 
custom  in  our  Fatherland,  which  is  also  in  force  through  the 
whole  of  India. 
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Grouverneur-Grenerael  ende  Raeden  van  India  geschiet  is,  ende  die 
nu  uijt ’s  Comp®  dienaren  genegen  is  te  thuijnen,  sal  moeten  vrij 
worden  ; want  dewijle  hier  niet  mogelijcq  is  dat  de  vrije  luijden 
liier  souden  connen  leven  soo  de  dienaren  deselve  preminentien 
hadden,  soo  is  het  onreedelijcq  hun  voordeelen  te  verhinderen  in 
soo  tee;  e en  eleijne  beginselen,  ende  vermits  deze  particuliere 
thuijntjes,  maer  bestonden  in  watermeloenen,  wat  wortelen,  cool 
ende ’t  gene  d’  E : Comp®  selffs  rijckel : door  UE  : uijtreijckt,  en 
’t  selve  maer  voor  Comp®  costen  en  dranek  aen  de  scheepen  versoe- 
telt  ende  de  E : Comp®  van  de  botteliers  en  and  ere  sulcke  gasten 
ontstoolen  wert,  meet  US  : vooreerst  de  Burgers  van  dese  plantagie 
affbouden  ende  haer  niet  meer  toestaen  dan 
Wort  gedaen.  eijgen  gebruijck  van  noden  hebben 

de  reedenen  daerop  leggende  dat  wij  eerst 
coren  voor  menscben  ende  vee  moeten  be- 
sorgen,  en  dat  bet  ander  daerna  wel  volgen  sal.  De  getroude 
dienaren  adsistenten  etc®',  magb  DE.  ui]t ’s  Comp'-  thuijn  dagelijcx 
soo  veel  aertvruchten  vergunnen  als  UE  in  billigbeijt  tot  baar 
buijsboudingb  bevindt  te  bebooren  ende  de  gemeene  soldaaten  en 
wercqluyden  deselve  oocq  geen  gebreck  laten  bebben,  tot  haer 
dagelijcxe  montcosten,  sender  dat  UE.  voor  ergernisse  van  ’t 
scbeepsvolcq  eenigbeints  te  vreesen  beefft,  overmits  den  overvloet 
albier  den  een  ende  den  anderen  genoegb  te  vreden  stellen  can, 
als  den  tbuijnier  maar  wel  totsijn  plicbtgebou- 
Idem  eede  is  vrij  ge-  den  wert,  op  wiens  doen  UE.  wel  acht  dient  te 
nemen,  om  te  verhinderen  dat  hij  niet  meer  in 
eenige  vuijle  sebraperije  tot  ’s  Comp®  schade 

bevonden  wert. 


16.  De  verpacbtinge  van ’s  Comp®  koeijen  aen  hem  is  mede  al 
seer  suspect  des  UE.  selve  al  mede  aen  d’  eerste  en  bequaemste 
burger  die  dat  wercq  met  sijn  vrouw  wilde  bij  der  bandt  nemen, 
sullen  over  transporteeren,  alsoo  bij  aen  de  tbuinen  wercq  genoegb 

Worden  vercocht  aen  ^6^,  ende  voor  d’ E Comp®  ondienstigh  ende 
Jan  E,eijniersz:  viij-  scnadelijcq  is  dat  bij  hem  ijets  anders  bij  de 
man  die  se  soo  iiever  bandt  genomen  wert. 
als  in  pacht  heeflt. 

Ip;  uijtdeelen  der  landen  aen  de  burgers  sal  UE.  obser- 
veren  Rijnlantse  maet,  als  in  Holland  en  Zeeland  gewoonlijcq  is, 
boudende  een  voet  12  duimen,  12  voeten  een 
Wort  gedaen.  een  roede,  bonder!  roede  een  ? en  600 

roeden  vierkant  een  morgen,  gebruijckende 
oocq  nae  deselve  maet  2,000  roeden  lengbte  voor  een  mijl  gelijck ’t 
selve  een  accurate  Duijtse  en  Hollantse  mijl  uijtmaeckt,  maeckende 
15  een  graed  der  breete  en  soodanige  360  graden  den  gebeelen 
eercul  des  aertcloots,  ende  zal  UE.  geensins  invoeren  eenige  andere 
namen  van  uijtlandse  mate,  maer  u gebeel  aen  de  maniere  van  ons 
Vaderlant  bouden,  als  door  gebeel  India  gebruijckelijck  is. 

Q 2 
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18.  In  receipt  of  grain,  and  also  in  all  mercantile  matters  you 
shall  only  use  the  Amsterdam  weight  of  32  loot  or  16  oz.  in  a lb., 
so  that  the  burghers  shall  deliver — 


Will  be  done  when 
the  corn  is  ripe. 


A last  of  wheat 
„ rye 
„ rice 
„ paddy 
„ barley 
,,  oats 


at  3,600  lbs.  per  last, 
at  3,000  lbs.  per  last. 


19.  All  the  wheat,  rye  and  rice  grown  by  the  burghers,  during  the 
next  ten  years,  the  Company  shall  be  bound  to  take  at  the  prices 
fixed — 

Rice  at  \ (?)  gl.  per  last  to  be  received  by  measure  or  weight 

Wheat  at  > as  the  Company  may  prefer,  as  the  corn  may  be 

Rye  at  ) light  or  heavy. 

20.  The  paddy,  oats,  &c.,  will  be  bought  for  prices  agreed  upon 
with  the  burghers. 


21.  The  land  which  at  present  we  are  able  to  cultivate  is 
calculated  at  3,250  morgen — for  the  next  ten  years  our  thoughts 
need  not  jump  further,  as  too  largo  a garrison  would  be  required. 
Although  the  Company’s  charter  granted  by  the  States  Greneral 
commences  at  the  Cape  of  Grood  Hope,  it  is  understood  that  its 
jurisdiction  commences  to  the  north  of  the  Cape  at  the  north  side 
of  Saldanha  Bay  as  far  as  the  latter  has  been  visited  by  ships,  with 
Robben  Island  and  Dassen  Island  included,  and 
already  taken  possession  of.  According  to  the 
said  charter,  it  is,  moreover,  unlimited  towards 
the  north  by  land  and  by  sea.  You  will,  there- 
fore, after  the  winter,  plant  a pole  with  the  sign 
of  jurisdiction,  bearing  the  arms  of  the  Company, 
on  Dassen  Island  and  the  northern  side  of  Saldanha  Bay,  and 
likewise  have  the  same  marks  cut  out  on  one  of  the  heaviest  and 
most  visible  rocks  there,  when  the  opportunity  offers.  Further, 
you  shall  have  a chart  made  according  to  chorographical  rules,  in 
which  the  land  of  the  Cape  shall  be  exactly  laid  down  on  a large 
scale,  with  Saldanha,  Table,  and  False  Bays  as  far  as  Cape 
Agulhas,  all  the  sandbanks,  rocks,  reefs,  sands,  depths,  breadths, 
and  directions  at  sea ; and  on  land  the  mountains,  valleys. 


22nd  Oot.,  1657. 
Has  beon  done  by 
the  Hobbejacht. 

Had  likewise  been 
done  before  by  the 
yacht  Good  Hope. 
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18.  In  ’t  ontf ; van  de  granen  als  tariiw,  rogh,  rijs,  haver, 
garst,  &o“  item  alle  coopmanschappen  die  metter  tijt  sich  moohten 
openbaren,  eal  TIE.  oock  gelijck  in  India  gebruijcken  niet  dan 
Amsterdams  gewiobt  van  twee  en  dertig  loot  olite  16  oncen  in 
een  pond  ende  van  de  burgers  doen  leveren. 

Een  last  taruw  36,00  pont  voor  een  last 
^t^cwrn^rij  rogb  | ofite  bij  maete  daer  nae 

Een  last  rijs  ) gereguleert. 

Een  last  padij 
Een  last  garst 
Een  last  haver 

19.  Alle  den  taruw,  rogb,  ende  rijs  die  bij  de  Burgers  in  d’eerste 
tien  jaren  sal  connen  gelevert  werden,  sal  d’  E.  Comp®  verbonden 
blijven  van  baer  te  ontfangen  tot  de  g’accordeerde  prijs. 

Een  rijs  tot  \ 

Een  taruw  tot  [ 

Een  rogge  tot ) 

20.  Den  padij,  haver,  garst^  boonen,  geers,  erten  en  diergelij eke, 
sal  d.  E : Comp®  sulex  van  noode  bebbende,  aen  nemen  ende 
anders  niet  tot  suloken  prijs  als  men  met  de  Burgers  sal  connen 
accorderen. 


gl : ’t  last  bij  maete  offte  gewiobt  te  ontf : nae  betd’ 
?E.  Comp®  gelieven  sal  ende ’t  corenswaeroff  liebt  is. 


3000,  lb  voor  een  last  offte 
bij  maete  daernae  ge- 
reguleert. 


21.  Het  landt  dat  wij  voor  eerst  ter  culture  op ’t  landt  van  de 
Caep  sullen  connen  brengen,  en  ons  gelegen  compt,  wert  begroot 
op  ongeveer  3,250  morgen  ; onse  gedaebten  boeven  daar  d’eerste 
10  jaren  niet  verder  te  springen  omdat  bet  anders  te  grooten 
besettingb  soude  vereijssen  ; niei  te  min  omdat  het  octroij  van  d.  E. 
Comjf  bij  liaer  H:  M:  de  heeren  Staeten-Generael aen  deselve  verJeent 
aen  de  Cabo  de  Boa  Esperanse  sijn  aenvangb  neempt,  wert 
dessellfs  jurisdictie  verstaen  benoorden  de  Caep 
22™  October  1657,  p*-  Van  de  Noortsijde  van  de  Baij  van  Sardanje, 
’t  Robbejacht  laeten  goo  verie ’t  selve  met  ’t  Dassen  ende  Bobben 
InnTnbegfnnerer  Eijlandt  bevae^n  en  reede  in  possessie  genomen 
’tl  jaebt  de  Goede  is,  beoosten  en  besui]den.  is  t selve  volgens  t 
Hoope.  gemelte  Octroij  te  water  en  te  lande  daeren 

boven  oocq  benoorden  ongelimiteert.  UE. 
sullen  dan  met  den  eersten  nae  ’t  verloop  van  desen  winter  op  bet 
Dassen  Eijlant  ende  aen  de  Noortsijde  van  opgem:  Baij  Saldanje 
eenjoaal  ende  teechen  van  jurisdictie  opgerechten  daer  op  H Wapen  van 
de  Comp^  gesneden  sij,  soo  oocq  op  een  van  de  swaerste  ende 
aensienlijekste  clippen  aldaer  bij  occasie  laten  bouwen  offte 
graveren,  ende  sal  UE.  vervolgens  een  pertinente  Caerte 
Corograpbia  laten  maken,  daerin  ’t  landt  van  de  Caep  in  beol 
groot  besteck pertinent  (metde  baij  van  Saldanje,  Taeffelbai],  Bai] 
Eallso  tot  de  Caep  Agolias  toe)  gelegbt  wert  met  alle  baer 
droogbten,  clippen,  reven,  sanden,  diepte,  wijdte,  streckingen  to 
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marshes,  downs,  and  hills ; the  nature  of  the 
soil,  good  and  bad  pasturage,  lands  fit  for 
agriculrure,  and  everything  connected  with  all 
these  subjects,  without  allowing  yourselves  to  bo 
led  astray  by  anybody.  The  different  officers 
are  to  check  each  other’s  work  at  sea  and  on 
land,  and  especially  the  land  surveyor  has  to  do 
this  on  land,  just  as  we  have  already  made  a 
commencement  here  according  to  the  chart. 

22.  The  manner  of  carrying  out  agriculture  and  its  protection, 
the  support  of  the  Burghers,  &c.,  having  been 
This  has  never  up  to  thus  far  recommended  to  you,  you  are  also  to 
the  present  moment  greatest  attention  to  the  breeding  of 

been  neglected.  especially  COWS  and  pigs,  that  we 

may  one  day  come  so  far,  that  we  need  not  draw  on  the  ships  for 
beef  and  pork,  and  also  be  able  to  cure  meat  for  India.  _ This 
would  greatly  redound  to  your  credit  and  be  of  great  service  to 
the  Company,  it  would  likewise  go  a long  way  to  cover  the 
expense  of  this  residency.  To  succeed  however,  you  are  to  use 
your  best  efforts  to  draw  the  Saldanhars  hither,  and  buy  their 
cattle  for  old  copper  and  tobacco.  This  might  be  done  without 
neglecting  agriculture,  and  may  be  diligently  realized  by  smart 
fellows  and  some  of  the  best  Hottentoos  who  are  favourably  dis- 
posed towards  us.  Hitherto  not  sufficient  trouble,  in  our  opinion, 
has  been  taken  in  the  matter. 


Ordered  to  be  done 
by  the  yacht  Maria, 
»s  can  be  seen 
from  our  instruc- 
tions dated  1 3tb 
July,  1658,  con- 
tained in  our  letter- 
book. 


23.  At  your  repeated  request  the  directors  have  ordered  a 
pinnace  to  be  made  120  feet  long,  26  feet  broad,  and  11  feet  deep, 
and  under  the  orlop  5|  feet,  which  is  to  be  employed  in  voyaging 
to  Angola  to  obtain  slaves  for  your  station.  You  will  very 
likely  receive  further  communication  on  this  subject,  if  the  chances 
seem  favourable,  and  according  to  your  statement  a quantity  of 
slaves,  ivory,  hides,  &c.,  could  annually  be 
dirLtorfare  carried  indeed  be  a desirable 

oit  in  this  respect,  thing  for  both  the  Cape  and  India.  But  should 
and  we  expect  fur-  the  Undertaking  not  prove  a success  I believe 
thriuture'^empk  would  be  too  great  to  send  such  a 

ment  of  this  vessel.  Valuable  and  armed  vessel  to  that  stormy  point 
of  Madagascar,  where,  as  far  as  we  hitherto 
know,  only  rice  can  be  obtained.  You  also  will  know  how 
dangerous  Terra  de  Natal  and  the  voj'age  to  Mosambique  are — 
both  having  been  attempted  by  the  yachts  which  were  at  hand  ; 
but  as  I do  not  know  what  further  orders  you  may  receive,  I can 
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water,  maer  te  lande  pertinent  met  haere  bergen,  valeijen,  morassen, 
duijnen,  heuvelen,  natuijre  van ’t  aertrijck,  be- 
Pr.  ’t  jacht  Maria  quaeme  en  onbequaeme  weijlanden,bouwlanden 
pordonneert  als  p en  wat  daeraen  dependeert  Sender  u Van  ij  mant 
ise^'julij  ^658  laten  abuseeren,  maer  sulcx  door  diverse 

’t  brieff  bouck  nae  te  stui j rlui j den  d’een  d’anders  werck  te  water  laten 
siensij.  naesien,  maer  voornamentl : mede  van  den 

landtmeter  soodanigh  te  lande,  als  wij  nu  op 
dese  plaetse  volgens  de  Oaerte  hebben  begin  gemaeckt. 

22.  De  maniere  ende  ’t  bescbermen  van  den  Lantbouw,  main- 
tenu  van  de  Burgers,  &c“  dus  verre  gerecommandeert  zijnde, 
moeten  TIE.  alle  haer  gedacbten  laten  gaen  tot  de  aenqueking 
van  ’t  bestiael,  speoialijck  koebeesten  ende  verckens  om 
eens  soo  verre  te  comen  dat  de  scheepen  haer  vleijs  ende  speck  hier 
leggende,  mogen  excuseeren,  ende  oocq  voornamentlijok  om  haest 
vleijs  voor  India  mede  te  connen  zouten  waeraen  TJE.  sonder- 
lingh  eere  suit  inleggen,  ende  d.  E.  Comp®  groote  dienst  doen,  die 
metter  tijt  d’  onoosten  van  dese  plaetse  alle  rijckelijck  sullen 
connen  betalen,  om  waer  toe  te  comen  UE.  alle  bun  debvoir 
moeten  doen,  de  Sardanhars  met  haer  vee  hier  te  locken  om 

derselver  vee  voor  ons  coper  en  tobacq  to 
Is  nDijt  noch  oock  tot  ruijlen  ; dit  can  sender  versuijm  van  den  lant- 
hedeningenegligoert.  bouw  gesohieden  ende  meet  ’tselve  met  d’ 
uijtterste  neersticheijt  werden  in ’t  werck  ge- 
stelt,  door  vigilante  personen  ende  eenige  van  de  fraaijste  Hot- 
tentoos  die  tot  onse  dienst  best  genegen  sijn,  daer,  mij  dunckt  dat 
tot  noch  toe  gen  ij  ver  genoech  gedaen  is. 

23.  De  Heeren  Majores  hebben  UE.  op  u gedaen  voorste 
ende  continueel  aenhouden  laten  maecken  een  pinas  langh  120> 
breet  26  ; hoi  11,  ende  onder  sijn  overloop  5|  voeten  om  de  reijse 
over  Angola  herwaerts  te  nemen  ende  UE.  van  slaven  te  versorgen 

haer  Ed.  sullen  buijten  twijffel  UE.  daermede 
Dabeeomenordravan  nader  ordre  toesenden  tot  derselver  emploij, 
de  Meesters  goo  de  apparentien  goet  verthoonen  en  dat  van 

wort  desen  ® ® ‘ daer  nae  u voorstel  qiiantileijt  slaven,  oliphants 

irtot  heTverder  em-  tanden,  liwjden,  rijs,  jaarlijex  conde  v/erden 
ploij  derselver  naeder  horwaerts  gebracht,  ’t  floude  een  gewenste  saeck 
last  te  gemoet  wesen  SOO  voor  de  Oaep  als  voor  India,  maer 

btifv^  daervan  meli  't  selve  geen  voordeel  aldaer  doende  dunckt 
d.nde  &c“ . het  mij  al  te  groten  risico  onderworpen  te 

wesen  om  soo  costelijeken  ende  deiensiven 
jacht  nae  dien  stormhoeck  van  Madagascar  te  senden,  daer 
immers  soo  veel  ons  tot  noch  bewust  is,  niet  dan  wat  rijs  te  halen 
is,  hoe  dangereus  Terra  de  Natal  ende  de  vaert  nae  Mosarnbique 
sij  is  UE.  mede  wel  bekent,  sulcx  bij  de  aenwesende  galjots  al 
ten  deelen  bebroefft  sijnde,  doch  mits  mij  onbewust  sij  wat  naeder 
ordre  UE,  van  de  Heeren  Majores  sal  gegeven  woiden,  sal 
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only  remind  you  that  the  resumption  of  communication  with 
Angola  may  be  considered  unseasonable  or  unproductive,  and  con- 
sequently that  it  will  not  be  advisable  to  send  a vessel  thither.  You 
are  therefore  to  act  with  prudence,  and  not  as  you  like  or  pre- 
sumptuously, always  bearing  in  mind  the  good  service  the  same 
yacht  may  do  in  India  everywhere,  whilst  in  order  to  trade  with 
Mauritius  there  would  be  moreover  required  two  additional  sloops 
as  we  ourselves  told  Eiebeeck.  Galiots  would  consequently  be  more 
serviceable,  and  truly,  if  we  properly  consider  the  matter,  it  must 
be  acknowledged  that  if  the  men  of  the  Tulp^  now  wrecked,  and 
who  were  25  in  number,  had  been  kept  at  agricultural  work,  the 
Company  would  long  ago  have  been  freed  from  the  necessity  of 
sending  to  Madagascar  for  grain.  It  likewise  appears  plainly 
that  hitherto  you  have  displayed  more  zeal  for  building  and 
masoning  than  for  planting  corn,  for  the  upper  brick  house  and 
the  jetty  where  water  is  to  be  fetched,  might  have  been  delayed 
for  another  three  years.  For  60  years  already 
our  sailors  had  to  stand  up  to  their  necks  in 
water  to  fill  the  casks,  so  that  three  or  six  years 
more  would  have  made  very  little  difference. 
You  are  therefore  again  reminded  to  manage 
matters  in  such  a way  that  you  may  be  able  to 
defend  yourself  satisfactorily  before  the  direc- 
tors. A contrary  course  would  expose  you  to 
the  criticisms  of  zealous  intellects  ready  to  hold 
up  your  faults,  and  have  you  blamed  for  them, 
all  your  imagined  profits  resulting  from  the 
traffic  (with  Madagascar)  for  which  mostly  two 
galiots  were  used,  and  they  will  disappear  in 
smoke,  showing  a serious  loss  to  the  Company 
instead  of  any  gain. 


Was  urgently  re- 
quired for  a dwell- 
ing ; even  now  we 
have  hardly  enough. 
The  jetty  we 
also  considered  to 
be  very  necessary, 
its  convenience  is 
thoroughly  appre- 
ciated, foritis  already 
used. 

Just  count  up 

Under  favour — only 
one  was  used. 


24 . You  have  also  often  been  advised  by  the  directors  to  make  care- 
ful inquiry  into  everything  which  may  yield  a profit  to  the  Com- 
pany,  e.y.,  gold,  ivory,  hides,  sea  cow  tusks,  ostrich  feathers, 
rrr.  , , , rhinoceros  horns,  civet,  honey  and  wax.  In 

from  the  commence-  course  ot  time  and  as  opportunities  oner,  you  are 
“>ent.  to  do  so,  and  I am  of  opinion  that  this  work  can 

be  better  done  by  land  than  by  sea,  as  experience 
has  taught  us  that  our  men  have  been  able  to  proceed  further  than 
50  miles  inland  without  lot  or  hindrance  The  Coast  of  .Angola 
extends  from  the  10th  degree  and  so  further  southwards  past  Cape 
Negro,  &c.,  unto  this  region.  In  course  of  time  it  might  be  dis- 
covered overland,  and  also  whether  the  people  could  be  persuaded 
to  visit  us  with  their  merchandize.  This  would  be  far  less  expensive 
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iok  TIE.  maer  erinneren  dat  het  hervatten  van  de  vaert  op 
Angola  ontijdigh  offce  oock  wel  sullen  meritable  vrucht  g’oordeelt, 
ende  gevolghlijck  ongeraden  was  ’tselve  weder  derwaerts  te 
senden,  dat  UE.  daerin  voorsichtig  ende  niet  presamptueus  nae  u 
goetduneken  riandelt  altijt  mediteerende  hoe  goeden  dienst  ’t 
selve  jacht  in  India  op  alle  plaetsen  can  doen,  ende  dat  om 
Madagascar  te  bevaren  noolsaeckelijek  suffichante  ebaloupen  bij 
’t  jacht  mosten  wesen  als  mij  den  Commandeur  Biebeecq  selve 
geseght  heefEl,  ’t  welek  dan  met  gal  jots  beter  geschieden  can, 
ende  voorwaer  als  men  de  saken  wel  overweeght  moeten  UE, 
immers  wel  bekennen  dat  soo ’t  volcq  van  de  Tulp  (dat  nu  ver- 
ongeluckt  is)  sijnde  25  in  ’t  getal.  aen’t  lantbouwen  waren  ge- 
bruijckt,  d’  E.  Comp®  al  lang  was  bevrijt  om  granen  nae 
Madagascar  te  varen,  het  blijckt  oock  volcomen  dat  UE.  veel 
groter  ijver  hebt  gehat  tot  noch  toe  om  te  timmeren  ende  te 
metselen  dan  om  coorn  aen  te  planten  want 
Moestwesei  omhuija-  lovemte  steenen  hitvjs  ende  het  hoofft  om  water 
no^hquaeiijS'^oSh  hadden  wel  3 jaren  langer  mogen 

is.  wachten,  want  hebben  onse  matrosen  nu  over 

de  60  jaren  moeten  tot  den  -hals  in  ’t  water 
Het  ^oofft  dacht  ons  loopen  om  water  te  halen ; het  soude  noch  op 
Tott  gemack^wd  ses  jaren  hebben  aengeeomen.  UE. 

gevoelt  ala  sijade  al  werdt  den  andermael  dese  saecke  indachtight 
gebruijckel:  soodanich  te  bestieren  dat  sulcx  bij  haer  Ed. 

met  goede  redenen  suit  cunnen  verantwoorden, 
gelijck  bij  ’t  contrarie  geen  ijverige  verstandeii  sullen  gebreeoken 
u fouten  aen  te  wijsen  ende  daerover  aen  te  doen  spreecken. 
Reeckent  eens  bij  malcander  al  uw  g’imagineerde  winsten  met  het 
vaeren  gewonnen  daertoe  nochtans  meest  2 
Onder  verbeteringe,  galjoots  sijn  gebruijckt  ende  ’t  sal  in  roock 
noijt  meer  ale  een.  verdwijnen  ende  groote  schade  voor  de  Comp® 
in  plaets  van  voordeel  aenwijsen. 

24.  Om  nu  de  verdere  ordre  van  de  E.  Majores  te  voldoen, 
werd  UE,  bij  diverse  brieven  van  haer  Ed.  gerecommandeert 
naeuw  ondersoeck  te  doen  in  alles  tvat  enige  profijte  voor  d'  E.  Comp'- 
soude  mogen  geven  als  goud,  oliphants  tanden, 
Is  al  van  den  beginne  huijden,  zeekoe  tanden,  struijsveeren,  renosters 
hoorens,  civet,  honigh,  was,  ende  dit  alles  meet 
bijtijt  ende  wijlen  van  UE.  werden  in ’t  werck 
gestelt,  en  is  mijn  seecker  opinie  dat  men  sulcx  beter  te  lande  dan 
te  water  sal  connen  doen,  omdat  d’experientie  al  geleert  heefft  dat 
ons  volcq  vrij  en  franck  sender  eenigh  hinder  rheede  50  mijlen 
dwers  in  ’t  landt  hebben  geweest.  De  custe  van  Angola  streckt 
sich  op  te  10  graden  ende  soo  voorts  Ziiijdwaerts  tot  verbij  Cabo 
Negro,  &c‘’*  tot  aen  dit  landt,  het  soude  mettertijd  van  hier  te  lande 
connen  ontdeckt  werden  off  men  de  luijden  aldaer  met  haer  coop- 
manschappen  soude  connen  wennen  tot  ons  alhier  te  comen  off 
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to  the  Company  and  much  more  profitable.  I would  see  very 
little  difficulty  in  travelling  overland  to  the  river  of  the  Holy 
Spirit  and  the  town  of  Monopotapa,  and  find  out  whether  any- 
thing might  he  done  for  the  Company  there.  " That town  is 
situated  in  the  Atlas  (which  agrees  with  the  Portugese  descrip- 
tion) about  N.E.,  and  210  miles  from  this  in  latitude  24®,  whilst 
the  river  is  about  20  miles  further  to  the  North.  This  river  pro- 
duces all  the  gold  (according  to  the  evidence  which  we  have  been 
able  hitherto  to  collect  on  the  subject)  ever  brought  into  the 
“ Manillas  ” and  captured  there.  For  this  expedition  8 or  10 
^ , , young  men  of  courage,  and  among  them  a land 

Has  often  been  ^ ® , ° niJi, 

undertaken  with  loss  Surveyor  or  other  experienced  person,  should  be 

of  men  and  of  health  encouraged,  and  as  50  miles  have  already  been 
wiihout  anythmg  reached,  they  might  gradually  accustom  them- 
been  secured.  Selves  to  proceed  further,  and  so  more  and  more 

discover  the  hidden  places  of  Africa. 


The  making  of  salt 
has  long  been  in 
hand  and  is  still 
carried  on  to  the 


25.  Among  the  things  that  promise  to  thrive  well  are  the  plant- 
ing of  vines  on  the  mountains,  beer  brewing, 
salt  making,  lime  burning,  brandy  distilling, 
brick  making,  timber  cutting,  fishing,  game 
shooting,  retail  liquor  selling,  &o.  All  which 
SrLdency'^."Ma^5^  industries  the  burghers  may  afterwards  take  in 
ships  have  also  been  hand  by  permission  of  the  directors  without 
piovidedaiidexcept-  special  concession. 
ing  the  distillation  ^ 
of  brandy  all  the 
other  matters  have 
long  ago  already 
been  taken  in  hand. 


26.  After  a careful  calculation  and  by  order  of  the  directors 
you  are  not  to  keep  here  more  than  100  men  who  draw  pay,  so 
that  with  the  burghers  and  convicts  and  the 
mo™  than  foo  p^id  ^n  Eobben  Island  the  garrison  is  not 

servants  heit.  to  exceed  115  men,  women  and  children  and 
slaves.  The  division  to  be  as  follows  : — 


The  Commander,  his  servant  and  cook  . . . . 3 

A junior  merchant  , . . . . . . . 1 

A sick  visitor  , . . . . . . . . . 1 

A sergeant  . . . . . , . . . . 1 

2 assistants  . . . . . . . , . . 2 

2 smiths  and  sword  cutters  (furbisber.s)  . . . . 2 

2 corporals  . . . , . . . . . . 2 

Drummer  and  trumpeter  . . . . . . 2 
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haer  goederen  aff  te  handelen  ’t  welk  d’  E.  Comp®  vrij  oncoste- 
lijker  en  proffijteli joker  soude  eomen,  ende  soude  iok  cleijne 
swarigheijt  maken  om  van  hier  de  reviere  van  Spiritos  Santo  ende 
stadt  van  Monopotapa  te  doen  bereijsen,  ende  le  sien  otfte  aldaer 
voor  d’  E.  Comp®  ijts  mocht  vallen,  dese  stadt  leijdt  in  den  Atlas 
(aceordeerende  oocq  met  de  Portugeese  besoliri j vinge)  omtrent 
bJoord  Cost  van  bier  210  mijien  op  de  breete  van  24  graden  ende 
revier  omtrent  20  mijien  Noordeli joker.  Deze  revier  gbeefft  al 
bet  goudt  nae  de  getuijgenisse  die  wij  tot  nocb  daervan  bebben 
dat  oijt  in  de  Mautbas  gebraebt  ende  vandaer  verovert  is.  Tot 
dit  werok  moest  men  eerst  8 a 10  oouragiense 
jonge  luijden,  daeronder  een  Lantmeter  offte 
ander  ervaren  persoon  animeeren  en  gelijok  sij 
nomen  somber  ijts  no-  rbeede  50  mijien  b(3bben  geweest  voort  tot  dese 
reijse  alleenskens  gewennen  ende  voortstuwen 
om  de  secreeten  van  Africa  meer  ende  meer 
t’  ontdecken. 


Is  met  veriies  van 
voicq  en  gesontbeijt 
diverge  malon  onder- 


tabels  opgedeea  te 


hebbec . 


25.  Onder  de  apparentien  die  bun  albier  seeckerlijck  vertboonen 
is  oook  bet  aenplanten  van  wijngaerden  in ’t 
gebergbte,  bier  brouwen,  soudt  maken  daerbij 
compt  nocb  ’t  calck  branden,  brandewijn  dis- 
tileren,  steen  baoken,  boudt  balen,  visserijen, 
wilt  sebieten,  tapneeringen,  en  diergelijoke  van 
alle ’t  weloke  de  P urgerije  naemaels  door  naeder 
ordre  onser  princ  palen  sullen  oounen  daerbij 
sender  octroi  j gefavoriseert  werden. 


*t  Soudt  maeckfen  is 
laugh  in  iraijn  ge- 
■weest  ende  noch  in 
obfcervantie  sco  veel 
tot  df  ss  residentie  no- 
cig  vereijsoht  ende 
oock  al  veel  sehepen 
g’  aceommodeert  ende 
wegen  de  rest  oocq 
lange  in  treijn  ge- 
weest  behalve  de 
brandewijn  distil- 
latie  &c“ 


26.  d’Expresse  ordre  onser  principalen  op  ’t  naeuwst  g’exami- 
neert  sijnde,  ende  daerbij  met  UE.  oocq  overslacb  bebbende 
gemaeckt.  Wert  UE.  bevolen  voortaen  niet  boven  bet  getal  van 
100  coppen  gagie  winnende  tot  naeder  ordre  te  comen  maeckende 
met  de  aenwesende  Burgers  en  Bandijten 
mitsgaders  4 op  bet  Robbeujacbt  115  coppen 
mans  personen,  bebalven  vrouwen,  kinderen 
ende  slaven,  de  verdeeling  met  UE.  gemaeckt 
is  als  volgbt. 


Wort  alsoo  geiaan 
erde  niet  boven  de 
100  gegag'ieerden  ge- 
houden. 


Den  Commandeur  met  sijn  knecbt  en  eenen  kock-persoonen  3 

Een  Ondercoopman . . . . . . . . 1 

Een  Cranck  besoecker  . . . , . . 1 

Een  Sergiand  . . . . . . . . 1 

2 Adsistenten  . . . . . . . . 2 

2 Smits  en  Swaertvegers  . . . . . . 2 

2 Corporaels.  = . . . . . . ■ 2 

Tamboer  en  trompetter  . . . . . . 2 
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Hunters — these  are  to  he  counted  among  the  garrison  2 
Cook  and  assistant  for  the  men  , . . . . , 2 


Chief  and  junior  surgeons 

. 

2 

Gunner  and  quarter-master  of  the  vessel  • 

• 

1 

Butler 

1 

Cooper 

• • • 

1 

Land  surveyor  and  guardian  of  the  works  . 

• • • 

1 

Gardener  and  assistants . , 

. 

13 

On  Bobhen  Island 

3 

Shepherds  and  pig  herds 

• « • 

2 

Carpenters 

• • • 

5 

On  the  redoubt  by  day  . . 

• • • 

2 

Masons  and  hod  carriers  . . 

• • « 

5 

Guard  in  the  ga^e  hv  day 

• • • 

3 

With  the  wood  wagons,  cattle  herds,  woodcutters 

24 

Sailors  on  the  Bohbenjaeht 

4 

Agriculturists  and  ploughmen  at  the  corn  lands 

15 

Paid  servants 

100 

Also  10  agricultural  burghers 

10 

6 convicts  who  labour  on  the  lands 

. 

6 

Total- 

4 slave  women  and  1 male  slave  at  the' 
Commander’s  . . . . 5 

1 slave  at  the  sergeant’s  . . . . 1 

—men 

116 

1 female  slave  at  the  sick  visitor’s  . . 1 

male  and 

1 ,,  „ junior  merchant’s  1 

y female 

1 „ ,,  gardener’s  . . 1 

1 Madagascar  female  slave  to  sweep  the 
fort  . . . . . . . . 1 

1 slave  at  the  surgeon’s  . . . . 1^ 

slaves 

10 

Dutch  married  (?  women)  and  12  children  . . . . 18 

Total  of  souls  at  the  Cape  . . 144 

27.  Vacancies  occurring  in  this  number  either  by  expiration  of 
service  time  or  death  are  to  be  filled  up  from  the 
JaVried'^out  home  ships,  but  the  number  as  stated  above  is 

not  to  he  exceeded,  as  it  is  understood  tliat  the 
Cape  is  more  fully  supplied  with  hands  than  any  other  office  in 
India 


28.  You  are  expressly  ordered  not  to  land  any  other  cargo  out 
of  the  ships  except  w'hat  has  been  specified  by  resolution  as  having 
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Wiltschutten,  deese  moeten  onder ’t  guarnisoen  gereeckent  1657 

werden  . . . . . . . . 2 ~~ 

Kock  en  sijn  maet  voor ’t  volcq  . . . . 2 

Opper  en  Onder  Chirurgijn  . . . . . . 2 

Constapel  en  quartiermeester  van ’t  Vaertuijgh  1 

Bottelier  . . . . . . . . 1 

Cuijper  . . . , . . , . 1 

Landtmeter  ende  oppasser  van  de  wercken  . . . . 1 

Thuijnier  en  sijn  knechts  . . . . . . 15 

Op ’t  Eobben  Eijlandt  . , . . . . 3 

Scbapen  ende  vercken  Wacbters  . . . , 2 

Timmerluijden  . . , . . . , . 5 

Op  de  redout  bij  dagh  , . . . , . 2 

Metselaers  en  opperluijden  . . . . . . 5 

Wacht  in  de  poort  bij  dagh  . , , . . . 3 

Bij  de  houtwagens,  beestewacbters,  houdtbackers.  . . 24 

Matrosen  op ’t  Eobbenjacbt  . . . . . . 4 

Landtbouwers  ende  bij  de  ploegb  van ’s  Comp®.  Oorenlandt  15 


Gegagieerde  Coppen 

Daerenboven  noob  10  burgers  die  landt  bouwen 
6 bandijten  die  land  bouwen 

Coppen  mans  116  — 

Noch  4 slavinnen  en  een  slaef  bij  den  Commandeur  5^  | 
1 slaef  bij  de  Sergeant  , . . . 1 .S 

1 slaevin  bij  den  Cranckbesoecker  . . 1 J 

1 d“.  bij  den  Onder  Coopman  . . ^ a 

1 d°.  bij  den  Thuijnier  , . 1 ® 

1 Madagascarse  slavin  om ’t  fort  te  vegen  1 | 

1 slaef  bij  den  barbier  . . . . 1 J « 

Nederlandse  getroude  ende  12  kinderen 

Aen  de  Caep  resideeren  . . zielen 


100 

10 

6 


116 


10 

18 

144 


27.  Van  de  voorstaende  100  gegagieerde  coppen  sal  UE.  die 
bun  tijt  uijt  sijn,  ende  de  overleedne  uijt  de 
vaderlantse  schepen  suppleren,  sender  noobtans 
Does  ordre  wort  ’t  getal  tensij  bij  expresse  naeder  last  (als 
prompt  voldaen.  voorsz  : te  mogen  vermeerderen  alsoo  verstaen 
wert  de  Caep  daermede  meer  dan  eenigh  can- 
tor in  India  version  is. 


28.  UE.  wert  oock  mits  desen  expresselijck  verboden  geenige 
andre  goederen  uijt  de  schepen  te  licbten  als  bij  de  resolutie  daer 
affgenomen  gespecifioeert  wert,  ende  met  UE.  eijgen  calculatie 
accordeert.  Voomamentlijck  sal  UE.  mede  geen  plancken  offte 
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been  taken  out,  nor  are  you  to  take  out  any 
Is  being  carried  out.  planks,  bricks,  &c.,  With  the  excuse  that  you 
require  them  for  the  jetty  or  other  purposes,  as  it 
would  be  very  desirable  if  wood  and  stone  could  be  obtained  as 
easily  in  India  as  here.  You  are  also  henceforth  not  to  be  so 
exorbitant  in  your  requisitions  by  asking  300  planks  per  each 
ship  from  home,  and  remember  beforehand  the  necessary  articles 
which  the  ships  are  to  carry,  as  such  requisitions  are  injurious 
to  the  Company — and  ridiculous.  It  is  likely  also  that  soon  you 
may  be  ordered  to  ship  on  the  outward  bound  vessels  as  much 
timber  as  they  can  carry  for  India.  For  that  purpose  the  beam 
was  sent  to  Batavia  with  the  Orangien  to  see  whether  it  will  be 
found  desirable  there.  Flat  beams  would  also  be  better  for  the 
jetty  than  planks,  and  could  be  more  easily  obtained  here  in 
course  of  time. 

As  the  whale  and  seal  fisheries  have  been  abandoned,  the  empty 
casks  are  to  be  sent  to  Batavia,  where  they  are 
much  wanted. 


Has  been  done. 


29.  Two  beacons  should  be  erected  on  the  Lion’s  Tail,  for  ships 
seen  by  day  generally  approach  the  anchorage  when  it  is  getting 
dark,  and  are  then  again  obliged  to  stand  ofi,  in 
that  way  exposed  to  the  chance  of  being  blown 
back  by  the  S.E.  or  imperilled  by  a N.W.  wind. 
With  these  two  beacons  and  a third  on  Robben 
Island  they  might  reach  the  bay  in  the  darkest 
night.  The  Company  would  not  mind  the  expense  caused  by  the 
burning  of  the  required  pitch  rings.  The  Robbejacht,  when  here, 
might  also  carry  a light  when  vessels  are  seen  approaching. 


A fire  beacon 
been  placed 
Eobben  Island 
ordered. 


bas 

on 

as 


29.  As  soon  as  the  chart  mentioned  has  been  made,  you  are  to 
Chart  completed  as  alter  the  instructions  for  ships  l:ouching  here, 
required ; the  orders  stating  the  proper  depths  where  the  ships  may 
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eenigh  houdtwereq,  soo  oock  geene  clinckert 
Item  oook  dee?e.  moppen  off’t  ander  steen  lichten  onder  pretext 
van ’t  hoofft  offte  hoedanigh ’t  selve  oocq  magli 
wesen  alsoo  te  wenschen  ware  dat  op  Batavia,  Amboyna,  Banda, 
Formosa,  &o'‘.  bet  boudt  ende  steen  maer  halli  soo  licbt  te  becomen 
was,  ende  moeten  UB.  in ’t  maken  van  hare  petitien  voortaen  wat 
voorsichtiger  sijn,  uijt  ’t  patria  soo  lichtveerdig  met  ijder  sohip 
300  plancken  te  ontbieden  maer  eerst  bedeneken  met  hoe  veel 
nootwendiger  saecken  de  sohepen  van  de  Comp®,  moeten  werden 
afigeladen  soodat  desen  eijsoh  niet  alleen  sohadelijck  maer  oock 
bespottelijck  is,  dewijle  UE.  (soo  ick  geloove)  wel  haest  souden 
mogen  opgeleijdt  worden  de  sohepen  nae  India  tenderende,  soo 
veel  timmerhout  mede  te  geven  als  deselve  bequaem  op  den  over- 
loop connen  bergen,  en  soo  veel  bij  UE.  (nae  dat  het  werck  alhier 
sal  afgedaen  wesen)  jaerlijcx  sal  connen  vaerdigh  crijgen,  tot 
welcken  eijnde  oocq  den  balcq  nae  Batavia  met  Orangien  wert 
gesonden  om  te  sijn  offte  ’t  selve  aldaer  durabel  sijn  sal ; de 
ontbooden  plancken  souden  oocq  tot  het  hoofft  soo  goet  niet  wesen 
als  wel  platte  balcken  van  5 4 6 duijm  dick  dat  een  stijff  ende  seer 
durabel  werck  maken  sal,  ende  die  hier  metter  tijt  seer  wel  ende 
overvloedigh  te  becomen  sijn,  dewijl  den  walvis-  ende  robben- 
vanghst  voor  onnoodighe  costen  bij  haer  Ed,  sijn  affgesz.  sal  UE  : 
de  ledige  vaten  oock  al  dienen  te  excuseeren 
Ende  mededit  poiict  die  wij  Op  Batavia  allijt  seer  nodigh  van  doen 
▼an  de  duijgen.  hebben  en  ordinair  om  verlegen  zijn. 


Is  een  vuijrbaken  op  't 
RobbenEijlant  gestelt 
volgensmemorie  daer- 
van  geform*  tot  ge- 
rieff  van  de  sobeepen 
ende  voldoenigb  deser 
ordre. 


29.  Het  was  seer  goet  dat  UB.  2 baackens  op  de  beijde  punten  van 
de  stcert  van  de  Leeuwenhergh  conde  doen  opstellen  alsoo  UE. 

dagelijcxvolcq  op  den  uitkijekuijtsendt,  dieUE. 
tijdingh  van  de  compste  der  scheepen  waer- 
schouwen  dewijle  het  diokwils  tegen  de  nacht 
gaet  als  de  schepen  bij  de  wercken  comen  soo 
moeten  die  oocq  (uijt  vreese  van  de  nacht)  ter- 
stont  zee  houden  daerse  dan  dickmael.van  den 
Z.  0.  wint  tegens  haer  danck  werden  wegh- 
gevoert,  ende  oock  met  een  N.  W.  wint  met 
groote  sorge  affhouden,  daer  se  anders  de  2 baeokens  gem : ende 
een  op ’t  Robben  Eijlandt  aen  de  zijde  van  ’t  riff  wel  gestelt 
sijnde  sender  prijckel  (al  was  ’t  doncker  nacht)  connen  binnen 
zeijlen  ; de  peck  cransen  die  daartoe  geconsumeert  werden  soude 
haer  d.  E Comp®  seer  wel  getroosten  ende  soo  oook ’t  Robbejacht 
hier  lagh  ende  ’t  selve  bij  nacht  ten  tijden  men  ’s  avonrs  de 
scheepen  sach  binnen  zeijlen  oock  een  licht  opstellen  om  de  reohte 
rheede  te  connen  sien. 


29.  Soo  haest  het  voorgem : caertjen  in  esse  is,  sal  UE.  de 
instructie  voor  de  scheepen  die  de  Caep  aendoen, 
dienen  te  veranderen  met  de  behoorlijcke  diepte 
der  gronden  daer  de  schepen  souden  bij  noot 


Wegen  de  Caeit  is 
voldaen,  doch  de 
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J657.  of  the  masters  left  safely  auohor  when  necessary,  and  likewise 
^ereThy^u^t^be  position  of  the  little  Hout 

quite  sufBoieut.  Bay,  lest  inexperienced  skippers,  &c.,  should  run 
into  it — the  idea  of  skipper  D.  Olaasz,  as  proposed 
to  our  principals,  being  a very  dangerous  and  imprudent  one, 
which  may  cause  a great  loss  of  vessels. 


30.  All  your  invoice  books  are  to  be  bound  separately ; and 

annually  send  copies  of  your  books  when 
This  is  being  done,  balanced,  to  Batavia ; this  is  customary  through- 
out the  whole  of  India. 

31.  In  writing  to  the  17  you  are  to  be  as  brief  as  possible  and 

not  repeat  the  contents  of  your  journals,  &c., 
The  same.  but  merely  refer  to  the  page,  &c. ; the  same  you 

are  to  do  in  your  correspondence  with  the  private 
chambers,  remembering  that  the  masters  are  better  pleased  with 
much  work  than  many  words — if  the  substance  be  only  expressed 
briefly  and  plainly. 


32.  All  foreigners  who  arrive  here  shall  be  refused  accommoda- 
tion in  whatever  shape  they  may  ask  for  it,  as  per  order  of  the 
masters.  You  shall  point  to  your  own  necessities 
Idem.  and  allow  them  water.  I don’t  see  where  they 

will  be  able  to  get  vegetables,  whilst  we  ourselves 
are  unable  to  obtain  fresh  meat.  In  order  to  prevent  foreigners 
from  carrying  news  away  from  here,  you  are  only  to  keep  in  your 
employ  Dutchmen,  that  we  may  be  safe  from  the  treason  and 
malice  of  strangers.  . Only  Dutch  and  Oermans  are  therefore  to 
be  employed,  and  the  foreigners  here  now  are  to  be  exchanged, 
especially  the  French  and  English,  who  are  gradually  sending 
stronger  expeditions  to  India,  and  will  off  and  on  call  here.  They 
may  also  do  mischief  on  Robben  Island,  and  therefore  you  are  to 
put  a cannon  at  the  landing,  as  you  say  that  on  no  other  spot  a 
landing  is  possible. 


33.  The  money  collected  for  the  poor  by  donations, 
fines,  or  otherwise,  you  shall  bring  up  in  your  books  to 
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gere^gcerde  ordres  eonnen  anckeren,  daerin  stellen  ende  H hout- 
haer  geheel  gelaten  ^Mijtjen  nae  UE.  goede  ondervmdinge  ver- 
a'ssijndetotnochniet  anderen  opdat  eenige  onervaren  schippers  eude 

aoders  bevonden  als  stuiirluiiden  daer  niet  moohten  inloopen,  alsoo 
heel  wel  gestelt  tei,’’  m 

gijjj  ® net  concept  van  scnipper  David  (Jlaesz : voor 

onse  principaelen  een  onvoorsightigh  voorstel  is, 
dat  d’  E.  Oomp'"  veel  scheepen  soude  cunnen  kosten. 

30.  UE  : sullen  nae  desen  u factuur  Boecken  alle  apart  doen 
inbinden  en  oock  jaerlijcx  do  geslooten  Bouckjes  nae  Batavia 

senden  als  van  alle  Comptoiren  van  India 
Wortgedaen.  gebruijckelijck  is. 

31.  In  ’t  scbrijven  aen  de  Heeren  17'-'"  moeten  UE.  verdacbt 
sijn  dat  alle  uwe  sustantie  soo  cort  vervadt  als  doenlijck  sij,  en  u 
daerin  niet  renvojeren  aen  u daghregisters,  brieven  offte  resolution 
soo  oock  soo  weijnich  als  doenlijck  aen  de  particuliere  Uamers 

respective,  maer  wel  u wijtloopiger  redenen 
Idem.  bij  de  folie  en  datum  aenwijsen  soo  ’t  een 

heel  eimportante  saecke  is,  altoos  gedachtigh 
sij  nde  dat  de  Meesters  meer  behagen  bebben  en  beter  met  veel 
weroken  gedient  sijn,  dan  met  veel  woorden  als  maer  de  sustantie 
cortelijck  ende  claer  uijtgedruckt  wert. 

32.  Alle  aencomende  vreemdelingen  Franschen,  Engelsen  en 
sullen  UE.  in  geenderlij  wijse  ergens  mede  accommoderen  maer 
volgens  ordre  van  onse  principalen  op  eijgen  behoeffte  excuseren, 
bun ’t  water  toestaende  te  baelen,  verversinge  van  groente  can 

ick  oock  niet  sien  dat  voor  baer  overscbiet, 
insonderbeijt  mede  geen  vers  vleijs,  dat  wij- 
selver  niet  eonnen  becomen,  soo  lange  ons  geen 
reden  te  contrarie  wert  gegeven  om  nu  ons  doen  en  laten  baer 
niet  over  te  rapporteren,  sal  UE.  alle  Engelsen,  Fransen,  Porte- 
gesen,  Spanjaerden,  Italianen  en  diergebjeke  noijt  aen  de  Caep 
bouden,  maer  geen  andere  als  ons  eijgen  Nederlanders  en  Duijtse 
gebruijeken  om  altoos  soo  veel  doenlijck  voor  verraderije  en 
quaetaerdigbeijt  der  vreemdelingen  bevrijt  te  weseu  d’  present 
aenwesende  Francen  en  bngelsen  sijn  oock  om  die  redenen  alle 
nu  verwisselt  alsoo  te  vvesen  sij  dat  dese  natie  stercker  nae  Indie 
sal  equiperen,  ende  oock  veele  dese  plaetse  in  passant  aendoen, 
ende  om  te  beletten  dat  se  ons  geen  quade  part  op  ’t  Kobben 
Eijlant  moebten  aendoen  sal  ’t  goet  sijn  dat  op  UE.  voorstel  met 
ten  eersten  een  stuck  gesebut  op  de  ancker  plaetse  wert 
geleijt,  alsoo  UE.  vast  stelt  dat  bet  onmogelijck  is  die 
eijlant  ergens  elders  te  genaecken  dan  in  dit  cleijn  baijken 
alleen. — (Idem.) 

33.  ’t  Gelt  dat  nae  desen  ooor  tV  armen  door  dese  offte  geene 
moebt  werden  gegeven  offte  anders  ijmant  wert  gecondemneert, 

voi.  IX.  R 
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Is  also  being  done,  the  credit  of  the  poor,  so  that  when  the  Colony 
grows  bigger  and  poor  people  are  found  they 
may  he  assisted  as  desired  hy  the  masters. 


34  The  freemen  are  to  he  taken  out  of  the  pay  lists  and  carried 
into  the  ledgers,  debiting  or  crediting  them  as 
ein.  the  case  may  be,  and  as  they  buy  from  the 

Company. 


35  The  17  will  have  to  reply  to  the  request  of  the  married 
servants  to  be  allowed  some  laud  for  corn  as  soon  _ as  they  can 
cultivate  it  with  their  own  slaves ; hut  if  any  should  in  the  mean- 
while offer  themselves  you  may,  in  order  to  promote  the  increase 
of  corn,  grant  them  some  land  from  which  they  may  draw  the 
produce,  but  they  are  to  have  no  land  in  posses- 
Idem.  sion.  Grants  can  only  be  made,  if,  like  the 

burghers  they  undertake  to  remain  here  20  years. 
Their  oxen  and  necessaries  they  are  to  buy  from  the  burghers  or 
the  Company.  All  are  allowed  to  fish,  provided  their  work  is  not 
interfered  with,  until  further  orders. 


36.  No  one  allowed  to  shoot  any  game  whatever,  excepting 
those  appointed  for  the  purpose  and  likewise 
Idem.  officers  of  high  rank  on  board  the  ships,  lest  the 

If  there  were  here  as  f.iffhtened  away  and  made  timid;  I 

many  Formosans  or  game  06  Illgmeueu  will 

Chinamen  under-  fully  convinced  that  elands  and  harts  wil 

standing  how  to  • of  time  become  very  profitable. 

catch  g.ime,  there 

wouldbe  some  hopes, 

but  now  the  chances 

are  slight  because  of 

the  laziness  of  the 

natives,  who  know 

nothing  and  cannot 

be  made  industrious. 

Our  people  cannot 
do  it  as  yet  for  the 
game  is  too  wild. 
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Wort  medo  gedaen. 


sal  UE.  den  armen  een  reecq : in  u boeckjens 
counen  geven  voor  ’’t  geene  in  de  bus  was  jaer- 
lijox  n cas  debit erende,  ende  den  armen  credi- 
terende,  soo  ook  voor  de  boete  tot  last  van  de  gedebiteerde  per- 
soonen,  om  bij  aenwas  van  grooter  colonie,  ende  meerder  burgers 
d’  arme  menscben  te  helpen  gelijok  d’  intentie  van  onse  princi" 
palen  dicteert. 

34.  De  Reecq°  van  de  vrije  luijden  sal  UE.  insgelijcx  in  u 
soldij  bouekjes  sluijten,  ende  weder  reecq“  in  de  negotie  boucken 

geven,  liaer  daerin  voor  bet  te  goede  credi- 
Idem  terende,  ende  voor  bet  te  quaede  debiteerende, 

neffens ’t  geen  UE.  baer  mocbt  verstrecken  om 
door  baer  mettertijt  in  coorn  voldaen  te  worden. 

35.  Acbtervolgens  UE.  scbrifftelijcke  vrage  off  men  aen  de 
getroude  dienaers  eenigb  lant  soude  mogen  vergunnen  om  met 
coorn  te  besaijen,  soo  baest  deselve  door  eijgen  slaven  sulcx  sullen 
eonnen  uijtvoeren,  bierop  dient  tot  antwoort,  dat  ’t  selve  tot 
naeder  ordre  van  de  Ed.  H”‘  17™  sal  eonnen  werden  uijtgestelt, 
maer  soo  bun  eenige  getroude  ministers  biertoe  middelerwijl  aen- 
bodeu  sal  UE.  om  immers  den  aengroeij  van  coorn  te  main- 
tineren  deselve  een  stuck  lant  mogen  vergunnen  om  daeraff 

de  vrucbteutetreckenmaergeensints  deneijgen- 
Tdem.  dom  van ’t  lant  inlaeteu  die  sij  aen  de  Heeren 

Majores  mogen  versoecken,  vast  stellende  dat 
baer  Ed;  bun  sulcx  niet  sullen  weijgeren,  soo  sij  gelijek  de 
burgbers  de  conditie  van  20  jaeren  bier  blijvens  aennemen,  nadat 
sij  ’t  landt  in  possessie  sullen  genomen  bebben.  Hun  ossen  ende 
bunne  beboefften  moeten  sij  van  de  Comp®  offte  van  de  burgers 
copen,  bet  vissen  in  de  zee,  zoute  ende  versse  revieren  wort  een 
ijder  toegestaen,  bij  sij  dienaer  offte  burger  soo  veel  buijten  verlet 
van  baer  dienst  gesebieden  can,  tot  naeder  ordi’e  onser  superieuren. 

36.  Maer  tot  bet  sebieten  van  ’t  wilt,  als  berten,  elanden, 

binden,  renosters,  basen,  dassen,  Item  alle ’t  wilt  gevogelte 

wert  niemant  g’autboriseert  als  die  daertoe  door  UE.  mogt 

werden  gestelt,  ende  deese  offte  gene  van  de 
Formosansn  "^o'f  iTe  capitale  officieren  der  sebeepen  mocbt  werden 
toegelaten  om  bet  abondante  wilt  niet  ontijdigb 
te  verjagen,  ende  met  veel  sebieten  sebouw  te 
maecken,  mij  vast  laetende  voorstaen  dat  de 
elanden  ende  bertenvangbst  metter  tijt  van 
groote  consideratie  sal  werden. 


Ohineeen  die  haer  op 
d e 8 e vanghst  ver- 
stonden  als  op  For- 
mosa 830  w a s s e r 
eenige  hope,  maer  nu 
s i j n d’  apparentien 
seer  sober  vermits  de 
luijigh  ende  traegh* 
van  dese  lants  in- 
woonders  die  nergens 
aflweten  noch  tot 
eenige  naerstigh*  te 
brengen  sijn,  ende 
voor  onse  natie  noch 
ommogel : als  sijnde 
dat  vee  hier  te  wdt. 


It  2 
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37.  The  burghers  to  be  the  first  served  with  slaves  from 
Augola ; afterwards  the  servants  may  get  some  ; some  of  the  best 
to  be  selected  for  the  Company’s  lands,  that  the 
Will  be  done.  garrison  may  be  gradually  relieved  from  field 

labour,  and  reduced  in  number  as  that  of  the  burghers  increases. 


38.  All  large  and  half  the  number  of  small  rhinoceros  horns 
may  be  sent  to  Holland  as  samples,  and  the  rest 
to  India,  excepting  six  tusks,  two  of  the  largest, 
two  of  medium  size,  and  two  of  the  smallest, 
which  are  to  be  sent  to  Patria  in  two  ships,  that 
the  directors  may  examine  them  and  send  out 
the  orders  necessary. 


39.  Almost  at  every  Meeting  the  Seventeen  have  written  how 
you  are  to  conduct  yourselves  towards  the  natives.  Tour  letters 
aud  their  answers  I have  carefully  considered,  and  also  consulted 
with  you.  Difficulties  were  found  on  all  sides  if  we  were  too  lax 
or  too  rigid,  and  we  unanimously  concluded  that  if  we  do  not  ride 
these  Cape  men,  Herry  and  others,  with  a short  rein  we  shall  never 
get  any  trade  out  of  the  Saldanhars  or  obtain  an  abundance  of 
cattle,  and  so  gain  our  object,  in  which  the  Company  is  so  greatly 
interested ; and  as  you  have  asked  my  opinion  on  this  subject,  I 
believe  that  we  must  adopt  all  possible  means  to  dkort  these 
Caapmen  from  the  Saldanhars.  For  this  purpose 
three  ways  are  open,  viz. : to  cut  them  off  from 
approach,  by  means  of  our  fortifications  and 
watchhouses,  to  seize  them  all,  kill  them  or 
carry  them  away,  or  to  endeavour  to  live  with 
them  in  such  good  confidence  that  we  need  fear 
no  evil  from  them. 

The  first  course  is  the  surest  and  by  far  the 
best,  but  on  the  other  hand  the  most  expensive 
for  the  Company ; the  second  is  barbarous  and 
unchristian,  which  would  accordingly  be  hateful  to 


Note. — Tijis  is  very 
well  eomprebended 
and  very  necessary. 
There  rvould  be  a 
chance  with  twenty 
horsemen  to  obtain 
the  mastery  over 
them  as  well  as  the 
other.s  without  ihc 
necessity  of  forti- 
fications, as  men- 
tioned in  our  letter, 
of  the  year  > 
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37.  Soo  met ’t  jacht  van  Angola  quantiteijt  slaven  aenquamen 
sal  TIE.  de  burgers  voor  alle  andre  eerst  accommoderen,  ends  die 
geriefPt  sijndo  oock  de  dienaers  connen  eenige 
Sal  g«da<n  worden.  overlaten  eenige  van  de  beste  mede  al  vooren 
voor  d’  E.  Comp®  tot  haer  landen  inhoudende, 
ora  alsoo  ons  guarnisoen  metter  tijt  van  ’t  wercken  wat  te  excu- 
seren,  ende  deselve  te  verminderen  nae  den  aenwas  der  burgers 
als  voorseijt. 


38.  UE.  vraagbt  off  men  de  aenwesende  renosters  borens  alhier, 
ende  de  olipbants  tanden  die  met  bet  jacbt  van  Angola  mocbten 
comen  nae  India  otfte ’t  Patria  soude  voort- 


Mogftn  o?  Angola 
geen  oliphanta  tanden 
handelen,  eode  sijnjp"^ 
Lonijae  da  heifft  van 
de  rinocheros  nooins 
nae  ’t Patria  geaon- 
den. 


senden.  Hierop  dient  tot  antwoort  dat  alle  de 
groote  en  de  belfft  van  de  cleijne  renosters 
boorens  nae ’t  Patria  oonnen  werden  gesonden 
tot  een  monster,  ende ’d  ander  belfft  van  de 
cleijne  naer  India  werden  gesonden,  excepto  b 
tanden  bij  UE.  uijt  den  boop  uijt  te  soeeken, 
te  weten  twee  van  de  grootste,  2 middelbare,  en  2 van  de  cloijnste 
die  UE.  tot  een  monster  nae ’t  Patria  in  2 scbeepen  verdeelen, 
suit  dienen  te  senden,  ora  de  ileeren  Majores  de  monsters  te  ver- 
toonen,  ende  baer  Ed.  naeder  ordre  affwacbten. 


3.b  Hoedanigh  wij  voortaen  met  de  Hottentoos  als  Herrij, 
Caepman  baer  g’  allieerde,  mitsgaders  de  Sardanjars  sullen  leven, 
daervan  is  bijna  alle  vergaderingen  van  d’  Ed  : Hr"  17"'  aen  UE  : 
gesz : ende  UE  : voorstel  in  alien  geval  beantwoort.  Ick  bobbe 
UE ; brieven  ende  baer  Ed  ; antwoordt  met  aendaobt  doorlco- 
pen  ende  oocq  met  UE : soo  in  als  buijten  raede  daerover 
gemediteert  en  is  aan  alle  sijden  swarigbeijt  gevonden,  sou  wij  te 
slap  off  te  strong  wilden  sijn  ende  is  onsaller  eendraobtigb  oordeel 
dat  soo  wij  deese  Caepse  gasten  niet  breijdelen  en  stip  in  toom 
connen  bouden  dat  wij  uijt  ’t  lant  van  de  Sardanjars  geen  bandel 
sullen  obtineren,  offte  om  abondant  beestiael  te  bebben,  tot  ons 
oogb  wit  geraecken,  daeraen  d’  E.  Comp''  nocbtans  soo  veel  gelegen 
leijt,  ende  dewijl  UE  ; oock  mijn  advijs  bierover  versocbt  beefft, 
ben  ick  van  vaste  opinie  dat  wij  met  alle  bedenekelijke  middelen 
moeten  practiseren  o'n  dese  Cat-pne  gasten  van  de 
Nota  is  recht  wfl  ge-  Saldanhars  te  diverteeren,  bier  toe  sijn  drie  mid- 
vat  ende  seer  nodigh  delen  maer  te  gebruijeken  te  weten,  baer  aff  te 
oocq  20  gQij(jen  op  den  pas  door  middel  van  onse  forti- 

van  dien  so'>  -wel  alfl  ncatien  en  wachtnuijsen,  naer  alle  bi]  de  cop 
d’ ander  sonderversz : vatten,  doot  slaen,  offte  vervoeren  offte  wel 
baer  in  soo  goeden  Confidentie  traebten  te 
vlseert  ? leveii  dat  wi]  van  nun  geen  quaet  te  verwacnten 

badden,  d’  eerste  middel  is  de  seeckerste  ende 
ver  de  beste  maer  wederom  de  aldereostelijckste  voor  d’  E.  Comp® ; 
detweede  is  barbaars  en  onebristelijek  die  daerorn^van  God  soude 
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God  and  punished,  and  to  which,  judging  from  all  the  letters  of  the 
Directors,  I find  them  not  in  the  least  inclined,  for  they  say  that 
we  should  never  adopt  such  stringent  and  desperate  means,  unless 
they  are  unavoidable.  The  third  course  is  certainly  the  most 
honest  and  praiseworthy,  hut  we  find  (God  better  it!)  that  the 
beastly  and  brutal  nature  of  tliese  people  cannot  possibly  be 
inclined  towards  us  in  that  manner,  so  that  the  first  course  seems 
to  he  the  most  necessary,  with  the  hope  that  the  expense  will  in 
time  be  covered  by  the  abundant  bringing  on  of  cattle ; hut  as 
this  is  an  important  matter,  it  will  be  necessary  beforehand  to 
await  the  orders  of  our  Principals,  in  order  to  regulate  your  actions 
accordingly.  In  the  meanwhile  my  advice  is 
This  i,s  being  done,  that  you  shall  treat  the  Hottentoos  or  aboriginals 
as  you  have  been  accustomed  to  do,  and  should 
it  happen  that  they  again  cause  us  considerable  injury  by  stealing, 
you  shall,  should  the  case  require  it,  but  not  otherwise,  at  once 
seize  some  of  the  tribe  of  Kerry,  the  great  Captain,  black  Captain, 
or  whoever  you  may  consider  to  be  guilty  and  send  them  to 
Robben  Island  until  they  point  out  the  right  man  to  us,  and 
having  done  so  you  shall  release  the  others  and 
banish  the  malefactor  for  two  or  three  years  on 
the  said  Island,  to  work  for  us  there,  not 
refraining  to  notify  this  to  the  chiefs,  in  order 
to  make  them  as  little  averse  to  us  as  possible. 
And  should  their  wantonuess  become  so  great 
that  besides  stealing,  they  also  murder  some  of  our  people,  I 
would  not  (until  further  orders  were  received  from  our  principals) 
agree  to  the  shedding  of  the  blood  of  any  of  them,  unless  you 
were  fully  assured  who  the  murderer  was,  who  would  then,  with 
their  (the  natives’)  advice,  be  necessarily  punished  with  death,  and 
if  it  be  practicable,  executed  by  themselves.  In  other  respects  I 
would  not  like  to  advise  otherwise  than  that  the  culprit  should 
be  pointed  out  by  themselves,  as  in  my  opinion  it  is  very  necessary 
that  they  should  be  won  by  all  possible  gentleness,  and  principally 
because,  if  we  have  once  scattered  them,  our  people  would  always 
be  in  danger  throughout  the  whole  of  Africa  and  tliis  neighbour- 
hood, whilst  at  j'l’esent  they  can  safely  go  to  our  satisfaction, 
whither  they  like.  For  various  reasons  we  con- 
sider this  of  the  greatest  importance ; hence  if 
once  Ave  have  enclosed  these  fellows  with  our 
redoubts,  we  can  always  make  them  dance  to  our 
pities.  In  the  meanwhile  you  are  not  lightly 
to  adopt  the  before  mentioned  remedy,  before  it 
has  become  urgent  and  necessary  (as  already 
said).  And  as  it  continuall}^  appears  that  these 
Hottentoos  part  with  difficulty  from  their  cattle,  it  will  be  highly 
necessary  (the  sooner  the  better)  to  send  some  men  inland,  in 


In  June,  1658,  Kerry 
was  banished  on 
Eobben  Island  and 
bis  cattle  confiscated 
for  the  benefit  of 
the  Company,  &c. 


Rightly  understood, 
and  also  properly 
observed,  but  since 
Kerry’s  banishment 
they  have  been 
suffiedently  brought 
under  the  Com- 
pany’.s  d<  votion  and 
control. 
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gehaet  ende  gestrafft  werden  ende  waertoe  ick  uijt  alle  de  brieven 
onser  majores  noijt  hebben  cunnen  sien  haerEd:  in ’t  minst  te 
inclineeren,  maer  seggen  dat  men  tot  sulcke  strenge  en  despera^'e 
resolutie  noijt  moet  comen  als  dat  men ’t  selve  niet  verbij  en  can, 
de  derde  is  wel  de  aldereerlijcksten  en  prijslijekstenmaer  bevinden 
(Grod  betert)  dat  de  beestige  en  brutale  natuijre  deser  menscben 
onmogelijch  is  door  sulcken  wegh  tot  oas  te  nemen  soo  dat  de 
eerste  middel  de  nootsaeckelijckste  blijckt  te  wesen  met  boope  dat 
d’  oncosten ’t  sijner  tijt  sullen  connen  werden  ingewonnen  door ’t 
overvloedigh  aenbrengen  van  bestiael,  dock  overmits  dat  dit  een 
importante  saecke  sij  is ’t  noodigb  dat  men  eerst  d ordre  van  haer 
Ed : onse  principalen  afiwacbt  om  naemaels 
Wort  achter  volgt.  E'E.  nae  te  connen  reguleren  middelerwijl  is 
mijn  advijs  dat  TIE.  de  Hottentoos  oiite 
inwoonders  alhier  soodanigb  tracteeren  als  UE.  gewoon  sijt, 
ende  offt’geviel  dat  se  ons  wederom  merekelijck  ongelijck  aen- 
deden  met  steelen,  dat  UE.  de  sake  sulox  meriteerende 
ende  anders  niet,  terstont  eenigh  volcq  van  Kerry,  groote 
Capitaijn,  swarte  Capitaijn  off  die  TJE.  dan  mocbt 
oordeelen  daeraen  scbnldigb  te  wesen,  bij  de  cop  ende  op  t 

Eobben  eijlant  sent,  tot  ter  tijt  sij  ons  den 
rechten  man  aenwijsen,  ende  die  aengewesen 
sijnde,  d’andre  weders  laten  1 .open  en  baunen 
de  misdadige  voor  2 a 3 jaren  op  ’t  gem : 
eijlandt  tot  onsen  dienst  aldaer,  de  hooffden 
niet  te  min  kennisse  van  ons  doen  gevende  om 
baer  soo  weijnigb  als  doenl : affkeerigb  te  maken,  ingevalle  baer 
moetwil  soo  groot  was  dat  se  beneffens ’t  rooven  eenige  persoonen 
van  d’onse  oocq  vermoorden,  sonde  ik  ecbter  (tot  nae^e  ordre 
onser  principalen)  niet  connen  verstaen  tot  bloetstortinge  van 
d’baere,  ten  ware  ons  den  moorder  seeckerlijek  bekent  was,  died^ 
met  baer  advijs  met  de  doot  nootsaeckelijck  moet  _ gestrafft 
werden,  laetendc  des  doenlijck  sijnde  door  baer  selven  d executie 
gescbieden,  maer  anders  soude  ick  niet  verder  als  de  vorige 
memorie  connen  raden  om  door  baer  selffs  de  persoon  aengewesen 
te  worden,  want  mijnes  oordeels  is  ’t  seer  nodigb  dat  men^  baer 
met  alle  sacbtmoedigbeit  moet  winnen  principael : onidat  wi]  baer 
eens  verjaegbt  bebbende,  ons  volcq  door ’t  gebeele  landt  van  Atrica 
bieromtrent  soude  prijckel  loopen  die  nu  soo  veijligb  door  t se  ve 
tot  ons  genoegGn  gs-en,  waer  se  ■willeiij  daer  aen 
ons  om  diverse  insicbten  sonderlingb  gelegen 
leijt,  maer  als  wij  dese  gasten  eens  met  ons 
trench  ement  sullen  bebben  besloten  connen  wij 
baer  altoos  nae  de  maet  van  ons  pijpen  doen 
dansen,  middelerwijl  moet  UE-  niet  -licbt  tot 
de  voor  verbaelde  remedie  comen,  als  dat  sulcs 
seer  important  (gelijck  voorseijt)  en  nootsaekelijck  was  snde  dewijl 
ons  continueel  blijckt  dat  voorsz.  Hottentoos  soo  swaerbjck  van 


Junij  1658  is  Herry 
op ’t  Eobben  E’j landt 
gebannen  etde  tijn 
veo  voor  d’E.  Comp'’ 
hem  affgenomen  &c“ 


Is  reoht  gevadt,  ende 
wordt  oock  g’obser- 
veert,  doeh  sijn  seitrt 
Herry’s  bannissemeiit 
genoegb  onder  Comps 
devotie  ende  dwangli 
gebracht. 


1657. ■ 

16en  April. 
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— This  has  already 
16th  Apri*.  been  done,  as  already 
pointed  ont,  with 
loss  of  men. 

We  also  cair'ed  out 
this,  by  giving  a 
higher  price  for  the 
cattle,  but  without 
any  result  other  than 
filling  them  with 
more  copper  to  the 
loss  of  the  Company . 


order  to  search  for  the  Saldaahars  and  induce 
them  to  come  hither  with  their  cattle,  even  if 
you  were  to  give  more  for  them  than  ordinarily, 
that  we  may  once  for  all  obtain  so  many 
animals  that  the  seamen  may  sometimes  enjoy 
a few  for  their  refreshment,  and  in  order  to 
economize  the  salt  meat  and  pork. 


4(1.  As  the  survey  between  both  the  bays  has  only  been  marked 
with  little  poles,  you  shall  as  soon  as  possible  use  larger  ones  for  the 
purpose,  fixing  such  a short  pole  every  100  roods 
in  the  ground,  as  the  Hottentoos  will  not  be  able 
to  remove,  that  we  may  always  have  our  line 
well  defined,  viz. : from  N.  by  W.  to  S.  by  E., 
which  is  a matter  of  great  importance,  in  order 
afterwards  to  distribute  the  lands  among  the 
burghers  in  a perfect  manner  and  so  prevent 
disputes  among  them.  In  the  distribution  you 
shall  also  take  care  that  the  lands  are  measured 


Instead  of  poles, 
which  are  subject  to 
decay  the  line  ha.s 
been  planted  with 
small  trees  which 
had  already  been 
growing,  but  were 
afterwards  burnt 
down  by  the  Hot- 
tentoos. 


in  depth  right  W.  by  S.  and  E.  by  N.  as  pointed  out  in  the  Chart, 
and  not  be  guided  by  such  lands  as  are  here  and 
much'L  possible^  there  separated  from  each  other  by  a small  stream, 
as  this  may  in  course  of  time  cause  endless  dis- 
putes among  the  burghers.  The  land  surveyor  shall  also  always 
fix  in  the  ground  as  beacons,  immovable  poles  at  the  four  corners 
(of  each  lot)  and  on  pain  of  severe  punishment  forbid  their  being 
pulled  out,  just  as  you  may  deem  necessary,  in  accordance  with  the 
usage  in  our  Fatherland. 


41.  The  land  to  the  west  of  the  Liesbeeek  which  you  are  to 
retain  as  the  property  of  the  Company  and  not  allowed  to  give 
away,  is  also  laid  down  in  the  chart.  You  may  gradually  adorn 
, it  with  a fine  and  large  orchard,  independent  of 

° the  corn  lands,  continuing  as  you  have  already 

done  so  well,  and  though  the  cocoa  nut  trees  have  more  than  once 
perished,  you  shall  do  your  very  best  to  rear  them, 
Item,  but  the  cocoa  as  in  my  opinion  it  is  the  most  useful  tree  for  the 
hate  Wtherto^^been  human  race.  Yea!  it  would  be  better  to  try  a 
vainly  tried.  hundred  times  over,  than  to  desist  entirely  from 

doing  so.  I shall  also  keep  bamboos  in  my  mind, 
so  that  annually  some  plants  will  be  sent  you  from  Batavia,  as 
many  as  can  be  conveniently  sent. 
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haer  beesten  scheijden  is  ’t  op  ’t  hoogbste 
nodigb  dat  UE.  (hoe  eer  hoe  beter)^eenige  per- 
son en  in ’t  landt  sendt  om  de  Sardanjaers  op  te 
soecken  en  deselve  met  haer  beesten  hier  te 
locken,  al  sonde  UE.  aJ  wat  meer  als  ordinaris 
daervoor  geven,  opdat  wij  eens  soo  verredn  de 
beesten  mogen  comen  dat  het  seheepsvolcq  som- 
tijts  eenige  connen  genieten  tot  haer  refrisse- 
ment,  en  om  ’t  soute  vleijs  ende  specq  te 
excuseren 

40.  Omdat  de  afProijingh  tusschen  beijde  de  baijen  maer  met 

kleine  paeltjens  sijn  gestelt  sal  UE.  metten  eersten  dienen  daertoe 
grooter  te  gebruijcken,  slaende  op  ijder  100  roeden  een  corte  pael 
Is  in  plaets  van  palen  d’aerde  die  van  de  Hottentoos  niet  connen 

(die  verroi ting  onder-  werden  verworpen  om  de  roijing  altijt  seecker 
worpen  zijn)  met  hebben  op  onse  streekingrh,  recht  noorden  ten 
sende)  besaijt,  doch  '^'^esten  en  zuidon  ten  oosten  daeraen  veel  gelegen 
naderhant  door  da  leijt,  om  naemaels  de  landen  altijt  perfect  te 
Hotkntoos  weder  af-  cunnen  aen  de  burghers  uijt  deelen  en  twist  on- 
Wordt  ’ g’observeert  deselve  voor  te  comen,  in ’t  gem  : uijtdeelen 
.soa  veelemmers  dcen-  moet  UE.  oock  wel  acht  doen  nemen  dat  de 

landen  in  de  diepte  recht  West  ten  Zuijden  ende 
Oost  ten  N<^orden  werden  g’observeert  gelijck  in  de  Caerte  aen- 
gewesen  sij,  ende  geensints  UE  reguleeren  nae  de  landen  die 
juijst  hier  en  daer  met  een  kreeckie  &c"  wat  werden  gesepareert, 
’t  welck  anders  onder  de  burghers  bij  verloop  van  jaeren  een 
oneijndige  twist  soude  connen  veroorsaecken,  laetende  altijt  den 
lantmeter  onbeweeghlijck  paelen  aen  de  vier  hoecken  tot  scheijt 
paeien  in  de  aerde  heijen  ende  op  hooghe  pene  verbieden  deselve 
uijt  te  trecken  ; soodanigh  UE.  nae  de  usantie  van  ons  vaderlandt 
suit  bevinden  behoorlijck  te  wesen. 

41.  Het  landt  bewesten  ’t  Liesbeeckjen  dat  UE.  voor  d.  E. 
Comp"  in  eijgendom  houden,  en  niet  suit  mogen  wegh  geven  wert 

ooeq  in  de  Caerte  aengewesen  dat  UE,  met  een 
Wort  gedaen.  treffelijcken  ende  seergrootenboogaerdbehalven 

’t  coren  land  al  eenskens  cont  doen'versieren, 
soodanigh  UE.  seer  wel  begonnen  hebt,  ende  niettegenstaende 
de  clappes  bomen  tot  diverse  malen  nu  sijn  uijtgegaen,  sal  UE. 

echter  alle  debvoir  doen  die  aen|te  queecken  als 
Itemjde  Clappusende  mijn  oordeel)  den  besten' ende  nutsten  boom 
iloh te "verg“Ts  voor^’t^enscheli j ck  geslacht|van‘^den::geheelen 
bevondefl.  aardbodem  sijnde  ; jae  ! liever  noch  hondert 

mael  ’t  selve  te  besoecken  dan  daeratf  geheel  te 
desisteren.  Bamboesen  sal  ick  oock  in  gedachten  houden  dat  U E. 
jaerlijox  eenige  planten  van  Batavia  gesonden  werden  en  sulcx 
meer  als  van  Batavia  hier  can  werden  aengebracht. 


Is  met  verlies  van 
volcq  als  voren  aen- 
gewesen void  ‘en, 

Ende  oocq  dit  wegen 
de  meerder  prijs  voor 
’tbestiael,  doch  sen- 
der voordeel  off  ijets 
daermede  gewonnen 
te  hebben  als  maer 
hun  te  meer  met 
coper  vervult  tot 
Comps  schade. 


1657. 

16en  April. 
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1657. 
Otli  April. 


42.  The  piece  of  land  behind  the  Lion  mountain,  is  granted  to 
This  plot  is  indis-  JOVL  (subject  to  the  approval  and  further  con- 
pensable  for  pas-  ifirmation  of  the  Directors)  for  corn-lands  and 
turage  and  msteid  ^ree-fruit,  &c.  The  freehold  you  are  to  request 

has  been  chosen  trom  the  Doard  ot  beventeen, 
withconsentof  Com- 
missioner Cuneu.S| 
on  which  the  Com- 
mander has  already 
planted  1,200  vines, 
which  are  all  grow- 
ing. 

43.  As  salt  is  so  abundant  here  you  should  have  collected  daily 

by  the  Hottentoos  as  large  a quantity  as  possible, 
This  has  been  done  ^j^at  the  passing  ships  may  fill  some  of  their 
£\stirLinrcon-  casks  with  it  for  Batavia,  where  it  would  be 
tinned.  very  welcome,  and  sometimes  cannot  be  obtained 

for  f40  or  f50  per  last. 


44.  In  order  to  maintain  the  aforesaid  burghers  in  their  rights, 
you  shall  (should  any  one  of  them  commit  a 
This  IS  being  done.  offence)  accept  into  the  Council  one  of  the 

oldest  and  most  honest  in  such  a case,  and  give  him  a vote  in  the 
same.  For  the  first  year  I would  nominate  for  the  purpose  the 
eldest,  named  Steven,  and  for  the  next,  Herman  Remagenne,  as 
both  are  the  principal  pioneers  in  that  work  (agriculture,  &c.)  as 
well  as  the  most  intelligent.  The  seat  should  therefore  not  be  far 
down,  but  between  the  second  person  and  the  Sergeant. 


45.  As  we  find  that  the  vessels  can  thoroughly  refresh  themselves 

in  ten  days,  you  must  do  your  best  that  no  ships 
whether  large  or  small  are  detained  a longer 
time,  and  if  possible,  despatched  sooner. 

46.  When  the  slaves  arrive,  you  shall  take  care  that  the 
Portuguese  language  is  not  introduced  here,  and  prevent  this  in 

every  possible  way,  especially  in  the  ease  of 
friended  the  officers,  setting  them  a good  example,  as  this 

is  of  great  importance ; hence  you  shall  use  no 
other  language  with  the  slaves  than  our  mother  tongue,  and  not 
permit  them  to  speak  any  other.  This  will  in  the  course  of  years 
cause  tranquillity. 

47.  You  shall,  until  further  confirmation  by  the  Directors, 
persist  in  the  manner  prescribed  in  the  case  of  the  consumption  of 

eachjjvessel,  and  annually  forward^the  general 
statement  of  everything  that  has  been  landed  at 
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42.  Het  stuck  landt  achter  den  Leeuwenbergh  wert  TIE.  (op 
approbatie  ende  naeder  confirmatie  van  de 
Wort  nodigh  voor  Heeren  Mai  ores)  toegestaen  te  gebruijcken  tot 
Comp’s  weijden  aen-  j j bocmvruchten,  &c“  den 

gehouden  ende  in  de  . . i i ’ ’ -m  i i 

plaetse  den  bosheuvel  eijgendom  moet  van  gemelden  naer  xLid : ter 

gecosen  op’tgfgeven  vergaderingh  van  de  17“  versocht  werden. 
consent  van  d’E. 

Commissaris  Otinoeus 
daerden  Commandeur 
al  over  de  1200  vrijn- 
garden  opgeplant  asn 
’t  wasssn  heeifu 


43.  Dewijl  het  soudt  alhier  soo  abondant  te  becomen  is,  moet 
UE.  dagelijcx  door  de  Hottentoos  soo  veel  quantiteijt  als  doenlijck, 
sieu  te  vergaderen,  om  met  de  passeerende 
Is  langh  in  treijn  ge-  schepen  partie  Van  haer  ledige  va'en  te  vullen 
gf^continuLTt!^*"  ende  uae  Batavia  te  senden  daer  het  almede 
seer  te  pas  compt,  ende  somtijts  om  40  a 50 
gulden ’t  last  niet  te  becomen  is. 


44.  Om  de  voormelte  burgers  in  haer  recht  te  raainteneeren 
sal  UEd.  (soo  ijmant  van  deselve  quaeme 
Wordt  gedacn.  groflijck  te  pexeeren),  een  van  de  oudste  ende 

eerlijkste  in  dat  geval  in  den  raadt  accep- 
teeren,  ende  benevens  UE.  ordinaire  raaden  concluderende 
stemme  laten  hebben,  voor ’t  eerste  jaer  soude  ick  daertoe  nomi- 
neren  den  oudsten  genaempt  Steven,  ende  toecomcnde  jaer  Her- 
man Remaj  enne,  alsoo  si  j beij  de  de  principale  aenvoerders  van  dat 
wercq  ende  oocq  de  verstandighste  sijn ; de  sitplaets  moet  dan 
ooeq  niet  aff  wesen  maer  tusschen  uwen  tweeden  persoon  en 
den  sergeant. 


45.  Alsoo  wij  bevinden  dat  de  schepen  in  10  daegen  bequaem 

connen  verversen,  sal  UE.  debvoir  doen  dat  geen 
Idem.  schepen  groot  off  cleijn  langer  werden  opge- 

houden,  maer  wel  vroeger  Ocen  vertrecken  soo 

’t  geschieden  can. 

46.  Met  de  compete  van  de  slaven  sal  UE.  seer  sorghvuldigh 

sijn  geen  Portugeese  tael  hier  in  te  voeren, 
Wert  wel  opger)ast.  maer  ’t  selve  met  alle  middelen  voorcomen, 
vooral  met  d’  officieren  een  goet  voorganger 
sijnde,  alsoo  hieraen  veel  gelegen  leijd,  ende  sal  UEd,  geen  tael 
alsons  moeder  tael  tegens  de  slaven  gebruijcken,  en  niet  gedogen 
dat  se  anders  spreecken  dat  bij  verloop  van  jaren  gerustheijt  sal 
connen  geven. 

47.  Op  soodanigen  maniere  als  UE.  nu  de  formulieren  sijn 

voorgestelt  van  de  consumptie  der  provisie  van 
ld(m.  ijder  schip  sal  UE.  tot  nader  confirmatie  van 

de  Heeren  Majorespersisteeren  ende  de  generate 


1657. 

16en  April, 
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1657. 

16 til  April. 


the  Cape  to  the  Lords  Seventeen,  according  to  the  special  resolu- 
tion adopted  on  this  subject. 


48.  In  order  to  obey  the  order  of  the  Hon.  Grovernor- General 
and  Councillors  with  proper  respect,  you  shall  despatch  no  other 
. vessel  to  the  South  Land  than  the  little  flute 

IS  as  een  one.  Viiicq.  The  Oyevaer  and  Venenhurgh  we  con- 
sider too  heavy ; nevertheless  you  shall  consult  with  their  skippers 
to  see  whether  they  have  the  courage  to  go  thither,  in  order  to  search 
for  the  miserable  survivors  of  the  wrecked  Bmeck,  and  if  the  yacht 
expected  by  you  is  not  to  proceed  to  Angola,  she  might  be  employed 
for  the  purpose,  because  it  will  then  be  summer  in  the  south. 


49.  The  wine  you  shall  henceforth  sell  to  the  burghers  and 

, married  at  36  stivers  per  litre  (can) , as  in  Batavia. 
This  IS  being  done,  however,  shall  have  to  pay  48 

stivers.  Regarding  the  brandy  you  will  receive^your  orders  from 
Batavia. 

50.  The  Sergeant  is  permitted  to  keep  an  ordinary  table  for 
the  going  and  coming,  in  order  toVelieve  the  Company’s  and  your 

cwn  table.  You  shall  lend  him  a hand,  that  he 
^ may  for  the  purpose  build  a house  on  the  first 

surveyed  spot,  50  roods  from  the  fort,  and  whatever  the  Company 
may  advance  to  him  for  the  purpose,  both  pay  for  the  labourers 
and  material,  shall  be  debited  against  him,  that  he  may  refund  it 
at  the  proper  time,  or  the  one  who  sncceeds  to  his^place. 


51.  How  the  goods  are  henceforth  to  be  debited  against  the 
Thnir  Honours’  nien,  the  Directors  have  already  explained  to 
( rders  are  promptly  you,  so'Lrefer(you  to  their  instructions, 
carried  out. 


52.  We  have  spoken  above  about  encouraging  on  occasion  some 
to  undertake  exploring  expeditions.  You  might 
promise  a reward  to  him  who  proceeds  50  miles 
into  the  interior,  and  a larger  one  to  him  who 
succeeds  in  travelling  more  than  100  miles  inland, 
and  so  forth  to  him  who  reaches  the  river  of 
Spirito  Sancto  something  more^ubstantial,  even 
if  it  were  f 150  for  each  person,  especially  if  they 
discoveredjjjsome  |probabilities^  of  profit"^^for  the 
Company,  for  which  they  would  be  separately 
rewarded,  as  the  case  deserved.  I^am  of^opinion 
that  by  travelling  along  the  sea-shore,  one  might 
reach  Angola”or  Cabo  Negro  and  Negro.  In  between  is  situated 
a place  named  Bengala,  in  15^^  or  IS*^  S.  latitude,  the  people  of 


The  de.sire  of  the 
amateurs  for  this 
has  cooled,  as  a 
troop  never  returns 
without  the  loss  of 
a comrade  or  heavy 
wounds  from  wild 
beasts.  Neverthe- 
less this  has  not 
been  abandoned,  but 
on  occasions  reoumed . 
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reeeq : van  alles  wat  er  aen  de  Caep  gelicht  is  jaerlijox  aen  de 
vergaderinge  van  d’  E.  Heeren  17‘"'  oversenden,  achtervolgens  j 
d’  speeiale  lesolutie  daer  aff  genomeu. 


48.  Om  de  ordre  vand’  Ed:  hr.  generael  en  raden  van  India 
in  behoorlijcke  achtinge  te  gehoorsamen,  sal 
Isvoldaen  p-''  deVincq.  geen  ander  schip  nae ’t  Zuijdlandt  gebruieken 
als  ’t  fluijtscbeepjen  de  Vincq,  den  Oijevaer 
ende  Venenburgb  acbten  te  swaer  niet  te  min  sulcx  met  desselfis 
overbeden  wel  overleggen  offte  sij  oocq  meet  daertoe  hadden  om 
de  elendige  menscben  van  de  verongeluckte  Draeck  nocb  op  te 
soecken,  soo  UE.  verwacbte  jaebt  niet  geraden  was  nae  Angola  te 
senden,  eonde ’t  selve  biertoe  g’emploijeert  werden  omdat  bet  dan 
in  de  somer  om  de  zuijt  wesen  sal. 


49.  Den  wijn  sal  TIE.  voortaen  aen  de  burghers  ende 

getroude  vercoopen  tot  36  st : de  can,  als  op  Batavia  ge- 

scliiet,  maer  aen  de  tappers  tot  48  st : de  can  laeten  volgen 

van  de  brandewifn  sal  UE.  order  van  Batavia 
Wort  gedaen.  gegeven  worden.' 

50.  Den  cargeant  is  toegestaen  een  ordinaris  taeffel  voor  d® 
gaende,  ende  comen  de  luijden  te  houden  om  d’  E.  Comp'^,  ende 

UE.  taeffel  te  ontlasten ; UE.  sal  hem  de 
bandt  bieden  om  daertoe  op  de  eerste  roijingb 
60  roeden  van  bet  fort  een  woonhuijs  te 
maecken,  ende  ’t  gene  d’  E.  Oomp'"  daertoe  verstreckt  soo  wel 
gagie  van  de  aerbeijders  als  de  materialen  selffs  in  reeeq  : breugen 
om  sulcx  ’t  zijner  tijt  door  hem  off  die  in  ziju  plaetse  quaem 
betaelt  te  werden. 


51.  Hoedanigb  de  goederen  voortaen  op  reeeq  : sullen  werden 

gestelt  wert  door  de  Heeren  Majores  UE. 
prompt  voldler  gegeven,  daeraen  mij  gedrage. 

52.  Hier  voren  is  gesproken  van  eenige  jouge  luijden  bij 
occasie  t’  animeeren  UE.  soude  eenige  premie  connen  beloveu  aen 
degene  die  verder  dan  50  mijlen  van  bier  gingb,  ende  nocb  meer 

die  100  mijlen  verre  reijsde,  ende  soo  voorts 
die  tot  aen  de  reviere  van  Spirito  Sancto  quam, 
ijts  notabelder  al  was ’t  150  gl : ijder  persoon, 
vooruamentl : soo  sij  voor  d’  E.  Comp®  eenige 
apparentien  van  voordeel  opdeden  dat  bun 
daer  en  boven  apart  sal  beloont  worden  nae  de 
saeck  meriteert.  Ick  acbte  dat  men  langbs  ’t 
gebergbte  ende  den  seestrant  mede  wel  soude 
conneu  tot  aen  Angola  offte  Cabo  Negra  ende 
Negro,  daertusseben  leijt  een  plaets  genaempt 
Bengala  op  de  15  a 16  graden  zuijder  breete 


D I liefihtbbers  lu?t 
verga^t  door  d i e n 
n o i j t iroiip  sonler 
verlies  van  macker 
ende  swaere  q u e t - 
suijren  van  ’t  wilt 
gfidierte  wederkeren, 
echter  wert  daerom 
nocb  al  niet  aff,.e- 
laten,  maer  bij  goede 
1 ccasie  e och  al  gecon- 
tinueert. 


1657. 

' en  April. 
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1667. 

Kith  April. 


vvhicli  country,  it  is  believed,  might  he  induced  to  bring  their 
wares  hither,  which  consist  of  ivory.  They  are  also  accustomed  to 
travel  far  inland  and  to  walk  to  very  near  the  Cape,  so  that  should 
they  be  informed  of  our  residency  here,  they  would  themselves 
bring  their  wares  to  our  fort. 


53.  What  may  not  be  included  in  this  will  at  the  proper  time 
be  communicated  to  you  by  the  Directors,  or  in 
115  IS  eiDg  done,  meanwhile  by  the  Governor- Greneral  and 

Councillors  of  India.  In  conclusion,  we  would  once  more  urge  you 
to  maintain  the  cultivation  of  wheat,  above  everything  else, 
for  we  cannot  become  noblemen  here  before  we  have  been  good 
farmers  first,  and  as  a trial  has  been  made  in 
excavating,  you  may,  under  the  name  of  a 
fishery,  have  the  first  500  roods  excavated  by 
the  men  of  the  passing  ships,  if  it  can  be  done 
without  interfering  with  other  work,  16  feet 
wide  and  8 feet  deep.  The  rest  will,  after  the 
trials  made,  be  easily  accomplished.  With  this 
we  wish  you  prosperity  in  all  your  doings  in 
the  service  of  the  Masters  and  for  your 
individual  honour. 

Amen. 


This  has  for  reasons 
been  .suspended  until 
further  advices  and 
orders  shall  have 
been  received  from 
the  Masters. 


These  orders  were 
received  in  1668  in 
the  despatch  of  the 
Directors  dated  16th 
April,  1658,  aban- 
doning the  project, 
so  that  the  work 
has  been  entirely 
stopped. 


In  the  Fort  “ The  Good  Hope,” 

This  16th  day  of  April,  1657. 


Below  stood : — 

In  the  Name  of  the  Hon.  Directors,  representing  the 
General  East  India  Company,  and  was  signed  (by) 


Ryckloff  van  Goens. 
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daer  gemeent  wert  dat  de  luijden  van  ’t  landt  wel  souden  te 
wennen  wesen  haer  coopmanschappen  hier  te  breugen,  die  bestaen 
ill  elipbants  tanden,  welcke  luijden  ooeq  gewoon  sijn  ver  te  lande 
te  reijsen,  ende  tot  diobt  bij  dese  Oaep  te  lopen,  die  maer  kennisse 
bebbende  van  onse  residentie  baer  coopniansz  : selffs  aen  ons  fort 
souden  brengen. 


5‘6.  Wat  nu  in  desen  niet  mocbt  vervadt  sijn,  sal  TIE.  bij  de 
Ed.  rieeren  Majores ’t  sijner  tijt  offte  midlerwijl  van  mijn  Heeren 
den  Grouve.rneur-Grenerael  ende  Radenvan  India  g’ordonneert  wer- 


den  : UE.  tot  slot  nocbmaels  recommanderende 
boven  alles  den  aenbou  van  graenen  te  main- 
teneren  want  wij  connen  bier  geen  Edel  lieden 
werden  voor  dat  eerst  goede  Boeren  geweest  sijn,  ende  dewijl  de 
proef  van ’t  granen  genomen  is,  can  UE.  onder  den  naem  van  een 
visserije  d’eerste  500  roeden  laten  graven  soo 
wel  door ’t  volcq  van  de  passeerende  scbeepen 
sender  verlet  gesobieden  can  Iti  voeten  wijt 
en  8 diep,  ’t  ander  sal  nae  de  genomen  proeve 
sicb  licbt  laten  voltrecken,  da.ermede  DE.  sijn 
wen  sob  ende  voorspoet  in  al  UE:  doen  tot 
dienst  onser  meesters  ende  UE.  particuliere 
Eere.  Amen. 


Wordt  gedaen. 


Ende  dit  noch  (om 
redenen)  gesuspfud* 
t)t  naeder  besubrijt 
ende  ordre  onser 
Heeren  Meesters. 


A°  1658b800men  p' 
Kiissiva  uijt  de  17 
dato  16™  April  1668 
daar  ’t  bij  atfgesz : 
is  ende  in  gevolge 
oocq  heel  gestaeokt 
blijtft  &c“- 


In’t  Fort  de  Goede  Hope  adij  16“  April  1657. 


Onderstont. 

Uijt  den  naem  van  d’  Ed  : Heeren 
Bewintbebberen,  representeerende  de 
Generaele  Oost  Indiscbe  Comp^ 

Ende  was  geteijckent 


1657. 

16en  April. 


Eijckloff  van  Goens. 
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1658. 

18th  March. 


MEMORANDUM  FOR  'i’HE  HON.  COMMANDER 
JOHAN  VAN  RIEBEECK,  BY  WHICH  HE  SHALL 
REGULATE  HIMSELF  FOR  THE  FUTURE. 


With  what  circumspection  the  inspection  of  this  residency  a 
few  months  ago  was  made  by  the  Hon.  Van  Goens,  Councillor- 
Extraordinary  of  India,  in  his  capacity  as  Commissioner,  and 
with  what  necessary  instructions  on  every  point  he  left  you  at 
his  departure,  are  more  and  more  made  clear  to 
out^^'^our  ocular  demonstration,  and  the  confront- 

duties,  &c.  ation  of  the  same  with  the  works  already 

executed  by  your  careful  zeal,  so  that  by  virtue 
of  the  Commission  entrusted  to  us,  we  know  of  little  to  prescribe 
to  you,  or  make  any  alterations  in  the  instructions  drawn  up  by 
the  hon.  gentleman  already  mentioned,  as  everything  has  been 
projected  by  bis  Honour  well  and  properly  and  according  to  the 
requirements  of  the  work  and  the  intentions  of 
And  the  order.s  that  Lords  Majors,  whilst  carried  out  by  you 

effectually.  The  further  orders  of  our  Lords 
we  may  soon  expect,  so  that  wo  would  only  recommend  to  you 
the  continuation  of  that  work  so  well  begun,  which  shows  such 
favouiable  signs,  that,  especially  as  regards 
agriculture,  great  and  mucli-wished-for  results 
may  be  looked  forward  to.  What  the  result 
will  be  in  course  of  time  of  trade  in  this  country,  and  of  what 
value  it  will  be  found,  the  result  of  the  expedition  despatched  by 
you  in  the  yachts  Maria  and  Hafs>ielt  to  the  Coast  of  Angola  will 
show  to  a certain  extent.  Before  we  leave  St.  Helena,  we  hope 
to  find  there  one  of  the  two  yachts,  and  be  informed  of  this 
matter  by  it. 


By  no  meanii 
noulected. 


The  apparent 
from  agriculture 

This  is  iittcndc'd  to. 

that  all  of  them 
that  they  need 
Company’s  stores 

Are  properly  pro- 
vided -with  every- 
thin!?. 


profits  which  the  freemen  are  about  to  enjoy 
will  induce  very  many  to  ask  for  free  papers. 
We  think  that  for  the  present  the  number 
should  not  be  too  great,  at  least,  until  you  find 
can  be  maintained  on  the  grain  cultivated,  so 
no  longer  obtain  their  necessaries  from  the 
. This  promises  to  be  the  case  very  soon,  and, 
as  it  seems,  will  become  a fact  after  the  first 
next  harvest.  In  the  meanwhile,  we  hope  that 
you  will  have  it  in  your  power  to  provide  them 
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MEMOEIE  VOOE  DEN  E:  COMMA.NDEUE  JAN  VAN 
EIEBEECK,  WAEENAEE  SICII  IN  AENSTAENDE 
VOOETS  SAL  HEBBEN  TE  EEGULEEEEN. 


Met  wat  omsichticheij t ende  circumspectie  de  visite  deser 
residentie  ’t  sedert  eenige  weijnige  maenden  door  den  E Heer 
van  Goens,  Eaedt  Extraordiuaris  van  India  in  qualite  als  Oom- 
missaris  is  onderstaen  ende  met  wat  nodige  instructie  op  ijder  poinct 
largo  g’extendeert,  sijn  E : UK  : op  sijn  affscheijde  version  heefft 
gelaten,  doet  de  oculaire  inspectie  ende  de 
j gedane  confrontatie  der  solve  met  de  reetsuiitgevoerde 
&c‘>-  avoir  -vvercken,  door  UE  : sorgvuldige  ijver  ons  hoe 

langer  hoe  meerder  bevinden,  sulcx  uijt  crachte 
van  onse  opgeleijde  commissie  seer  weijnieh  UE.  te  pree- 
scriberen  weten,  off  in  de  beraemde  ordre  van  de  E.  Heere 
voormelt  eenige  veranderingb  bij  te  brengen,  dewijle  alles  door 
Sijn  E.  nae  den  eijseb  van  ’t  wercq  ende  d’in- 
diea  ^ ^ ® tentie  van  onse  Heeren  Majores  well  ende  nae 

bebooren  is  ontworpen  ende  door  UE.  daer 
positive  ordre  op  gegeven  is,  well  ten  effecte  gebracbt  ende  op  ’t 
verdere  d.’ ordre  van  onse  Heeren  in ’t  cortte  te  gemoet  gesien,  dat 
. . . UE  : alleenlijck  willen  rpcommanderen  de  con- 

genegli-  (jgj-  goede  begonnen  werck  dat 

inderdaet  soodanige  apparentie  van  sich  geefft, 
dat  insonderbeijt  in  reguard  van  den  Lantbouw  groote  ende 
gewenste  vrucbten  dienaengaende  sijn  te  gemoet  te  sien,  wat  ’t 
sijner  tijt  den  coopbandel  bier  te  lande  sail  geven,  en  van  wat 
consideratie  bevonden  sail  werden,  sal  den  uijtslacb  van  de  besen- 
dingb  door  UE.  met  de  jacbten  Maria  ende  Hasselt  nae  de  custe 
van  Angola  gedaen  eenigbsints  doen  blijcken  dat  voor  ons  scbeijden 
van  St.  Helena  daer  een  der  twee  voorn  : jacbten  in  boope  sijn  te 
vinden,  staen  te  vernemen. 


1658 

1 Sen  Maert. 


De  apparente  voordeelen  die  de  vrije  luijden  uijt  den  lantbouw 
staen  te  gauderen.  sullen  seer  vele  bewegen  om  baer  invrijdom  te 
begeven,  welck  getal  soude  oordeelen  vooreerst 
Wort  opgeleth.  niet  te  groot  beboorde  te  sijn  tot  ter  tijt  ender 

wijlen  bij  UE.  ondervonden  wert  sij  alien  uijt 
d’aengeteelde  granen  cunnen  gevoet  werden  om  liaer  nootdruft 
uijt  Comp®  magazijneu  niet  beboeve  te  balen,  daer  in  cortte  goede 
apparentie  toe  sijn,  ende  nae  ’t  sicb  laet  aensien  nae  den  eersten 
aenstaenden  oegst  te  gescbieden  si:aet ; onderwijlcn  willen  hopen 
dat  UE.  macbticb  sail  sijn  deselve  nae  baere  genougen,  met  bestiael 
Voi.  rx.  S 
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1658. 

18tli  ilaruli. 


to  their  satisfaction  with,  cattle,  for  which  at  present  all  are 
clamouring,  as  well  as  wagons  and  ploughs,  of  which  at  present 
there  is  much  need. 


In  his  instructions,  the  Hon.  Van  Groens  authorized  you  to 
huild  within  the  Fort  along  the  two  inside  curtains  two  stores  for 
storing  the  grain  On  the  one  side  a commencement  has  already 
been  made.  In  my  opinion,  this  work  might  very  well  be 
excused  within  the  Fort,  as  there  are  already  too  many  obstruc- 
tions caused  by  tlie  stores  already  there,  so  that  the  one  will  abut 
on  the  other  alongside  your  residence,  and  in  case  of  fire  the 
whole  would  he  laid  in  ashes.  At  present  there  is  between  your 
residence  and  the  small  existing  stores  such  a separation  and  open 
plain,  that  in  case  of  calamity  in  the  one,  the  other  will  run  no 
danger.  Moreover,  judging  from  the  timber  sheds  here,  the 
grain  crops  will  be  so  abundant  that  what  will  he  gathered  at  the 
first  harvest  it  will  not  by  far  be  possible  to  store  in  them, 
so  that  in  our  opinion  the  stores  should  be  erected  near  the  spot 
where  at  present  the  mills  have  been  built,  and  in  course  of  time  a 
brewery  and  a brandy  distillery  should  bo 
be^un  to^ca^^out  established,  as  there  is  sutficient  space  there  for 
tbr-i  order.  the  purpose,  and  the  said  buildings,  being  near 

each  other,  will  not  be  less  secure. 


The  orders  of  the  Directors  may  be  shortly  expected  regarding 
the  project  of  15  redoubts  and  canals  for  the  protection  of  the 
Company’s  lands  and  cattle;  but  subject  to  better  opinion,  it 
pleases  me  but  little,  as  the  one  will  he  very  costly,  and  the  other 
will,  independent  of  the  expense,  require  a heavy  garrison,  whilst 
the  real  object  will  not  be  gained.  The  one  will  not  be  effectual 
in  stopping  the  naked  Hottentoos  from  driving  their  cattle 
through,  whilst  in  the  dry  season  (by  ’t  quade  Mousson)  the 
canals  will  be  choked  with  sand,  and  the  redoubts  could  not  be  so 
placed  that  the  natives  would  not  find  a passage  through  them, 
and  having  once  escaped  they  would  be  afraid 
Thi.s  project  has  once  more  to  enter  the  bounds  of  our  settlement 
t h ’^'^ef^er  the  latter  be  enclosed  by  means  of  a 
orders  fr  m home,  canal  Or  redoubts.  Hence,  if  both  projects  are 
abandoned  and  the  natives  allowed  to  approach 
and  depart  freely,  they  would  by  friendly  treatment  be  brought 
better  under  our  control,  as  by  their  intercourse 
our  presence  here  they  have  begun 
♦1.  *■  X...  i^\j  x±±\j±^  humane,  so  that  in  a short  time 

that  noivorv,  o J ii.i- 

feathers,  musk,  they  Will  evidently  be  brought  so  tar  that  tor 


Mr.  Cunetw  has  -^dth  US  during 

fully  grasped  it  l 


259 


Sijnde  volcomen  ver- 
fiiea  enda  in  behoor- 
lijckea  ploij  van  allea 
gestelt. 


daer  jegenwoordigh  all  haer  roepen  om  is  te 
versien,  mede  met  wagens  ende  ploegen, 
da,er  jegenwoordich  veel  vragen  nae  is  t’  acoom- 
moderen. 


D’E  : Heere  van  Gloens  heefEt  TIE.  bij  sijne  instructie  g’autho- 
riseert  om  binnen  ’t  Fort  langs  de  twee  binnen  gordijnen  twee 
packhuijsen  tot  bergingb  van  granen  te  maecken  daer  do  beginselen 
reedts  aen  d’eene  sijde  van  ontworpen  sijn,  welck  werck  mijns 
gevoelen  binnen  ’t  fort  wel  g’excuseert  maob.  werden  alsoo 
aldaer  veel  belemmeringh  veroorsaeckende  in  all  de  paok- 
buijsen  die  der  sijn  nevens  TIE.  woningh  den  een  den 
anderen  sullen  geraecken  ende  bij  ontstaene  brant  ’t  eene 
met  bet  ander  soude  ten  assche  geraecken  daer  jegenwoor- 
digb  tusschen  UE.  woninge  ende  onderstaende  packbuijskens 
sodanige  separatie  ende  open  pleijn  is,  dat  bij  ontstane  onbeiji  in 
eene,  ’t  andere  geen  perijekel  loopt,  daereuboven  nae  bet 
werck  alhier  laet  aensien ’t  gewas  van  granen  soo  menicbvuldicb 
sail  sijn  dat  ’t  geene  met  den  eersten  Oeghst  in  te  comen  staet 
daerop  verre  nae  niet  ingebergbt  sail  cunnen  worden.  maer  soude 
van  gevoelen  sijn  dat  men ’t  selve  omtrent  de  plaets  daer  jegen- 
woordigb  de  molens  gestelt  sijn  ende  ’t  sijner  tijt  een  brouwerije 
ende  plaets  om  brandewijn  te  branden  mode 
Is  aldusna  dies  ordre  te  comen  staet  beboorde  te  steilen  daer  ge- 
noechsaem  ruijmte  en  voorn  ; buijsen  bij  den 
anderen  sijnde  niet  min  verseeckert  sullen  staen. 


Op  bet  gedane  project  van  15  redouten  ofte  graebten  ’t 
trencbement  tot  bevrijdingb  vam  Oomp"  landerije  ende  bestiael 
staet  d’  orire  onser  Heeren  Principalen  in  corte  in  te  comen,  docb 
beboudens  beter  gevoelen  weijnicb  gevall  in ’t  een  off ’t  ander 
nemen,  alsoo ’t  eene  van  groote  oncosten,  ende ’t  ander  boven  d’ 
oncosten  sware  besesttingb  sail  vereijscben  ende  even  well ’t  regte 
oogbwit  daermede  niet  aengetroffen  sail  worden,  sijnde  ’t  eene 
niet  bestant  om  de  naecte  Hottentoos  te  stutten  en  baer  vee  door 
te  drijven,  oock  bij  ’t  quade  mousson  alhier  met  Zant  staet  toe  te 
vloeijen  ende ’t  ander  soodanicb  niet  sail  afgetrencbeert  worden, 
off  sullen  baer  passagie  nocb  bier  off  daer  all  vinden  en  alsdan 
eens  ontcomen  sijnde,  bescbroomt  sullen  sijn,  om  baer  weder 
binnen  onse  besettingb ’t  sij  deselve  door  manier  van  een  gracbt 
off  de  middel  van  redouten  ondernomenwort,be- 
geven,sulcx  beijdeprojectenacbterwege  worden- 
de  gelaten  ende  deselve  een  opene  toeganck  ende 
uijtganck  beboudende  door  minsame  omme- 
gangb  beter  tot  ons  devoir  sullen  gebracbt  wer- 
den gelijck  deselver  ommeganck  ’t  sedert  ons 
aenwesen  alhier  vrij  menscbelicker  als  geweest  is  begint  te  worden 
ende  apparent  soo  verde  in  cortte  sullen  te  brengen  sijn,  dat  voor 

s a 


Wort  achterwegen 
gelatea  volgens  oock 
da  natecoman  ordre 
oaser  Heecen  Mrs. 
uit  F'atria. 


1658. 

18en  Maert. 


260 


1658. 

18th  March. 


civet,  honey,  harts 
or  anything  else 
excepting  cattle  can 
be  obtained  here. 


tobacco  and  rice  or  bread,  for  which  they  have  a 
great  liking,  they  will  sell  us  their  cattle,  which 
will  be  all  the  accommodation  and  advantage 
that  we  shall  be  able  to  derive  from  them. 


One  of  the  two  Hottentoos  who  accompanied  Mr.  Van  Ooens  to 
Batavia  has  died  there,  and  the  survivor  having 
returned  with  us,  his  arrival  has  caused  great 
joy  among  his  comrades.  He  is  already  so 
accustomed  to  our  intercourse,  that  he  is  in  no 
wise  inclined  to  rejoin  his  horde,  so  that  he  is 
kept  at  the  Residency  here,  and  may  be  employed 
as  interpreter,  and  thus  be  able  doubly  to 
earn  his  food  and  clothes.  He  has  wonderfully 
far  advanced  in  the  Christian  prayers,  and  is 
very  much  inclined  to  them,  so  that  he  should 
be  more  and  more  exercised  in  them.  We  trust 
that  through  him  many  persons  (natives)  will  be 
made  inclined  to  be  of  service  to  our  Colonists,* 
as  is  already  the  case  with  some  from  whom 
good  services  are  obtained. 


This  native,  called 
the  Interpreter  Do- 
mai),  is  a hypocrite, 
and  has  been  more 
inj  urious  to  the  Com. 
pany  than  Kerry 
has  ever  been.  He 
will  not  live  with 
us,  but  in  the 
Hottentoo  huts,  and 
wears  skins  rather 
than  Dutch  clothes ; 
much  less  will  he 
permit  himseK  to 
be  taught  the 
prayers,  &c. 


The  free  colonists  have  also  requested  that  besides  agriculture, 
they  may  be  permitted  to  breed  cattle,  in  order 
to  obtain  milk  and  butter  for  their  household 
and  for  selling,  just  as  has  been  allowed  to  Jan 
Reyniersz,  who  pretends  that  the  privilege  was 
granted  to  him  alone  by  the  Hon.  Van  Groens, 
and  afterwards  also  by  you  to  Hendrick  Boom, 
at  present  also  a freeman,  whose  request  I j udge  like  yourselves  to 
be  -quite  reasonable,  as  experience  has  taught 
that  such  special  privileges  (monopolien)  have 
evil  results,  as  the  breeding  of  cattle  and  the 
produce  of  the  dairy  are  hindered  by  them,  and 
the  ordinary  individual  cannot  be  supplied 
acording  to  his  wants  except  at  a high  price 
(voor  groot  gelt),  and  even  then  but  soberly. 
The  said  Jan  Reyniersz  did  not  scruple  to  charge 
his  neighbours  one  guilder  for  a pound  of  butter, 


All  the  agricultur- 
ists (viz.  those 
who  mostly  required 
them)  have  been 
provided  with  milch 
cows. 


•Tan  Reyniersz  is 
rather  unfortunate 
in  truth  telling,  as 
Mr.  Van  Goens 
never  mentioned  a 
single  word,  or  in 
any  of  his  letters  to 
the  Commander  and 
Council  spoke  of  such 
a special  privilege. 


'*  This  service  i.s  only  rendered  by  fits  and  starts,  in  order  in  the  meanwhile  to 
spy  out  an  opportunity  for  stealing,  and  robbing  the  freemen  of  their  cattle,  as 
has  been  proved  by  very  many  examples.  They  have,  however,  already  hem  brought 
to  such  fear  and'  devotion,  that  they  dare  not  any  longer  think  of  inj  uring  our 
people,  as  they  used  to  do  formerly,  &c. 
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tabacq  en  rijs  off  broot  daer  goede  smaeck  in 
crijgen  haer  bestiael  aen  ons  sullen  trocqueren, 
dat  alle  accommodatien  endo  vrucbten  sijn  die 
van  deselve  hebben  te  verwachten.  Een  van  de  2 
Hottentoos  die  met  de  Heere  van  Groens  na 
Batavia  is  vertrocken,  is  aldaer  overleden,  en 
d’  ander  met  ons  weder  bier  geoomen  heb- 
bende  desselffs  comste  vrij  groote  blijscbap 
onder  die  van  sijn  consoorten  gemaeckt  Den- 
selven  is  reets  soodanigb  tot  onsen  ommegangh  gewent  dat  geen- 
sints  genegen  is  sigb  oijt  onder  derselver  troupen 
te  begeven,sulcxomtrent  Comp®  residentieplaets 
gebouden,  ende  als  tolcq  gebruijckt  can  worden, 
daermede  cost,  ende  clederen  well  dubbelt  sail 
verdienen,  in  de  Cbristelieke  gebeden  daertoe 
verwonderinge  verre  ingecomen  is,  ende  sicb 
seer  genegen  toe  tboont  meet  boe  langer  boe 
meer  g’oelfent  werden,  willen  bopen  dat  door 
bem  veele  personen  genegensbeijt  sullen  be- 
comen  om  onse*  coloniers  ten  dienste  te  sijn, 
gelijck  bij  sommige  all  gescbiet  ende  goede 
dienst  van  getrocken  wert. 


Nota  bij  d’  H e e r 
Cuneus  oock  well  ge- 
vat  dat  hier  g e c n 
tinden,  veeren,  mas- 
ons, civet,  honingh, 
herten,  noch  i j e t s 
anders  als  koebeesten 
ende  schapen  te 
crijgen  sullen  wesen. 


Desen  geaaemt  den 
tolck  Daman  is  ge- 
veijnst,  ende  de 
Compo  schadelickec 
als  Herrij  oijt  geweest 
sij . Willende  niet  bij 
ons  maer  in  de  Hot- 
ten  toos  hui  j sen  wonen 
ende  vellen  liover  als 
Hollantse  clederen 
dragen,  en  veel  min 
sick  verder  laten  in 
de  gebeden  &C‘-  laten 
leeren. 


Door  de  vrije  coloniers  deser  residentie  is  aen  ons  versocbt  dat 
neffens  den  lantbouw  mede  vermogens  souden 
mogen  sijn  koebeesten  aen  te  queecken  om 
melck  en  boter  te  cunnen  maken  soo  tot  baer 
buijsboudingb  alsmodeomeen  stuijver  op  te  pro- 
flteren,  gelijck  aen  Jan  lieijuiersz  : volgens  des- 
selffs  voorgeven  door  den  Ed.  Heere  van  Goens 
alleen  sonde  sijn  toegestaen  en  naderbant  daer- 
toe bij  TJ  tC : mede  gelicentieert  is  Hendrick  Hen- 
dricxs  Boom  jegenwoordigb  mede  vrij  man 
welck  versoeck  oOrdeele  gelij  ck  UE  : mede  sij  t 
doende ’t  eenemael  in  reede  te  sijn  gefundeert, 
dewijl  d’ondervindingb  leert  die  speciale  ver- 
gunningb  van  quade  gevolge  soude  sijn  dewijl 
den  aenteelt  der  beesten  ende  bet  maecken  van 
zuiivel  daermede  verbindert  wert  ende  de 
heeff  gesproooken  gemeene  man  sijn  geriet  ten  sij  voor  groot  gelt 
noch  iu  eenige  scbrif-  en  dat  nocb  maer  soberlick  becomen  can,  voorn: 
Reijniersz : beefft  sicb  niet  ontsien  van 
Commissaris  bisr  van  sijit  naeste  buijren  een  gulden  van  een  lb  boter 


Sijn  altemalen  na- 
mentliok  de  1 a n t - 
bouwera  voor  € erst  (’t 
nodigst  hebbend  ) ten 
vollen  met  melckkoe- 
ijen  g’accommodeert. 


Jan  Reiciwsz:  valt 
wat  ongeluckigb  van 
waerseggen  alsoo  d’ 
Hr.  Commissaris  van 
GrOcns  aen  den  Com- 
mandenr  nocb  nie- 
mar  dt  van  sij  en 
R'.edt  van  soodat  ige 
speciale  vecgaaninge 
een  eenich  woort  en 


* Descn  dienst  gescbiet  maer  somtijts  bij  lusten,  ende  bij  tus  chen  wijten 
gelegenibeijt  aff  te  sien  om  te  steelen,  ende  der  vrije  In  jden  bestiael  afftenemen 
volgens  geopenbaerde  tcbadelijcke  exampelen  &c.,  nocb  s jn  al  in  vrets^,  ende 
goe le  devotie  gebracbt  soodanicb  dat  niet  derven  dencken  d’onss  metr^  te  be- 
scbadigen  gelijck  wel  voor  desen  plachten  te  doen,  Ac^- 


1658. 

18en  Maort. 
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This  order  is  being 
carefully  carried 
out. 


1658.  The  said  Conimis-  whereas  these  people  could  obtain  from  their  own 
18th  March.  foTbf  S tnno-  cattle  as  much  milk,  butter,  &c.  as  their  house- 
• cent  of  this,  as  far  holds  require,  and  besides  make  a little  profit, 

as  we  know.  which  are  the  fruits  of  agriculture,  which,  when 

once  thoroughly  established,  would  enable  them  to  live  cheaply, 
and  be  solaced  for  the  heavy  expenditure  incurred  by  them,  as 
they  would  be  able  to  provide  the  vessels  calling  here  with  one 
thing  and  another  to  their  satisfaction.  We  have,  accordingly, 
with  your  advice  and  approval,  granted  the  free- 
men their  request,  which  you  shall  maintain, 
assisting  the  freemen  in  order  to  encourage  them 
in  that  good  work,  that  they  may  one  day  obtain 
an  abundance  of  everything.  All  this  can  be  secured  without 
detriment  to  agriculture,  whilst  it  will  very  much  help  the  house- 
keeping of  these  good  people,  and  at  the  same  time  realize  the 
intentions  of  the  Company. 

The  Sergeant,  being  in  command  of  the  soldiers  here,  desired 
that  by  means  of  another  benefice  he  might  be  diverted  from 
the  tap  business  permitted  him  by  the  masters,  as  it  is  also 
prejudicial  to  the  freemen,  who  have  complained  to  us  on  the 
subject,  but  as  he  is  a person  who,  on  account  of  ma,ny  good 
qualities,  cannot  be  spared  here,  and  for  the  present  cannot  be 
kept  here  otherwise,  we  must  bear  witli  it  a little.  He  is  at 
present  inland,  in  order  to  obtain  a good  number  of  cattle,  and 
when  he  returns,  and  brings  with  him  a considerable  quantity,  he 
may,  for  that  extraordinary  service,  be  favoured,  under  reserve, 
that  he  abandons  his  tap  business,  with  an 
ensign's  salary  (traetement),  as  the  same  (the 
tap  business)  is  too  vile  for  a person  of  that  rank. 
This  salary  he  has  richly  earned,  in  consequence 
of  the  manifold  services  rendered  by  him ; 
provided,  however,  that  no‘  other  Sergeant  be 
appointed  in  his  place. 


He  gave  up  the  tap 
against  the  wishes 
of  his  wife,  and 
accordingly  accepted 
the  rank  mentioned 
in  this  section. 


This  has  been  ob- 
served. 


The  servants  (“  ministers  ”)  of  the  Company  have  also  been 
forbidden  to  have  any  private  gardens,  and  you  were  recommended 
to  provide  them  in  moderation  from  the  Company’s  gardens, 
which  we  can  well  understand  to  be  rather  difficult  for  you,  as 
there  are  different  tables,  and  not  less  grievous  for  the  servants 
themselves,  especially  the  married  ones,  who,  seeing  such  beautiful 
spots  unoccupied,  nevertheless  are  not  allowed  to  grow  any 
garden  produce  for  their  own  use.  I would 
married an d^*^thLe  therefore  raise  no  objection  to  each  one  being 
drawing  board  again  given  a small  plot  on  which  to  grow 
money  have  received  ground  fruit  for  his  own  use,  provided  that 
gardeVground°*for  such  a servant  leaves,  his  plot  shall  revert 
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onschuldigh  te  hou-  te  nemen,  daer  die  luiiden  uijt  haer  eijgan 
aUo’oa  bekent  beesten  soo  veel  melck,  b'jter,  &c"  cunnen  be- 

comen  als  haer  eijgen  mesnagie  vereijscbt  en 
bovendien  noch  well  een  stuiver  profiteren  dat  de  vruchten  van  de 
Lantbouw  sijn,  welcke  eens  van  dege  in  train  sijnde  die  luijden 
oncostelijck  leven  en  haere  sware  gedaene  oncosten  vrij  gesoula- 
geert  sullen  worden,  ende  d’aencomende  scbepen  ten  genoege  van 
’t  een  ende  ander  versien.  Daeromme  soo  hebben  met  TIE.  advijs 
en  overlegb  de  vrije  luijden  haer  versoeck  toe- 
Enle  wort  oock  dees  gestaen,  welcke  UE.  daerin  maintineren  ende 
volgkt.^  acute r hant  Suit  bieden  om  d’selve  in  dat  goede 
werek  te  animeren  ende  den  overvlcet  van 
alles  eens  te  becomen  welcke  alles  sender  vermindering  van  den 
Lantbouw  van  granen  can  geschieden,  ’t  welck  de  huijshoudingh 
van  die  goede  luijden  vij  soulageren  ende  Comp^  intentie 
daermede  aengetrofien  staet  te  werden. 


De  Sargeant  sijnde ’t  hooft  van  de  aenwesende  militie  wenste 
dat  door  eenich  ander  beneficie  van  sijn  tap  neringh  dat  bij  d’E  : 
Heere  voormelt  hem  is  vergunt  te  diverteren  was,  alsoo ’t  selve 
mede  tot  prejuditie  van  de  vrije  luijden  is  streckende,  die  haere 
elachten  deswegen  aen  ons  hebben  gedaen,  doch  ten  aeosien  hij 
een  persoon  is  die  om  veele  goede  qualiteijten  die  heefft  bier  niet 
well  gemist  can  worden,  ende  voor  als  noch  hier  anders  niet  te 
houden  is,moet ’t  selve  noch  een  weijnich  ingesien  werden,  denselven 
is  jegenwoordigh  te  landwaerts  in  om  goede  parti je  beesten  te  be- 
comen, wanneer  weder  is  gekeert  en  een  conside- 
rabele  quantiteijt  meede  brenght  soude  voor  die 
extraordinaire  dienst,  met  een  vendrighs  trac- 
tement  cunnen  begunsticht  wooden  onder 
reserve  sijnnen  tapneringe  surcheert,  alsoo  ’t 
selve  te  vill  is  voor  een  persoon  van  die 
conditie  ’t  welck  tractement  denselve  door 
sijne  meniohvuldige  diensten  well  is  meriteren- 
de,  behoudens  dat  geen  ander  sergeant  daerom 
behoefide  geplaetst  te  worden. 

De  Ministers  van  de  Oomp“  sijn  meede  verboden  eenige  parti- 
culieren  thuijnen  te  hebben  ende  UE.  gerecommandeert  deselve 
uijt  Comp®  thuijnen  in  maticheijt  te  versien  dat  wij  well  cunnen 
oordeelen  vrij  moeielijck  voor  UE.  als  bestaende  in  verscheijde 
taefelen  te  sijn,  ende  niet  min  bedroeffste  voor  de  Ministers  inson- 
derheijt  gehoude  persoonen  welcke  hier  soo  schoone  percelen 
ledich  siende  voor  haer  eigen  mesnagie  geen  aertvructen  moge 
aentelen  sulcx  geen  swarigheijt  soude  maken 
ijder  een  j,eroeelken  weder  aen  te  wij  sen  om 
costgeldens  tijn  elck  tot  haer  eijgen  gerien  met  aertvrucnten  te  oe- 
een  cltiju  perckien  bouwen,  mits  ’t  selve  op  haer  vertreok  weder 
eS  ^en  d’  E.  Comf  comt  te  vervallen  gelijok  bij 


Is  tegen  sijn  vr'uws 
genegenheijt  uijt  den 
tip  gesoheijden  en-’e 
conform  dees  ordre 
gedisponeert  tot  ac- 
ceptatie  van  de  qualite 
in  dit  aiticnl  geno- 
miceert. 

En  dit  geobserveert. 


Ifi58. 

18en  M .eit 
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1658. 

18r.h  March. 


their  kitchen  and 
household  needs, 
hut  only  very 
limited,  and  with 
the  express  inter- 
diction not  to  sell 
any  of  the  produce 
or  make  a present  of 
any  of  the  same  lo 
anyone,  and  that  on 
their  departure  their 
plots  shall  revert  to 
the  Company  and 
added  to  the  gardens 
of  the  latter. 

This  point  of  order  is 
carefully  attended 
to,  that  the  instruc- 
tions of  our  Lords 
and  Masters  may 
not  he  contravened. 


to  the  Company,  a rule  which  you  have  hitherto 
observed,  so  that  the  Company’s  gardens  have 
been  considerably  enlarged  without  (?  with) 
their  labour ; but  that  the  gardener,  who  has  the 
superintendence  of  the  Company’s  garden,  has 
not  been  allowed  to  have  a private  one,  is  based 
on  reason,  as  what  he  requires  for  his  kitchen  he 
can  obtain  from  the  Company’s  gardens,  whilst 
a private  garden  might  tempt  him  to  a little 
private  business  of  his  own  (ende  ’t  verdere 
occasie  tot  particulariteyten  soude  geven) ; 
hence  the  other  servants  of  the  Company  shall 
not  be  allowed  to  cultivate  more  ground  than 
they  are  able  to  cultivate  outside  of  working 
hours  and  without  prejudice  to  the  Company’s  ser- 
vice, using  the  produce  for  their  own  households. 


Cables  and  ancbors 
are  requii-ed  here  for 
the  vessels,  espe- 
cially those  from 
India ; also  masts 
and  other  spar»  for 
yards,  &c. 


Although  a fairly  large  collection  of  cordage  is  said  to  be  here 
for  immediate  service,  the  present  time  teaches 
us  that  in  consequence  of  the  hard  weather 
various  ships  have  split  their  cables,  so  that  they 
necessarily  required  others.  In  the  case  of  the 
Sloth  vay]  Iloningen  it  was  once  more  shown  how 
injurious  it  would  have  been  to  the  salvation  of 
the  ship,  in  case  you  had  sent  away  the  cables 
by  means  of  which  the  ship  was  preserved  in  the 
roadstead.  We  therefore  hope  that  the  masters 
\rill  carry  out  their-  intentions  and  send  you 
some  serviceable  cables  and  anchors ; but  to 
proj  ect  a store  for  the  same  we  deem  unnecessary 
until  you  have  been  furnished  with  further 
orders  from  their  Honours. 


Evidence 

sight. 


of  fore- 


This  order  to  remain 
in  abeyance  f»r  the 
present. 


As  proposed  by  you,  we  have  allowed  some  useful  persons,  in 
order  more  and  more  to  encourage  their  zeal,  and  induce  them  to 
continue  here,  their  increases  of  j)ay  and  promotions  (betterment)  as 
far  as  the  “ articulbrieff  ” allows.  For  that  they  shall  serve  out  their 
contract  here  under  your  directions  or,  in  case  of  unwillingness, 
you  shall  withdraw  the  increases,  as  they  are  in 
This  necessary  point  actual  service  here,  and  leaving  this  (when  their 
nrst  contrcict  Ji3iS  6xpirGd.)  would,  not  lia.vG  mGritod 
the  promotions  connected  with  a new  one. 


Whereas  at  present  the  chief  industry  (agriculture)  is  at  hand, 
and  the  establishment  here  can  hardly  be  carried  out  with  100 
Inconsequence  of  the  the  present,  authorized  to 

early  arrival  of  the  increase  the  number  of  servants  to  120  until 
slaves  this  increase  yo^  have  received  the  slaves  expected,  whea 


265 


de  mesnagie  vergont 
maer  niet  meer  als 
soberlijck  ende  met 
expresse  interdictie 
van  ijets  daervan  te 
mogen  vercopen  o£E 
vereeren  ende  datsel- 
Vd  op  hun  vertreck 
aen  d.  E.  Comp®  saI 
veivallen  ende  in  d°r- 
selver  thuijnen  ge- 
troeken  worden. 

Ter  welcker  eijnde  dit 
poinct  van  ordre  wel 
in  acht  genomen  ende- 
op  geleth  wert  om 
00  ok  d’  ordre  oneer 
Heeren  Meesters  niet 
te  contrarieeren. 


UE.  voor  desen  all  g’observeert  is,  d*  Comp*' 
thuijnen  merckelick  mede  sender  haer  arbeijt 
vergroot  sijn  ge worden,  dock  dat  den  thuijnier 
die  d’  opsight  van  Comp"  thuijnen  bevolen  is 
verboden  blijlft  een  particuliere  te  hebben  is  in 
reden  gefundeert  alsoo  sijn  gerieff  voor  sijn 
keuken  uijt  Comp®  thuijnen  becomen  can,  ende 
’t  verdere  oecasie  tot  particularitei j ten  soude 
geven,  daeromme  mede  andere  Comp^  dienaren 
geen  grooter  pereken  moeten  beslaen  als  sender 
prejuditie  van  Comp®  dienst  buijten  ’s  tijts 
machtich  sijn  te  cultiveeren  ende  voor  haer 
propre  mesnagie  te  verbruijcken. 


Hoewell  te  stade  een  rede!  ij  eke  magasijn  van  touwercken  hier 
soude  sijn,  leert  de  jegenwoordigo  tijt  dat  door 
Touwen  ende  anckers  het  ongemeen  hart  weder  verscheijdene  sehepen 
pe^tipXd^a  vocr.  touwen  gesplist,  well  nodich  weder 

namen : Item  oocq  andere  van  doen  hadde,  ende  aen ’t  Slotte  van 

masten  ende  ander  Honingen  mede  Well  gebleecken  is  hoe  schade- 
TO^thout  tot  Rhaas  behoudenis  van  ’tselve  soude  sijn 

geweest,  ingevalle  UE.  de  touwercken  daer- 
Biijck  van  voorjich-  mede ’t  voorsij : schip  hier  behoudenter  rheede 
tichheijt.  gebleven  is,  versonden  hadde,  sulcx  will  hopen 

d’  E.  Heeren  Meesters  haere  intentie  sullen  volvoeren  en  eenighe 
dienstighe  touwen  ende  anckers  UE.  te  laten 
Wort  na  d’ees  ordre  toecomen,  waeitoe  even  well  een  packhuijs  te  pro- 
nooh  suspens  ge  on-  onnodigh  achtte  tot  ter  tijt  ende  wijlen 

UE.  vanhaerE.  E.  met  nader  ordre  version  wort. 

Op  UE.  voordragen  hebbe  eenighe  dienstige  personen  om  dezelve 
meer  ende  mcer  tot  ijver  ende  continuatie  alhier  te  animeren 
haere  verbeteringe  sooveel  als  d’articul  brieff  is  dicterende,  toege- 
staen,  welcke  daer  voor  haer  verbant  gehouden  sijn,  hier  ter 
plaetse  onder  UE.  directie  uijt  te  dienen  otf  bij 
Op  di*-.  nodicli  roiict  onwilligheij t de  verhogingh  haer  weder  ontrec- 
nomen^^^^*  alsoo  deselve  alhier  in  actuele  bedieninge 

sijn,  hier  vandaen  verlrocken  die  gaejien  niet 

en  soude  meriteren. 


Ten  aensien  jegenwoordigh  den  principaelsten  bouw  voorhande 
staet,  ende  den  ommeslach  alhier  nauwelijex  met  het  gest.ationeerde 
getall  van  100  coppen  can  waergenomen  wor- 
den, wort  UE.  voor  als  noch  g’authoriseert  ’t 
getall  van  dienaers  tot  op  120  stx : te  vergroten 
tot  ter  tijt  ende  wijlen  de  verwachte  slaven 


Is  mits  de  vroege 
oompste  van  slaven 
g’excuseeit. 


1658. 

18en  Maert. 


266 


1658.  has  not  taken  place, 
— and  the  latter  order 

18th  March,  has  been  carried  out. 


you  shall  reduce  the  numher  to  70  or  80  men. 
We  hope  that  this  will  soon  he  done. 


In  case  the  slave  trade  should  not  be  successful,  we  would  not 
find  it  strange,  if,  unless  the  Masters  ordered 
Madagascar  has  otherwise,  you  were  to  send  one  of  the  yachts 
both  yaXs'^’have^  Madagascar  to  buy  slaves  and  rice.  This  will 
according  to  the  also  enable  you  to  remove  from  that  Island  the 
ordersof  the  masters,  gix  men  of  the  Tulp  and  the  four  of  the  Arnhem, 
ETtuvia^.*^*^^*^  there,  as  these  persons  will 

otherwise  with  difficulty  be  able  to  reach  this. 
Thus  also  it  will  be  unnecessary  to  obtain  rice  from  Batavia. 


After  receipt  of  the 
approval,  the  Com- 
mander assumed 
possession  of  the 
“ Bosheuvel,”  and 
began  to  plant  it 
with  vines  and  .sow 
it  with  com,  <S:c. 
For  this  gift  he 
remains  grateful. 
And  as  this  “Bos- 
heuvel” is  situated 
beyond  all  the  lands 
of  the  freemen  and 
the  Company,  ths 
Commander  cannot 
visit  it  without  pass- 
ing all  the  others 
and  letting  his  eye 
run  over  th em . Ac- 
cordingly he  will  be 
able  cn  passant  to 
have  a general  over- 
sight of  the  whole 
and  issue  the  neces- 
sary instructions 
before  he  reaches  his 
own  fields.  On  the 
other  hand,  inde- 
pendent of  the 
reasons  mentioned 
in  the  section  of  the 
instructions,  should 
he  select  his  arable 
lands  behind  the 
Lion  Mountain,  he 
would  separate  him- 
self from  them  all, 
whilst  now  he  will 
be  able,  without 
neglecting  the  Com- 
pany’s service,  to 
attend  to  his  tillage 
and  visit  the  same. 


As  experience  has  taught  you  that  the  land 
behind  the  Lion  Mountain,  granted  you  by  the 
Hon.  van  Groens,  subject  to  the  approval  of  the 
Directors,  is  highly  required  as  pasture  ground 
for  the  Company’s  cattle,  and  should  be  reserved 
as  such,  you  may,  when  you  obtain  the  approval 
of  our  aforesaid  Masters  on  this  head,  take 
instead  the  “ Bosheuvel,”  as  it  is  immaterial  to 
them  what  land  you  select  instead. 
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suit  becomen,  als  wanneer ’t  getall  tot  70  a 80  weder  suit  moeten 
reduceren,  dat  willen  hopen  in  eortte  soo  te  ge- 
En  dees  ordre  achter-  sohieden  staet. 
volcht. 


Docb  in  cas ’t  solve  mocht  comen  te  mislucken  ende  die  slave 
negotie  daer  vruchteloos  uijtte  vallen,  soude  niet  vreemt  achten 
een  van  beijden  j achten  bij  aldien  D’  E.  H™  Majores  niet  anders 
comen  te  ordonneren  tot  op  coop  van  slaven  als 
handelinge  van  rijs  nae  Madagascar  wiorde 
gedepescbeert,  waermede  insgelijox  de  6 man 
van  de  Tulp  ende  4 man  van ’t  scbip  Arnbem 
daerblij  ven  staen  weder  onder  UE.  gesacb  sou- 
de mogen  werden  gebracht,  welcke  menschen 
andersints  beswaerlijck  bier  staen  te  comen,  waermede  als  dan  den 
rijs  van  Batavia  g’excuseert  sout  mogen  werden. 


Madagascar  is  g’ex- 
cnseeri:  ende  bcijde 

j achten  na  d’ ordre  on- 
ser  ffeeren  Meesters 
na  Batavia  gesouden. 


Ka  de  becomen  ap- 
probatie  heeft  den 
Commandsur  Rie- 
beeck  den  bosbeuvel 
in  eijgendom  aenge- 
vaert  ende  begonnsn 
met  -wijn  ende  coorn 
te  beplanten  ende 
saeijen  etc  over 
welcke  gratificatie 
dancbaer  blijfffc  ende 
welcken  bosheuvel 
verbij  al  de  vrije 
luijden  ende  Comp® 
boulanden  leggende 
den  Commandenr  niet 
can  gaen  beioecken 
off  moet  al  desdve 
passeren  ende  ’t  oogh 
daerover  iaten  gaen, 
volgens  dien  empas- 
sant  cunnende  overal 
de  nodiga  toesicht 
nemen,  ende  cidre  op 
alles  stellen  bevoren 
aen  sijn  eijgeii  bou- 
lant  comt  daer  anders 
achter  den  Lesnwen- 
hergh  behalven  de 
redenen  in  ’t  articul 
der  instrnctie  bevat, 
van  alle  deselve 
soude  affgf scheijden 
ende  gediverteert 
woiden  evde  nu  sen- 
der versuijm  van 
Comp®  di«nst  sijn  bou 
can  waernemen  ende 
bosorcKen. 


Ten  aensien  UE.  bij  experientie  ondervind 
dat  bet  land  aebter  den  Leeuwenbergb  bij  d’ 
E.  Heere  van  Goens  op  goetvinden  van  de  E. 
E.  Majores  UE.  toegestaen  boocb  nodicb 
tot  weijde  van  Comp®  beesten  goreserveert 
dient  (macb  US.  wanneer  UE.  de  approbatie 
van  onse  voormelte  Heeren  dien  aengaende 
becomt  den  bosbeuve],  dewijl  bet  baer  UE. 
van  even  is,  wat  stuck  lant  aenslaet)  in  plaets 
nemen. 


1668. 

18en  Maert. 
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1658. 

18th  March. 


1660. 

12th  March. 


As  the  Hon.  van  Groens  has  given  very  concise  and  pertinent 
orders  on  all  points,  and  the  approbation  of  the 
same  will  in  a short  time  reach  you  from  the 
Masters,  we  shall  not  further  enlarge  on  this 
subject,  merely  recommending  to  you  to  develop 
the  evidently  promising  agriculture,  which,  in 
my  opinion,  will  be  the  surest  return  that  the 
Company  can  acquire  here.  Ending  with  this, 
we  desire  to  wish  you  the  blessing  of  the  Lord, 
Whom  we  must  pray  that  He  may  bring  the 
Company’s  laudable  designs  to  a desirable 
result. 


Agriculture  is 
cai  ried  on  before 
everything  else,  ao- 
cji’ding  to  this 
order  and  those  of 
the  Company.  Al- 
ready it  has  been 
finely  developed  ; in 
fact,  so  much  so, 
that  we  shall  hence- 
forth be  able  to  feed 
ourselves,  that  is  to 
say,  from  the  various 
grains  and  every 
thiug  connected 
with  them. 


Thus  given  in  the  Fort  “ The  Good  Hope,’ 
this  18th  March,  A'",  1658. 


(Signed)  Joan  Cuneus. 


MEMORANDUM  FOR  THE  HON.  COMMANDER, 
JOHAN  VAN  RIEBEECK,  TO  SERVE  FOR  HIS 
GUIDANCE  UNTIL  FURTHER  ORDERS  FROM 
HOME. 


Proof  of 
done  our  duty. 


Although  you  have  successively  received  very  detailed  instruc- 
tions from  the  Hon.  Ryckloff  van  Goens  and  Joan  Cuneus  for 
your  guidance  in  the  development  of  the  Colony,  so  that  we 
hardly  know  what  to  add  to  them,  the  more  so,  as  we  found  that 
through  your  good  zeal,  they  have  been  carried 
haring  accordance  v.dth  the  intentions  of  our  Prin- 

cipals, we,  however,  by  virtue  of  the  Commission 
entrusted  to  us  cannot  refrain  from  penning  these  lines  for  the 
refreshment  of  your  memory,  and  earnestly  exhoi’tiug  you  to  con- 
tinue keeping  your  hand  at  the  work  in  such  a 
and  continuation  of  manner,  that  once  the  right  object  of  our 
t rmcipals,  in  keeping  possession  oi  this  place, 

may  be  attained. 


1658. 
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Dewijle  den  E. 

Den  Lantbouwwort 
boveu  alls  saken  be- 
ijvert  conform  dese 
ende  oook  der  Heeren 
Mf  esters  expres  bevel, 
sijnde  deselve  reede  in 
fraijen  train  gebracht 
800  Verde  dat  ons  nn 
voortaen  selfPs  wel 
suUen  curnen  voeden 
verotaende  wegen  de 
gran<  nendededepen- 
dentien  van  dien. 


Heere  van  Groens  op  alle  poincten  seer  nauwe 
en  pertinente  ordre  gegeven  heefit  ende  d’ 
approbatie  dien  aengaende  in  eorte  van  onse 
Heeren  Majores  UE  staet  toe  te  comen,  sail 
ill  desen  geeu  bredore  oxtensie  doen  als  alleen 
UE.  recommanderen  den  apparenten  Lantbou 
te  voltrecken  welcke  mijns  gevoelens  bet 
seeekerste  is  dat  bij  d’E.  Comp“  bier  bejaeobt 
sal  worden.  Waermede  dan  aifbreeckende 
willen  UB.  den  zegen  des  Heeren  toewenscben 
die  gebeden  moetsijnComp"  loffelicke  desseijnen 
ten  gewenscbte  effecte  te  brengen. 


Aldus  gegeven  In’t  Fort  de  Goede 
Hoope  deseu  18™  Meert  A"  1658. 


Was  geteijckent 


Joan  Cuneus. 


MEMORIE  VOOR  DEN  E.  COMMANDEUR  JAN  VAN 
RIEBEECK  OM  SIGH  DAER  NAER  VOOREERST, 
EN  TOT  NADER  ORDRE  UIJT  ’T  PATRIA  OFF 
BATAVIA  TE  REGULEREN. 


Blijck  van  debvoiren 
gedaen. 


Niet  jegenstaende  UEd:  suceessivelijcq  door  d’  Heeren  RijcklofE 
van  Goens  ende  Joan  (Junseus  soo  wijtloopige  ordre  en  instructie 
’t  sijner  nariobtingb  tot ’t  noodige  vereijscbende  in  de  voorsettingb 
deser  Colonie  albier,  naergelaten  en  voorgescbreven  is,  dat  naulijcx 
weeten  ijets  tot  ampliatie  daerbij  te  voegen  le  meer  wij  bevinden, 
die  door  Ul:  goeden  en  sorgbvnldigen  ijver 
seer  wel  en  naer  bebooren  conform  d’  ordre 
ende  intentie  onser  Heeren  Principalen  acbter- 
volcbt  en  uijtgevoert  te  sijn.  Soo  ist  ecbter  wij  nit  cracbte  onser 
opgeleijde  Commissie  niet  bebben  verbijgaen  connen,  UE:  dees 
volgende  regiilen  tot  ververssingb  der  raemorie  voor  te  scbrijven, 
en  vooral  op  ’t  boogbste  te  recommanderen  de  goede  bana  aen 
. . ’t  noodige  vereijscbende  werck,  verder  albier 

dUigSeiSsen&cL  scodanigb  willeii  bouden  dat  daerdoor  eenmael 
’t  recbte  oogbwitb  onser  Heeren  Principalen 


18en  Meert. 


1660. 

12en  Meert 


1600. 

12tli  March. 
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This  will  primarily  be  realised  when  with  real  earnestness, 
agriculture,  which  (tliank  Grod !)  has  this  year,  contrary  to  all 
expectations,  in  spite  of  the  Hcttentoo  war,  been  such  a success, 
that  at  present  as  much  as  32  lasts  of  wheat,  barley,  oats  and 
rye  have  been  harvested  and  garnered,  may  be  so  developed  and 
enlarged  that  you  will  not  merely  be  able  to  support  yourselves 
according  to  your  wants,  without  assistance  from  Batavia,  but 
also  supply  the  goiug  and  coming  ships,  which  may  be  in  need  of 
it,  and  even  a considerable  portion  of  India  with  wheat. 


Has  been, 
beinff  done. 


and  is 


The  appearances  are  very  favourable  in  that  direction  if  we 
are  able  to  retain  peaceful  possession  of  th's  place,  as  at  present 
you  are  only  in  need  of  ploughing  cattle,  which  we  are  sure,  when 
peace  is  once  made,  and  which  the  natives  are  begging  for,  you 
will  not  be  without.  And  if  there  be  no  better  course  open,  an 
express  expedition  might  be  sent  to  Saldanha 
Bay,  and  this  might  Ise  done  every  10  or  12 
days.  For  that  purpose  the  little  flute  Loenen 
might  be  kept  here  one  or  two  months,  or  until  the  arrival  of  the 
promised  galiot  from  Patria,  as  the  freemen  have  no  opportunity 
or  facilities  for  that  purpose  with  their  boats.  They  should, 
however,  be  encouraged  in  this  necessary  work,  as  well  as  assisted, 
especially  as  they  have,  in  these  troublous  times,  been  robbed  of 
their  best  ploughing  cattle,  and  should  the  rest  die,  none  whatever 
would  be  left  to  them,  and  agriculture  would  again  be  at  a stand- 
still, for  it  has  already  been  proved  tliat  in  consequence  of  the 
theft  of  the  119  head  of  cattle,  fully  200  morgen  of  land  had  to 
be  left  uncultivated.  Besides  accommodating  them  with  the 
cattle  required,  you  shall  as  ordered  by  our  Principals, 
for  the  present  not  make  it  too  tight  for  them,  in  order  not 
to  make  them  lose  heart,  but  besides  the  build- 
ing of  houses,  bartering,  buying  and  selling 
sheep  and  cattle  among  themselves,  also  permit 
them,  without  interfering  with  the  indispensable 
cultivation  of  wheat,  to  sow,  plant,  and  sell  to 
the  ships  as  much  tobacco  and  other  vegetables, 
as  you  may  think  they  will  be  able  to  raise  from 
time  to  time,  as  not  too  many  of  these  things 
can  be  grown  here,  as  daily  experience  shows. 
Notwithstanding  the  Company’s  gardens  are  usually  suflBciently 
provided  with  them,  and  the  ships  are  abundantly  supplied  with 
them,  private  individuals  are  inclined  to  spend 
in  addition  their  money  separately,  thinking 


They  are  allowed 
a freer  hand  than 
the  order,?  require, 
and  in  accordance 
vsdth  the  Resolution 
of  the  21st  Feb., 
1661,  they  are  per- 
mitted to  sell  sheep 
and  cattle  to  one 
another. 


This  is  also 
mitted  by  us. 


that  someone  else’s  is  better  than  their  own. 
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jride  possessie  deser  plaets  bereijckt  worden  magh,  ’t  welck 
v.ooreeret  te  geschieden  comen  sal  wanneer  met  rechten  ernst 
en  ijver  deu  lautbou  (die  ’5odt  loff)  dit  jaer  tegen  alle  vermoeden 
door  de  geresene  Hottentottchen  oorlogh  soo  wel  en  naer  wensca 
geslaaght  beefft,  dat  daervan  jegenwoordigh  ruijm  32  lasten 
soo  tarn,  garst,  haver,  als  rogge  in  de  schuijren  sijn  g’oegst  soo- 
danigh  ^compt  uijtgeseth  en  vergroot  te  werden,  dat  daermet  niet 
alleenicn  sigh  selfts  naer  vereijsoh  buijten  jaerlijcx  seoours  van 
Batavia  suit  subsisteren,  maer  daer  en  boven  ooek  doorgaens  de 
gaende  en  comende  schepen,  des  nodigh  sijnde,  versien  en  India 
selffs  voof  een  g'oet  gedeelte  daervan  secoureren  connen,  daertoe 
sigh  d apparentien  bij  een  vreedige  possessie  zeer  favorabel  comen 
te  verthoonen  dewijle ’t  TIE.  jegenwoordigh  nergens  anders,  dan 
aen  ploegh  beesten  te  mancqueren  comt,  die  wij  vast  stellen  bij 
treffen  van  vreede,  en  waertoe  dees  luijden  reets  weder  aensoecking 
hebben  gedaen,  tJE.  niet  sullen  ontstaen  connen,  alwaert  niet 
beter  connende  daerom  oock  expresse  besendingh  naer  de  baij  van 
Is  6ii  woidt  geJii  n.  Saldanha,  dat  telckens  in  1 0 a 12  dagen 
geschieden  can,  konde  gedaen  en  dit  fluijtjen 
Eoenen  daerom  oock  alhier  in  1 a 2 maenden,  off  tot  de  comst 
van  ’t  toegeseijde  Galiot  uijt  ’t  Patria  overgehouden  moeten 
werden,  dewijle  de  Vrijel : daer  toe  met  hnn  vaertuijgen,  geon 
occasie,  of  gelegenth*  hebben,  en  in  dit  noodige  werck  vooral 
gecom’agieert,  en  de  behulpzame  hand  geboden  dienen,  te  meer 
door  dien  deselve  in  dees  geresene  troubelen  ten  principalen  van 
haere  voornaemste  ploegh  beesten  beroofft  ende  versteecken 
geworden  sijn,  en  bij  nader  gevolgh  off  sterffte  van  dien  wel  in ’t 
geheel  daervan  ontbloot,  en  soo  den  landtbou  weder  desert  loopen 
mocht,  gelijck  reels  gebleeeken  heefft,  dat  door  liet  rooven  der  119 
stx  wel  200  morgen  lants  ongebout  is  moeten  biijven, — buijten  d’ 
accommodatie  en  ’t  versorgen  van ’t  vereijschte  vee  sal  U.E.  con- 
form d’  orde  onser  Heeren  principalen,  deselve  oock  vooreerst  soo 
geheel  naeu,  om  den  lust  niet  te  benemen,  dienen  te  bephelen,  maer 
neffens ’t  bouwen  van  huijsen,  reuijien,  en  coopen  van  sohapenals 
Worter  vri’  r ’ koebeesten,  onder  den  anderen,  oock  permit- 
als  gekateD^  teren  buijten  verleth  van  den  noodigen  cooren- 

en  de  Conform  Reso-  bou,  SOO  veel  tabacq  ende  andere  moescruijden  te 
Baaijen,  planten,  en  aen  de  gaende  en  comende 
pen  ende  beesten  on-  scnepen  te  vercoopen  als  oordeelen  sullen  van 
dec  malcander  te  coo-  tijt  tot  tijt  te  connen  vertieren,  dewijle  daer 
toe  Hchtelijck  te  veel  alhier  sal' connen 

egeae  n.  aengeteelt  werden  vermits  bij  dagelijckse 

ervarentheijt  ondervonden  wert  niet  jegenstaende  Comp® 
thuijnen  daervan  doorgaens  genoeghsaem  vervult,  en  de 
schepen  ten  overvloede  versien  comen  te  worden,  de  particiiliere 
oo^'lo^”"^^  echter  genegen  sijn,  nogh  al  boven  dien  haer 

ende  Xerom'^liberael  apart  te  besteeden,  als  meijnenda  het  op 

toegelaeten.  een  ander  altijt  beter  als  ’t  haerent  te 


1660. 

12en  Meert. 
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1660. 

12(h  March 


Moreover,  it  is  perfectly  indifferent  to  the  Company  where  it 
comes  from,  if  the  ships  are  only  sufficiently  supphed  and  the 
men  properly  refreshed,  as  this  is  the  chief  object  for  which  this 
place  is  kept  possession  of.  But  though  ground  fruit  may  at 
present  be  fairly  abundant  here,  all  possible  diligence  and  zeal 
should  he  displayed  in  order  to  collect  as  many 
This  is  vigilantly  ^nd  sheep  as  it  will  be  possible  to  obtain, 

pSkahll”  mLns.  whilst  the  Vegetables  without  them,  given  as  re- 
freshments for  the  men  of  the  passing  vessels, 
especially  of  the  annual  return  fleets,  which  may  for  the  present 
(because  the  English  have  taken  possession  of  St.  Helena)  not  call 
at  that  island,  do  not  go  a long  way.  This  might  also  in  con- 
sequence of  the  malevolence  of  these  natives  here  be  attempted  in 
Saldanha  Bay,  as  they  have  given  us  sufficient  reason  for  that 
course,  having  offered  cattle  for  sale  to  the  binghers  who  were 
lately  there,  so  that  we  decided  to  send  the  little  flute  Loenen 
thither  to  make  a trial.  Her  success  yon  will  know  on  her  return. 
The  pigs  are  also  Jn  the  meanwhile,  we  would  gladly  see  you 

increasing  fin^ely,  ej^^coiiraffinff  the  freemen  to  breed  pigs,  geese, 
but  there  is  nothing  ^ .^^uld 

not  be  a small  addition  to  the  ordinary  supplies. 
The  facilities  for  this  are  many  here,  so  that 
we  most  highly  recommend  this  industry  to  you 
as  a much  required  necessity. 


to  which  the  freemen 
can  he  brought  with 
such  trouble  and 
difficulty  as  the 
keeping  of  pigs,  and 
as  they  like  rather 
to  live  near  the 
Fort  than  in  the 
country  on  their 
lands,  we  have 
arranged,  that  be- 
fore they  are 
licensed  at  the  Fort, 
they  shall  accept 
some  pigs  for  keep- 
ing and  promise  to 
pay  their  share  to 
the  common  pig 
herd  appoin*-ed  by 
the  b'lrghers  for 
the  purpose. 


Everyone  keeps 
sheep,  buying  them, 
especially  the  Dutch 
kind,  from  each 
other.  These  are 
increasing  finely  and 
give  more  milk  than 
the  cows  here,  to 
the  great  refresh- 
ment and  accommo- 
dation of  the  pass- 
ing crews  of  the 
Company’s  vessels. 
Fur  the  rest,  all  the 
olher  kinds  of 
smaller  animals  are 
being  very  well  pro- 
pagated. 


And  although  affairs  here,  as  already  mentioned, 
have  through  the  faithlessness  of  these  savages 
gone  to  such  a length,  that  they  have  burst 
forth  into  a full  flaiiiG  of  war,  aucl  as  a result  our 
people  have  suffered  no  small  loss  in  being 
robbed  of  their  cattle,  &c.,  you  shall,  as  no 
advantage  can  be  obtained  for  ns  from  the  war, 
endeavour,  when  the  opportunity  is  favour- 
able, to  settle  the  affair,  especially 
when  (as  has  already  happened)  they  per- 
sonally request  it.  At  the  same  time  you  shall 
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Eode  hierin  voorna- 
mentlijck  doorgaens 
gcvigileert  met  alle 
practicible  middelen. 


sijn  buijten  dat  het  d’  E.  Comp“  oock  indifferent  sij  waer 
die  van  daen  comt,  als  de  schepen  maer  naer  eijscli 
daervan  versien,  ende  ’t  volcq  behoorP  eomen  vervarst  te 
werden,  alsoo  dit  dogh  ’t  voornaemste  ooghwit  is  waerom  desc 
plaets  alhier  in  possessie  compt  gehouden  te  werden,  en  off  wel 
schoon  als  gesegbt  d’  aert  vruchten  jegenwoordigh  alhier  in 
redeP  abondantie  te  beoomen  zijn,  soo  sal  echter  met  alle  mogeP 
vlijt  en  ijver  getracht  moeten  werden  om  soo  veel  koebeesten,  en 
schapen  op  te  samelen,  als  eenighsints  te  beoo- 
men sullen  zijn,  dewijle  de  moeseruijdcn  buij- 
ten deselve  tot  ververssinge  van  ’t  volcq  der 
gaende  ende  comende  schepen,  vcornamentlijck 
de  jaerlijcxse  vaderlansche  retour  vloot  (dewijle 
deselve  als  nu  vooreerst  wel  lichtelijck  ’t  Eijlant  St.  Helena  door 
de  genomene  possessie  der  Engelsen  aldaer  niet  staet  aen 
te  doen)  niet  wel  te  beschieten  comen,  dat  aimed  3 bij  quaetwilligh* 
deser  natie  in  de  baij  van  Saldanha  soude  connen  werden  onder- 
leght,  overmits  sij  daertoe  selffsreede  genoegh- 
same  aenbiedingh  aen  de  jongste  derwaerts 
gewesene  Vrijborgers  hebben  gedaen,  en  waer 
op  wij  ooeq  goetgevonden  hebben  ’t  fluijtjen 
Loenen  tot  een  preuff  derwaerts  aff  te  schicken, 
’t  success  staet  UE : op  sijn  retourneeren  tot 
narichtinge  te  vernemen,  onderentusschen  sage 
geern  UE:  de  vrije  luijden  totwackerenaenteelt 
van  verckens,  gansen,  hoenders,  en  eenden  condet 
bewegen,  alsoo ’t  selvebij  nootmeede  geenkleij  ne 
stijvingh  en  vervullingh  geven  zou,  en  waertoe 
sij  oock  alom  hier  bijsondere  goede  gelegentheij  t 
sijn  hebbende,  oversulox  wij  UE  : dat  werck 
naer  de  vereijschte  nootwendich‘  inde  hooghste 
reoommendatie  bevoolen  sullen  laten,  en  alhoewel 
de  saeken  door  de  trouloosU  deser  brutalen 


Noch  oock  dit  wegen 
de  verckens  &c.,  dat 
al  fraaij  begiat  te 
accresseren , maer  geeti 
saecken  isser  daer  de 
vrije  luijden  beswaer- 
der  aen  te  brengen 
sijn  als  verckens  te 
houden,  en  nademael 
deselve  liever  bij’t 
Fort  als  in’t  landt  op 
den  coorenbou'woocen 
soo  hebben  in  traijn 
gebracht  dat  de  sulcke 
eerse  aen  ’t  Fort 
gelicentieert  worden, 
Erst  verckens  aen- 
nemen  te  houden  en 
haer  contingent  be- 
loven  te  betalen  aen 


den  gemeenenvercken 
hoeder  bij  '■’e  borgers 
alhier  daertoe  aenge- 
nomen,  ende  schapen 
hout  ijder  een,  copen- 
de  die,  bijsonderlijck 
Hollantse,  van  mal- 
canderen,  welcke  seer 
f r a i j vermenichvul  • 
digen  ende  meerder 
melck  als  de  koeijen 
alhier  gev  e n , tot 
groO'O  verfrissinge  en- 
de accommodatie  des 
passeren  : volckx  van 


alhier  eijndeP  soo  verde  verloopen  sijn,  dat  die 
jegenwoordigh  als  gesecht  tot  een  vollenbrandt 
en  vuur  vanoorloghuijtgeslaagen  sijn  oock  onder 
dies  geene  cleene  sckade  in  ’t  ontrooven  van 
ons  vee  als  anders  geleden  hebben,  so  sal  UE. 
echter  dewijle  voor  ons  bij  den  oorlogh  op  die 
luijden  geen  voordeel  tehaelen  zij,  weltrachten 
mogen  die  saeck  bij  gelegentheij t wederom 
t’  accommoderen,  voornamentlijck  wanneer 


Comp  ® schepen  gelijck 
oock  het  verder  cleijn 
vee  seer  veel  aen- 
gefockt  wordt. 
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1660.  Has  been  done. 

12th  March,  This  attended  to, 
as  far  as  pojsible. 

It  cannot  be  done 
with  a less  number, 
for  if  we  were  to 
depend  on  the  watch 
of  the  freemen,  the 
whole  estahlishment 
would  he  ruined. 
Hence,  if  the  Com- 
pany desires  to 
hold  this  residency 
in  peace  end  secu- 
rity, she  will  be 
obliged  to  keep  such 
a number  of  men 

here.  Yea  ! in  order 
to  protect  her 
own  cattle,  by 

which  means  the 
Colonists  would  be 
protected  at  the 

same  time.  There- 
fore, if  the  number 
be  diminished, 
things  wiU  not 

prosper. 


not  trust  them  further  than  within  the  reach  of 
yoiu’  cane  as  no  dependence  can  he  placed  cm 
their  words  and  promises,  as  it  may  be  taken 
for  granted  that  they  will  keep  neither  longer 
than  until  they  can  break  them  with  advantage ; 
for  this  reason  we  agree  with  you  that  for  the 
present  the  garrison  shoidd  not  consist  of  less 
than  120  men,  as  from  the  estimate  framed  by 
us  we  can  well  understand  that  no  smaller 
number  will  suffice  for  the  proper  protection  of 
the  present  establishment,  if  it  is  at  all  to  be 
made  safe  against  trouble  from  these  barbarians, 
unless  you  hope  with  the  newly  arrived  horses, 
though  the  war  should  continue,  to  keep  the 
veld  so  clear  in  every  direction  by  their  means, 
that  nothing  need  be  feared  from  the  savages,  so 


If,  is  highly  neces- 
sary to  continue 
outside  guards  with 
the  horsemen  and 
footmen  in  accord- 
ance with  the  sug- 
gestions submitted. 

On  these  watch- 
houses,  &c. 

“ Coorenhoop,” 


that  the  outside  guards  may  be  called  in.  Time 
will  teach  you  the  result,  but  as  already  said,  it 
would  be  an  excellent  thing  if  you  cotdd  from 
time  to  time  collect  such  a number  of  cattle,  that 
in  case  of  another  rupture  with  the  natives  you 
might  he  able  to  subsist  on  your  own  stock  and 
increase.  And  we  believe  that  you  will  have  a 
fair  chance  of  doing  this,  by  the  erection  of  the 
stone  (?  brick)  forts,  “ Keert  de  Koe,”  and 
as  well  as  the  watch-house  “ Hout  den  Bui  ” 


below  the  “ Bosbergen  ” and  the  hedges  planted 
work"done,  and  lately  by  you  between  them,  for  thus  these 
natives  have  been  almost  completely  deprived  of 
the  means  of  stealing  and  carrying  oft  the  cattle.  This  mode  of 
protection  will  also  become  more  effective  by  sowing  and  planting 
,,  ,,  . , a thick  hedge  or  thicket  along  their  chief 

lurther  projects  on  , j.  ° i i i.  i / j u 

this  head  already  tnorougntares,  as  you  intend  to  do  (and  have 

accomplished.  pointed  out  to  us)  when  the  rainy  season  sets  in. 

To  revenge  ourselves  on  them  at  any  time,  after 
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Is  gedaen  geworden. 

Naa  vermogeo  wel 
op  dit  punt  gepast. 


Nota.  ’t  Kan  met 
minder  niet  -waerge- 
nom'  n wordtn,  want 
siob  op  der  viijl. 
waohten  te  verlatea, 
Boude  ’t  werck  ten 
proeije  gestelt  sijn, 
waorione  d’E.  Comp" 
dese  rosidentie  ge- 
rastigh  wil  en  pcssi- 
deten  haar  soodauigh 
een  aental  volox  te 
houden  sal  moe'en 
getroosten,  ja  selfiEs 
om  haer  eijgen  be- 
stiael  te  bewaeren, 
waermede  dan  met 
eenen  de  Coloniers 
oock  beschermt  sijn, 
ende  soo  vermindert 
wert,  sal ’t  niet  -wel- 
gaen. 


(gelijok  reets  is  geschiet)  sij  daerom  selifs  weder 
aensoeckingh  comen  te  doen,  dan  suit  under- 
tusschen  die  niet  verder  dienen,  noch  mogen 
vertrouwen,  als  met  de  stock  bereijoken  meugbt. 
alsoo  op  baer  woorden  en  belofften  geen  staet 
te  maeoken  sij,  en ’t  seeckerlijck  te  gelooven 
staet  sij  haer  oock  aen  deselve  niet  lan- 
ger  of?  verder  houden  sullen,  als  dat  die 
weder  met  voordeel  verbreecken  connen.  Waer- 
om  wij  oock  met  UE.  wel  van  opinie  souden  con- 
nen zijn, ’tguarnisoen  voor  eerst  niet  minder 
als  op  120coppendiende  besneen,  dewijlewij  uijt 
den  gemaeckten  ovorslagh  wel  connen  begrijpen 
geen  minder  getal  tot  de  behoorlijcke  voorsorgt 
enbesettinghvan  den  presenten  omslaghsooallef 
emmers  eeniger  maten  voor  overlast  deser  bar* 
baren  beschermt  sal  blijven,  gerequireert 
compt  te  werden,  of?  ten  waere  U.E,  als  nu 
met  ’tbecomen  der  jonghste  paeyden  hope 
hadt,  schoon  al  bi]  continuatie  van  oorlogh, 


De  bu”t  h doorgaens  door  deselve  hieromtrent 

metruijteisTndeva^  suij ver  te  coiuen  houden,  dat  hun  dies 
voicq  op  ’t  hooghste  niet  te  vreesen  hebben  zou,  en  dat  daerdoor 

noodigh,  te  continu-  (Je  buijten  wachten  alom  ten  principaelen 

ertn,  volgens  den  ge  j / , j 

danen  voorslagh.  S ©xcuseert  zoude  connen  werden,  waervan 

U.E.  den  tijt  de  bevindigh  best  ontdecken 
sal,  doch ’t  soude,  als  gesecht,  een  voortreffelijcke  saeke  sijn  dat 
U.E.  onderentusschen,  en  van  tijt  tot  tijt  soo  veel  vee  op- 
samelen  condet  dat  in ’t  aenstaende,  ende  bij  nadere  rupture  uijt 
eijgen  queeck,  en  teelt,  bestaen  conde,  daertoe 
Op  desewachthuijsen  meijnen  met  het  bouwen  der  steene  re- 
douten  Keert  de  Koe,  en  Coorenhoop,  mitsgrs  : 
’t  houte  wachthuijs,  Hout  den  Bui,  beneden  de  bosbergen, 
als  de  heijningeu  tusschen  beijden,  door  U.E. 

Approbatie  vin  ons  onlangs  gemaeckt,  seer  goede  gelegent- 
gedane  werck  ea  --i  ••  i --i  i ® 

hei]t  soude  sijn,  dewijle  dees  luijden  daer 

door  nu  geuoegsaem  den  wegh  tot  ’t  roven,  ende  wegh  voeren 
der  beesten  benomen  is  geworden,  en  nogh  meerder  te  geschieden 
staat,  met  ’t  saaijen,  en  planten  van  een  dichte  haage,  off 
bosschagie,  langs  haere  voornaemste  passa- 
Verde  e projecteu  ten  gien,  gel : UE : voorgenomen  en  ons  aenge- 
deese  al  g absolreert.  u va  ^ u i.  • u •• 

wesen  hebt,  met  t begin  van  t regen  saijsoen 
bij  der  hant  te  nemen  sullen,  doch  om  ons  ’t  eeniger  tijt  bij 
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peace  has  been  made  with  them,  as  yon  have  suggested,  could  be 
easily  managed,  but  whether  this  would  according  to  our  Christian 
duty  be  permissible,  or  we  woidd  be  at  liberty  to  proceed  against 
these  stupid  and  blind  creatures,  and  immediately  repay  them  in 
their  own  coin,  is  highlj'  doubtful ; besides  I am  sme  that  it 
would  not  be  reputable  on  om’  part  to  do  so,  just  as  if  we  were  un- 
able to  master  them  in  other  ways ; moreover,  these  barbarians 
would  with  justice  not  approve  of  such  a course,  and  with  reason 
suspect  our  later  actions,  and  no  longer  trust  us ; hence,  it  will  be 
advisable  for  the  present  to  let  what  has  happened 
pass  by  unobserved,  and  to  see,  whether,  by 
I'his  is  also  our  (JqJjjot  them  kindnesses,  they  cannot  for  the 
future  be  convinced  (of  our  good  intentions); 
and  should  this  be  of  no  avail,  then  to  pay  them 
off  in  their  own  coin. 


From  the  advices  of  the  Seventeen  addressed  to  the  commander 
and  officers  of  this  fleet,  in  September  last,  it  has  been  made  plain 
to  you  how  we  have  been  deprived  of  the  island,  St.  Helena,  by 
the  English  having  taken  possession  of  it,  so  that  for  years  we  shall 
remain  destitute  of  the  necessary  refreshments  obtainable  there ; 
and  as  it  is  most  highly  necessary  in  the  interests  of  the  Company 
always  to  have  within  range  a rendezvous  in  cases  of  extreme 
necessity  for  the  return  fleet  and  such  other  ships  as  may  be  blown 
past  this  bay  by  heavy  gales,  as  was  the  case  only  last  year,  so  that 
they  may  be  able  to  unite  again,  you  are  to  bear  in  mind  that  on 
the  arrival  of  the  galiot  destined  for  you,  you  shall,  as  ordered  by 
the  Principals,  despatch  her  to  search  for  the  island  St.  Helena 
Nova,  situated  in  the  same  latitude  of  16°  N., 
Has  been  done  by  discover  what  may  be  obtainable  for  us  there, 
wbichfhoweverdici  and  whether,  if  necessary,  our  fleet  can  be 
nut  find  the  island,  annually  provided  with  proper  refreshments  and 
Information  accord-  drinkwater  there,  the  \’esult  being  by  first 
Sviarand^nowto  opportunity  at  once  communicated  by  you  to  the 
(jur  Masters  in  Fatherland  and  Batavia.  But  in  case  the 
Patria  (by  tide  fleet).  jgp.^jjd  be  not  discovered,  it  would  not  be  in- 

Saldanha  Bay  is  expedient,  in  Order  to  lesseu  the  danger  of  being 

only  serviceable  in  separated  from  One  another,  that,  as  we  nave 
an  extreme  case,  and  i.y  g decided  in  Council,  the  officers  of  the 
can  therefore  be  •' 
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reconsilatie  van  vreede  weeder  op  d’selve  conform  UE  : gedaanen 
voorslagh  te  revengeren,  waere  onses  oordeeJs  liohtelijck  te  practi- 
seren,  dan  of  ons  sulcx  al  naer  Christelijcke  plicht,  g’oorloflt,  en 
vrijsfaen  sou,  in  diervougen  ontrent  dees  onvernuftige  en  blinde 
menschen  te  procederen,  en  soo  aenstonts  haer  weder  als  men  segbt, 
met  gelijoke  munt  te  betaalen,  beefPt  grootelijcx  sijn  bedencken, 
buijten  dat  oock  meijnen  sulcx  voor  ons  niet  reputatieus,  en  on- 
sachelijck  genoegb  omtrent  deselve  te  z alien  sijn,  als  even  of  wij  op 
haer  bij  andre  wegen  en  middelen  niet  vermocb ten,  oock  soo  souden 
dees  barbaren,  soodanigen  saak  met  recht  niet  billicqen  connen  en 
dierhalven  met  goede  redenen  ons  doen  namaels  suspect  houden, 
en  niet  meer  vertrouwen  derven.  Waerom  dan  noch  voor  eerst 
in  dien  gevalle  best  souden  achten ’t  gepasseerde  soo  ongemerckt 

voorbij  te  laten  gaan,  en  te  sien,  of  haer  in 

Dus  is  oock  oDse  toecomende  door  wel  doen  niet  souden  over- 
maxime  pnncipaal  . . , i i • , -n  i n 

o7or  deso  saeck.  tuijgen  connen,  t welck  met  willende  vallen, 

ons  dan  geen  gelegenth‘  mancqueren  sal,  om 
haer ’t  een  met ’t  ander  gelijckel''  te  doen  betaelen. 


Bij  d’  advijsen  onser  Heeren  principalen  in  7'”'  jonghstleden 
aen  den  Oommandeur  ende  Eaedt  deser  vloote  geschrev"  is  UE. 
volcomen  gebleecquen  in  hoedanigh  voegen  wij  door  die  van 
d’  Engels®  natie  in  de  possessie  van ’t  Eijlandt  St.  Helena  gepre- 
venieert  en  voorgecomen  sijn  geworden.  In  vougen  wij  daer 
door  jaeren  van  die  noodigh  verversch  plaets  gefrustreert  ende 
versteecken  staen  te  blijven,  en  overmits  ten  dienste  van  de 
E : Comp®  hoogh  noodigh  sij,  altijts  een  diergel : rendevous  tot  een 
uijtterste  toevlucht  voor  de  jaerl : Retourvloot,  ende  de  schcpen 
die  dese  baij  door  harde  winden,  of  anders  gelijek  a®,  pass®,  nogh 
jonghst  is  geschiet,  quamen  mis  te  loopen  onder  schootste  hebben, 
om  dan  altijt  deselve  weder  te  connen  conjungeren,  soo  sal  UE  : 
dienen  gedachtigh  te  sijn,  dat  opde  verschijningh  van ’t  toegeleij- 
de  galiot  conform  d’  ordre  onser  Heeren  principalen  ondersoeck 
tot  ontdeckingh  van ’t  Eijlandt  St  Helena  Nova, 
sijnde  op  deselve  N : breete  van  16  grad : 
gelegenlaet  doen,  om  te  sien  wat  aldaer  voor 
ons  te  bejagen  soude  sijn,  en  off  des  noodigh 
sijnde  onse  vloot  jaerlijex  aldaer  van  behoorl : 
ververssingh,  en  drinckwater  gedient  sou 
connen  werden,  daer  van  dan  de  bevindingh  ter  eerster  instantij 
naer  Bat“  en ’t  vaderlandt  over  te  brieven  hebt, 
doch  soude  ondertusschen  bij  ondeckingh 
off  wel  ontstentenis  van  dien,  niet  on- 
dienstigh  achten  om  te  minder  gevaer,  en 
pericul  van  separatie  derselver  te  loopen 
men  in  sulcken  gevalle  en  gel:  wij  dit 
jaer  met  advijs  van  Bade  g’arresteert  hadden, 
d’  opperhooffden  der  schepen  exprespelijck  ’t 


Is  per  fluijf',  Loe- 
nen  gedaen  doch  ’t 
Eijlandt  niet  gevon- 
den,  ende  per  ditto 
fluijt  haer  Ed  : tot 
Batavia 


Ende  nu  onse  Heeren 
Majores  in  ’t  patria 
bij  desen  oock  gecun- 
dight. 


De  Saldanha  baij  is 
niet  als  vcor  een  nijt- 
ierste  wijck  noot- 
seeckelijck,  ende  can 
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conveniently  entered 
by  the  return  ships 
that  may  be  blown 
past  this ; they  wiU, 
however,  with  diffi- 
culty, be  able  to 
come  up  thence  to 
Table  Bay. 

The  outer  road- 
stead,however  (here) 
is  the  best  and 
surest,  which  the 
return  ships  should 
bear  in  mind,  in 
order  always  to  be 
able  to  enter  Table 
Bay  according  to 
wish,  and  so  unite 
here.  Nor 'will  they 
drift  in  the  wrong 
way  if  only  atten- 
tion be  paid  to  the 
certain  marks  made 
of  it  (in  the  chart) 
to  be  sent  to 
the  Hon.  Com- 
pany by  this  oppor- 
tunity. 


ships  shall  he  expressly  ordered,  in  that  case, 
when  they  are  unable  to  reach  this  roadstead 
(as  experience  has  taught  us  hut  too  often)  to 
make  straight  for  Saldanha  Bay,  which  is  about 
18  or  20  (Dutch)  miles  distant  from  this  road- 
stead, and  which  can  always  be  easily  reached 
and  without  fear,  as  was  lately  experienced  by 
your  Express  Commissioners.  There  they  may 
await  the  arrival  of  their  consorts,  after  having 
obtained  sufficient  water  and  cattle,  or,  should 
the  weather  be  fine,  which  is  often  the  case  here, 
they  may  beat  up  to  this,  which  we  have  found 
can  be  done  without  the  least  hindrance.  This 
you  should  lay  before  their  Honours  at  Batavia 
for  their  consideration,  that  they  may  issue  such 
orders  on  the  subject  as  they  may  deem  most 
serviceable  for  the  Company.  And  though  we 
can  as  yet  foresee  no  misunderstanding  with  the 
English  nation,  nevertheless,  in  consequence  of 
their  present  unstable  condition,  perchance  such 
an  eventuality  may  occur,  so  that,  in  that  case 
they  may  sometimes  endeavour  most  unex- 
pectedly to  play  us  a foul  trick  ; and  in  order  to 
provide  against  this  in  time,  as  far  as  praticable, 
you  shall  always  have  a good  lookout  kept  for 
the  return  squadrons,  as  was  done  this  year  by 
attended  our  ad^’ice,  that  before  their  arrival  in  this  bay 
they  may  have  a ftdl  knowledge  of  affairs  here, 
or  failing  this,  by  means  of  such  a signal  of  fire 
on  shore  as  to  enable  them  to  ajtproach  fearlessly  and  without 
danger.  And  that  such  signals  may  be  recognised  by  the  skippers 
you  shall  without  delay,  and  hereafter  annually,  transmit  them 
with  a secret  letter  to  the  Giovernor-Greneral  and  Councillors  of 


To  this  the  atten- 
tion of  their  Hon- 
ours at  Batavia  has 
been  drawn  by  our 
letter  of  last  year. 


Carefully 

to 


. . India;  and,  whereas  the  ships  will  now  be  com- 

secrersignal  sen/ to  P^hed  annually  for  the  reasons  stated  to  call 
their  Honours.  here,  it  will  be  necessary,  in  order  to  prevent 
accidents,  to  clear  the  bay  of  all  the  lost  anchors, 
and  to  do  so  the  sooner  the,  better.’  This  the  galiot  will  be  able 
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dan  oock  gevonghl: 
aengedaen  worden  bij 
de  retoursohepen  die 
verbij  comen  te  gera- 
ken,  dogh  baswaer- 
lijck  van  daer  wcder 
tot  in  de  Taeffelbaij 
opcomen,  m a er  de 
buijten  rheebij  nader 
ondersoeck  opgevon- 
den,  is  ’t  rechte  ende 
bet  seeokerste  daer  bij 
de  retoursohepen  op 
moet  gepast  worden 
om  altijt  nae  -wenfch 
in  de  Taefltelbaij  te 
conjnngeren  en 
noijt  mis  te  drijven 
als  maer  gepast  wort 
op  de  seeckre  mercken 
daer  van  gemaeckt 
om  aen  d’  E.  Compf. 
bij  deaen  oock  over- 
gesonden  wordende. 
voordragen  en  in 


ordineeren  ende  te  gelasten  quamen,  zij  alsdan 
en  wanneer  deese  reede  (’t  welek  gel:  d’erva- 
rentheijt  maer  al  te  veel  geleert  heefft  seer 
liclitelijck  gebeuren  can)  niet  aen  doen  conden, 
haer  steven  maer  direetelijek  na  de  baij  van 
Saldanha,  sijnde  ongeveer  18  a 20  mijlen 
benoorden  dese  rbeede,  en  dewelcke  zij  altijt 
zeer  gemackel:  en  sender  schroom  gelijek  deselve 
nu  jongbst  door  UE.  expresse  gecommitteer- 
dens  ondervonden  is,  aendoer.  connen,  souden 
hebben  te  wenden,  om  dan  aldaer  de  verdere 
schepen  bij  becomingb  ven  genoeghsaem  vers 
water  en  bestiael  in  te  wachten,  offte  anders 
wel  bij  moij  en  hantzaem  weer,  dat  alhier  seer 
liobtel:  gebeuien  can,  berwaerts  op  te  stoppen, 
soo  als  dan  bevonden  werden  moeb,  met  ’t 
minste  verleth  te  connen  gesebieden,  ’t  welck 
UE:  haer  Ed:  op  Batavia  permemorie  wel  soud 
consideratie  geven  mogen,  om  daer  op  dan  bij 
deselve  soodanige  ordre  beraemt  en  gegeven  te  worden  als  haer 
Ed*"  ten  meesten  dienste  van  d’  Ed.  Comp"  bevinden  sonde  te  behoo- 
ren.  En  alhoewel  wij  tot  nogb  toe  met  die  van  geseijde  Engelse 
natie  geene  misverstanden  connen  voorsien,  soo  souden  nochtans 
door  haeren  presenten  wanckelbaeren  staet  wel  lightel : eenige 
voort  comen  mogen,  en  waerdoor  zij  ons  dan  oock  wel  somtijts 
onverwaeht  trachten  souden  op  d’  een  off 
d’  andere  wijse  een  quaden  treck  te  speelen,  en 
om  daerin  alhier  naer  vermogen,  en  soo  veel 
doenelijek  te  versien,  sal  UE  : telckens  en  als 
desen  Jaere  op  ons  gegeven  advijs  is  geschiet, 
op  de  comste  der  Retour  Vloot,  wel  doen  passen, 
om  bij  alle  gelegenth*  deselve  bevooren  de  compste  binnen  de 
baij  cuntschap  van  toestandt  alhier  te  doen  heb- 
Wort  wel  opgepast.  jjen,  ofp  bij  mancquement  van  dien  soodanigh 
zeijn,  en  kenteijeken  van  vuur  ofi  vlam  van 
lant  laten  doen,  waerop  dat  onbeschroomt ; en  buijten  pericul,  dese 
rheede  aensoecken  moogen,  welcke  te  doene  seijnen  dan  op  dat  die 
bij  d’  opperhooffden  der  schepen  verkent  mogen  sijn,  UE : per 
eersten,  en  dan  vervolgens  jaerlijex  met  een  secreet  briefPken  aen 
d’  Ed : Heer  Gouverneur-Generael  ende  d’  Ed : 

Item  eocki  ’t  secreet  Heeren  raaden  van  India  over  te  senden 
senn  aen  haer  Ed:  , , . •,  i ^ • t* 

gesonden.  hebt,  en  overmits  de  schepen  nu  jaerlijcx 

om  boven  verhaelde  redenen,  genootsaeckt 
sullen  sijn  deese  rheede  aen  te  soecken,  soo  sou  wel  noodigh 
vereijschen,  om  ongelucken  voor  te  comen  UE  : de  baij  die  door 
de  menigvuldigh  verlorene  anckers  al  vrij  beseth  geworden  is  hoe 

o;.  j V . eer  hoe  liever  daer  van  soo  veel  mogel : suijveren 

Sijn  groote  debvoiren  * u i i ^ u v 4.  i ^ 

gedaen  door  die  van  ket,  t welck  met  t galiot  op  si]n  retoumeren 


’t  Welck  haer  Ed : 
tot  Batavia,  beneffens 
des^n  ocek  is  in  Me- 
morie  irebracht  door 
onse  missive  van  a" 
verleden. 
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, , , to  do  on  tier  return  from  St.  Helena,  or  before 

been  made  by  thole  departure  thither,  even  were  it  necessary, 
of  the  flute  Loenen  for  the  encomagement  of  the  men,  to  raise  the 
and  iwkyt  espe-  reward  to  one-fom’th. 

cially. 

At  tlie  present  time,  whilst  lying  here  with  the  fleet,  the  officers 
generally  cotiiplain  that  the  drinkwater  by  being  continually 
stiired,  becomes  very  thick  and  muddy,  so  that  it  will  be  highly 
necessary,  in  order  to  prevent  this,  to  throw  up  an  earthen  em- 
bankment across  the  canal  opposite  the  platform  (which  can  be 
easily  done,  and  without  expense)  and  make  it  so  high  and  pro- 
vide it  with  six  or  eight  wooden  pipes  or  bamboos  placed  alongside 
each  other,  that  a water  firkin  may  be  easily 
obsCTve^l”  rolled  under  tliem.  If  this  be  done  yon  may 

be  sure  that  the  ships  will  always  be  provided 
with  clean  and  nice  drinkwater. 


This  little  is  briefly  what  we  know  to  prescribe  to  you,  as  we 
cannot  give  you  pertinent  orders  in  everything,  and  the  works 
here  are  to  be  directed  according  as  circumstances  require  or 
permit. 

We  therefore  rest  on  that,  and  with  greeting,  commend  you 
to  the  protection  of  God. 

In  the  Fort  “ The  Good  Hope,” 
this  12th  day  of  March,  1660. 


(Signed)  Pietek  Sterthemius. 


(After  collation  found  to  agree  with  the  original) 


(Signed)  Hendrick  Lacus. 
Secretary,  1661, 
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d,  fla[jt  Loenen  ende  St.  Helena  off  wel  te  voren  gevoughel'‘_  sal 
Perkijc  voornatnentik.  geschieden  connen,  al  waer  ’t  om  de  luijden 
daertoe  te  meerder  ’t  animeien,  de  premie 
daerop  bij  onse  Heeren  principalen  gestelt  tot  op  i vergrooten 
sout  moeten  werdec,  over  ’t  drinckwater  voornamentlijck  in  dees 
tijt  en  dat  bier  met  de  geheele  vloot  comen  te  leggen,  wert  door- 
gaens  bij  d’opperhooffden  der  scbepen  seer  geelaegbt,  dat 't  selve 
door  ’t  gestadigh  roeren  vrij  dick  en  drabbigb  te  vallen  comt, 
dierhalven  hoogh  noodigh  sal  sijn,  tot  voorcomingh  van  dien  UE. 
’t  canael  recbt  over  ’t  planckier  met  eon  aerden  dam  dat  seer 
licbtelijck  en  buijten  eenighe  oncosten  geschieden  can^  soo  hoogh 
stoppen,  en  met  6 a 8 houte  grooten  (?  gooten)  of  bamboesen 
nevens  den  anderen  beleggen  laet,  dat  men 
Is  a c c o m modabel  gevouchel : een  water  vercken  daer  onder 

g’observsert.  rollen  can,  wanneer  vast  stelle  de  schepen  dan 

doorgaens  met  seer  cleene  moeijten  van  schoon 
en  curieus  drinckwater  versien  sullen  cunnen  werden. 

Bit  weijnighe  is  dan  cortel : soo  veel  wij  UE  : voor  dees  tijt 
weten  voor  te  schrijven,  dewijle  op  alles  geen  pertinente  ordre 
geven  connen,  en ’t  werok  hier  naer  tijts  gelegentheijt  en  voorval 
van  saecken  (gelijck  UE  : toevertrout  wert)  gedirigeert  werden 
meet,  over  sulcx  ons  daer  op  zullen  rusten,  en  UE : naer  groete 
Godes  protectie  bevolen  laten. 

In ’t  Fort  de  Qoede  Hope  adij  12en  Meert  1660, 


Was  geteijU, 

Pieter  Sterthemius. 

naer  gedaene  collatie  d’aecordo 
met  den  originelen  bevondon. 


(Get.)  Hendrick  Lacus, 


16,60. 

12en  Meert. 


Secretaris  1661. 
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KAPPOET-COMMISSAEIS  BlJGLOF  VAN  GOENS- 

1657. 


D’  Edele  Heeren  Bewinthebbsren  van  de  generale  Nederlantse 
geoetroi j eerde  Oost  Indise  Comp'*'  ter  vergaederinge  van 
17"  tot  Middelburgb  in  Zeeland. 

Edele,  Erntfeste,  manbafte,  wijse,  voorsinige,  seer  geuereuse 

Heeren. 


Mijnbeeren. 

Date  22  November  anno  passato  uijt  Ylie  geseijlt  zijnde,  zijn 
wij  met  de  sebeepen  Orangien  en  Mallaceain  Comp'®  aen  S"  Vincent 
aangeweest,  daer  t’  roer  van  Mallacca  wat  bermaect  zijnde,  28" 
December  van  dacr  weeder  bebben  seil  gevordert;  om  ider  zijn 
best  nae  Cabo  de  Bona  Esperanca  zijn  reijse  te  voltrecken,  alwaer 
wij  met  Orangien  den  17  ende  Mallacca  den  18  wel  aengecomen 
zijn,  op  beijde  sebeejjen  maer  9 man  verlooren  bebende,  de-rest 
meest  alle  fris  en  gesont.  Mallacca  bad  niet  zuijdelijcker  dan  37 
graeden  ende  veel  stilten  subject  geweest,  wij  daer  en  teegen  over 
de  40  graeden  om  de  weste  wint  te  soeeken,  daer  wij  ons  soudaenigb 
in  de  ijsbergen  verwart  vonden,  en  van  soo  fellen  coude  beclemt, 
dat  wij  ons  best  weeder  noord  sochten,  om  de  perijckelen  te 
ontvluchten,  dit  was  balff  Februarij , een  maent  die  nae ’t  naetuerlijk 
onrdeel  aldaer  soo  getempert  behoorde  te  weesen,  als  de  maent  van 
Augusto  in  Spangien,  soo  dat  bet  verstant  der  menscben  bierstille 
scbijnt  te  staen,  de  eerste  ijsbergb,  die  wij  saegen,  was  den 
23"  snacbts  bebbende  s’  middagbs  te  vooren,  en  oock  dienselven  dagh 
gebad  de  pertinente  breete  van  40  graden  9 menuten,  zeijlende 
met  een  seer  snelle  voortgangb  van  48  mijlen  int  etmael  backslaege 
wint,  onze  lengbte  was  nae  allergissingb  door  een  geslaegen 
graden  24  menuten,  omtrent  middernacbt  vonden  ons  pas  2 mijlen 
van  een  boogb  eijland,  waer  bij  tot  den  dacb  af  en  aenbielden  om 
’t  aelve  wel  te  bekennen,  ons  niet  connende  inbeelden,  dat  dit  bet 
eijland  Diego  Alvares  was,  omdat ’t  zelve  in  de  breete  volgens  de 
ronde  caert  niet  min  dan  26  mijl  en  na  de  platte  16  mijl  ver- 
schilde ; op  de  lengbte  connen  soo  vasten  staet  niet  maecken, 
immers  soo  bet  Diego  Alvares  zij  (daarvoor  bet  bij  mij  nocb  oock 
de  scbippers  en  stuerluijden  niet  gehouden  wert)  soo  moet  bet 
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selve  nootsaeckelijck  in  de  beijde  gemelde  caorten  verleijt  worden, 
met  sijn  noordelijxte  hoeek  op  40  graden  2 menuten,  de  gedaente 
daer  aff  wert  UEdele  hier  neffens  toegesonden,  in  dit  af  en  aan 
bouden  openbaerde  hem  de  gemelde  ijsberg  als  een  barre  clip 
naeuweliix  een  mijl  van  ons  dat  bij  den  donokeren  nacht  een 
afgrijsselijcke  venooningh  was,  als  niet  weetende  over  wat  boech 
ons  wen  den  souden,  met  den  dag  openbaerden  ons  noch  diverse 
ijsbergen  aen  beijde  zijden,  ende  omdat  wij  geen  gedachten  nae 
ijs  hadden,  deede  ons  de  vreese  gelooven,  dat  bet  al  clippen  waeren, 
tot  ons  bet  menicbvuldigb  getal  ende  beldere  sonnesebijn  de  waer- 
beijt  openbaerde  ; iek  bebbe  deese  materie  wat  wijtloopigb  verhaelt, 
opdat ’t  selve  eijland  door  UEdele  voorsorge  in  de  caerte  verandert, 
ofte  op  die  distantie  nocb  een  ander  eijland  daer  bij  mach  geJeijt 
werden,  onse  lengbte  is  tot  aen  de  Caep  nocb  al  westelijcker 
geweest  omtrent  8 mijlen,  soodat  bet  in  de  lengte  verscbilt  nae 
ons  ondervindingh,  ten  minsten  28  mijlen  dat  bet  westelijcker 
ende  nae  de  ronde  caert  (die  de  accuraetste  beboorde  te  weesen) 
in  de  breete  26  mijlen,  soodat  bet  leggen  moet  op  de  breete  van 
40  graden  2 menuten  bet  noordelijxte,  ende  tot  over  de  40  graden 
8 menuten  de  suijdelijxte  boeck,  oost  en  west  niet  min  dan  8 
mijlen  langb  ende  op  de  lengbte  van  10  graden  24  menuten  ; bet 
was  een  fraai  bergbacbtigh  eijland,  men  conde  nergens  brandingb 
verneemen,  soodat  ick  oordeele  dat  bet  rondsom  seer  diep  ende 
weijnigb  apparentie  tot  ancker  gront  weesen  sal,  boewel  ons  een 
baaijken  aen  de  noort  sijde  scbeen  te  vertoonen,  dat  wij  met 
Orangien  niet  goed  vonden  t^  ondersoecken. 

Acbtervolgens  UEdele  bevel  ende  speciaele  opgeleijde  commissie, 
soo  bebbe  alhier  de  visite  gedaen,  immers  soo  veel  den  tijt  mijns 
aenweesens  eenicbsints  beeft  connen  lijden,  ende  om  tselve  wel  te 
doen  UEd.  successive  ordre  aen  de  Oommandeur  albier  gegeven, 
ende  alle  sijne  voorstellen  ende  rescriptien  daerop  gevallen,  met 
aendacbt  naegesien,  ende  daer  over  sodaenigh  gehandelt,  als  XTEd. 
int  vervolcb  van  deesen  gelieven  te  verneemen,  om  UEd.  tot  mijn 
rapport  van  haer  opgeleijde  commissie  te  dienen. 

Wat  reedenen  UEd.  bewoogen  hebben  deese  plaetse  alnier  te 
fortificeeren,  ende  in  possessie  te  neemen,  sal  noodeloos  zijn  UEd, 
in  deesen  te  verbaelen,  als  die  ’t  selve  best  bewust  zij,  wel  eke 
materie  overgeslaegen  zijnde,  eenlijck  spreecken  van  mijne  bevin- 
dinge  ende  gedaen  redres,  nae  UEd.  oogbwit  albier. 

Ick  bebbe  met  mijn  aencompst  voor  t’  eerste  werck  geraden 
geoordeelt  bet  lant  rondsom  albier  pertinent  af  te  sien,  ende  met 
een  persoon  die  wat  experience  in  de  landmeeterije  badde,  tselve  in 
een  caerte  soo  perfect  doen  leggen  als  doenlijck  was,  nocbtans  is 
tselve  door  gebreck  van  een  goet  lantmeeter  nocb  soodaenigh  niet 
als  ick  wel  badde  gewenst,  niet  te  min  is  de  plattc  valeij  met  de 
letter  A aengeweesen,  volcomen  perfect  in  sijn  distantie,  op 
t’  naauwste  vande  eene  baaij  tot  d’  andere  juist  5,125  Rijnlantse 
roeden,  ofte  ruijm  2|  Duitse  ende  Hollantse  mijlen,  nae  de 
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perfecte  maet  bij  de  Heer  Scbeepen  Jan  Blaeuw  in  zijn  atlas  in 
(ie  caerte  van  Holland  geobserveert.  Ick  hebbe  voor  deesen  met 
Hirck  G’erritsz  ende  andere  ervaeren  schippers  deese  wijtebegroot 
op  ontrent  3 mijlen  int  ruijge  afgesien,  ende  oock  aen  mijn 
Heeren  den  Gouverneur-Generael  en  Raden  van  India  daeraf 
geschreven  ende  voorgestelt,  dat  men  tselve  metter  tijt  sonde 
hebben  connen  doorgraeven,  ende  alsoo  met  een  openingh  de  Caep 
tot  een  eijland  te  maeeken,  met  hoope  dat  de  zee  in ’t  noordwest 
zeijsoen  toetastende,  deese  wijte  niet  alleen  sonde  openhonden, 
maer  dat  bij  goet  snoces  tzelve  wel  soo  wijt  en  diep  sonde  connen 
vallen,  dat  seifs  de  scbeepen  t’  zijner  tijt  daerdoor  conden  vaeren, 
ofte  binnen  ten  aneker  leggen ; dit  voorstel  is  doemaels  met  alle 
de  hooftofficieren  van  de  vloot,  daerover  ick  de  eere  badde  te 
commandeeren,  voor  goet  gekent,  dock  naederbant  bij  andere 
weeder  inpraoticabel  geoordeelt  om  ’t  groote  werck  en  d’  nijter- 
maeten  oneosten,  die  der  aen  vast  waeren,  dit  solve  voorstel  is 
nogb  de  eenigbe  middel,  ofte  wel  die  gebeele  distantie  te  fortifi- 
ceeren  met  een  trenobement,  ravelijnen  ende  niet  min  dan  15 
rednijten,  om  oijt  tot  UEd.  oogbwit  te  comen,  ick  bebbe  mij  op 
’t  een  en  t’  ander  ende  t’  beste  van  UBdele  staet,  op  t’  aldernanste 
(nae  mijn  beste  verstant)  geinformeert,  oordeelende  dat  bet 
afsnijden  wel  den  alderoncostelijksten  ende  beste  sonde  weesen 
om  bnijten  beswaernisse  van  t’  garnisoen  een  voleomen  en  vrije 
domenie  albier  te  bebben,  dat  oock  bet  werck  bnijten  beswaernisse 
van  de  Comp'®  (ten  waere  men  den  sleet  van  scboppen  en  spaeden 
wilde  voorcomen)  in  seer  corten  tijt  sonde  connen  opmaecken, 
want  de  plaetse  die  wij  nn  bij  bonder!  roeden  bebben  afgebaeckent 
is  een  beqnaem  laegb  land  soodanigb  als  de  platte  velden  in 
Holland,  ofte  de  graft  die  tnsseben  Haerlem  en  Leijden  sal 
gemaeckt  worden,  van  d’  eene  zee  tot  d’  ander,  de  grond  is 
cleijaebtigb  wit  sant,  ofte  sand  met  aerde  vermengbt,  en  op 
sommige  plaetsen  wat  sandacbtiger,  en  nocb  meer  plaetsen  aerd- 
acbtigb,  die  sicb  wel  laet  spitten ; den  sergiant  albier  die  onder 
den  Prince  van  Orangien ’t  leeger  langb  gevolcbt  beeft,  ende  sicb 
’t  spitten  en  delven  wonder  wel  verstaet  (ende  daerom  overal  met 
mijn  geweest)  neempt  aen  met  70  delvers  binnen  3 maenden  de 
graft  te  maeeken,  van  12  voet  breet  ende  6 voeten  diep,  reecke- 
nende  ’s  daegbs  een  roede  viercant  voor  ijder,  twelek  een  man 
albier  gemackelijek  doen  can,  ende  nam  ik  aen  (bier  zijnde)  ende 
de  noodige  gereetsebappen  bij  de  band  bebbende,  tgebeele  werck 
op  te  maeeken  in  2 maenden,  met  bet  volk  alleen  van  Orangien, 
Mallacca  ende  Pbenix,  sonder  dat  de  scbeepen  Mallacca  ende 
Pbenix  langer  dan  14  daegen  ijder  albier  souden  bebben  gelee- 
gen,  soodat  de  reedenen  die  daer  teegens  tot  nocb  gegeven 
zijn,  in  geen  concideratie  connen  comen,  tzelve  eeniebsints 
te  verbiuderen,  maer  ’t  werck  bij  mij  ende  andere  bun  dies 
verstaende,  nu  met  meerder  aendaebt  ingesien,  ende  op  de  gebeele 
constitutie  van  ’t  werck  beeter  (als  den  tijt  voor  deesen  toeliet) 
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gelet  zijnde,  bevinden  dat  beijde  de  oevers  ende  den  gront  der 
baaijen  beslaegen  zijn  met  gulsandighe  duijnen  ofte  stuijfsant,  o]'> 
deselve  maniere  als  de  buijten  custen  van  Holland,  ende  veel 
oevers  van  d’  eijlanden  van  Zeeland,  daer  door  den  sterck  vloeijende 
iiijn  bij  Oatwijck  weleer  is  toegeslaegen,  nae  dat  sijn  craeht  door 
meenivuldige  spruijten  apparent  benoomen  was  : dit  was  bier  oook 
grootelijx  te  vreesen  in  de  baij  False,  die  in  den  droogen  tijt 
gebeel  openleijt  voor  de  Zuid  Ooste  wint,  die  aen  die  zijdeoock  op 
ontrent  2,  3,  4 tot  14  bondert  roeden  toe  de  duijnen  verspreijt 
beeft,  de  plaetse  nocbtans  daer  wij  bet  naeuwste  vinden,  ende  ons 
baeckens  bebben  gestelt,  is  gebeel  sender  duijnen  ende  de  weijnigbe 
die  daer  zijn  zijn  zeer  laegb  en  beslaen  geen  meer  dan  80  roeden 
van  de  never  der  zee,  bij  gevolge  licbtelijck  te  doorgraeven,  soo 
dat  mijns  gevoelens  om  die  bondert  roeden  min  ofte  meer  wel 
eens  proeve  conde  werden  genoomen,  maar  bier  teegens  stelt  sicb 
(nae  mijn  opienie)  de  aldergrootste  swarigbeijt  ende  een  seer 
bedenckelij  ck  prijckel  om  de  Taefelbaij  te  bederven,  want  de 
openingb  int  Noord  West  zaisoen  doorgesteecken  zijnde,  zoude 
apparent  om  de  laecbte  vant  lant  een  seer  groote  openingb  mogen 
scbeuren  ende  groote  wijte  maecken  gelijek  se  oook  in  dat  eerste 
zaisoen  de  aerde  genoecb  soude  doorsetten  ende  in  de  baaij  False 
werpen,  maer  int  Zuijt  Oost  zaisoen,  die  bier  ontrent  8 maenden 
(daervan  4 seer  fell  sterck  doorwaaijt,  soude  nae  alle  apparentie 
bet  sand  soo  abondant  in  de  Taeffelbaaij  weeder  voeren  dat 
deselve  daer  door  gebeel  onbruij  ckbaer  soude  weesen  voor  onse 
scbeepen,  daer  voor  bier  geen  ander  plaets  ofte  lijfbergingb  is, 
als  de  baaij  van  Sardanie,  die  te  verre  van  de  band  en  tot  UEd. 
oocbwit  niet  diensticb  weesen  soude,  ende  dat  men  UEd.  voor 
deesen  van  ’t  Houtbaeijken  beeft  willen  aenprijsen,  is  sender 
oordeel  en  met  cleijne  opmerckingb  geweest,  deweleke  ick  nae  mijn 
begrijp  persoonlijck  afgesien  bebbende,  vast  stelle  soo  veel  scbeepen 
te  oosten  als  baer  daer  socbten  te  salveeren,  alle  welcke  swaerigbeijt 
ende  reedenen  raeckende  de  afsnijdingh  voorgestelt  zijnde,  wort 
UEd.  daer  nefiens  noob  aengeweesen  de  middel  van  de  fortificatie, 
die  de  lasten  van  grooter  besettiuge  ende  noeb  veele  andere 
insicbten  nae  sicb  sleept,  deese  trencbeen,  ravelijnen  ende  reduijten 
souden  beslaen  een  distantie  van  niet  min  dan  6,800  roeden,  gelijek 
in ’t  opgemelde  caertien  UEd.  wert  aengeweesen,  dock  gelieven 
baer  UEd.  om  de  groote  distantie  soo  veel  niet  te  ontsetten,  als  de 
saecke  selve  sicb  bij  nae  als  een  bulleback  sebijnt  te  vertoonen,  soo 
maer  UEd.  tot  grooter  guarnisoen  ofte  wat  vermeerderingb  van 
de  melitie  gelieven  te  verstaen,  bet  werck  sal  bem  metter  tijt  wel 
sebioken,  alsoo  der  weijnich  aengelegen  leijt,  oft  selve  nu  of  over 
2 jaeren  gemaect  wort ; de  graft  oordeelt  den  Coiumandeur 
Eiietbeeck  dat  niet  wij der  dan  10  voeten  beboef  te  weesen,  ick 
daer  teegens  van  16  voeten  de  boveneant  ten  minsten,  alsoo  een 
fris  man  over  10  voeten  licbtelijck  can  springen,  voornaementlijek 
deese  Hottentots,  die  fel  loopen  en  springen,  maer  niet  wel  swem- 
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men  connen ; de  hoedaenigheijt  van  dit  trenchement  wert  UEd. 
perfect  int  caertieu  aengeweesen,  dierhalven  onnoodigh  daervan 
meer  verhael  alhier  gedaen,  maer  werden  UEd.  daerin  vertoont 
15  reduijten  en  over  de  hondert  raveleijnen,  daeronder  14  met 
wachthuijsen,  die  beneevens  de  reduijten  wel  souden  vereijssen  44 
stucken  iser  gesohut,  te  vpeeten  2 op  ider  reduijt,  ende  1 op  ijder 
wacbthuijs,  van  soodaenigen  qualiteijt  als  UEd.  sullen  gelieven  te 
oordeelen  tot  bescherniingb  van  de  distantie  noodigh  te  weesen ; 
de  melitie  daerop  bij  nacht  van  noode  vereijssen  wel  een  besettingh 
van  65  a 7d  coppen  om  de  15  reduijten  te  bewaecken  ende  over 
d’  andere  tussen  beijden  ronde  te  doen,  die  dan  bij  daegh  door  de 
verlooren  nacbtrust  niet  seer  bequaem  souden  sijn  lot  veel  anderen 
arbeijd,  soodaenigh  present  alhier  in  een  goede  gewoonte  gebracht 
is.  UEd.  nu  beijde  deese  middelen  vertoont  sijnde,  gelieven  nae 
haer  prudentie  soodaenigh  mandement  te  geeven  als  haer  Ed°  sullen 
oordeelen  tot  beste  van  de  Edele  Comp'"  van  noode  te  weesen. 
Mijns  oordeels  achte  de  fortificatie  binnen  langhs  de  duijnen  de 
beste,  om  de  prijckelen  der  baijen  te  excuseeren,  ende  oock  omdat 
de  graft  door  de  duijnen  niet  in  zee  doorgesteecken  sijnde,  prijckel 
liep  door  het  stuijtsant  t’  elckens  vol  gesmeeten  te  werden,  te 
meer  omdat  hier  2 groote  morassen  te  baet  oomen,  behalven  veel 
geleegen  revieren,  dat  men  voor  desen  heeft  voorgestelt  een  reduijt 
op  den  hals  te  raaecken  ofte  2,  ofte  6,  ja  6,  soude  soo  veel  als 
geen  weesen,  soo  om  de  snelheijt  der  inwoonders  als  groote 
distantie  tussen  beijden,  ende  om  overal  de  landen  met  wacht- 
huijsen  te  beslaen,  sender  afsnijdingh  van  de  voormelte  trencheen, 
soude  een  oneijndelijck  getal  uijtmaeoken  ende  immers  soo  groote 
beseHingh  vereijssen,  want  de  voorgestelde  reduijt  en  wachthuijsen 
bij  den  Commandeur  Rietbeeck  aen  UEdele  versooht  te  maecken, 
siin  van  geen  ander  concideratie  alsom  die  landen  te  beschermen, 
daer  se  dicht  bij  geleegen  zijn,  raeckende  present  maer  de  landen 
van  burgers  die  hun  in  2 rotten  verdeelt  hebben. 

Of  nu  de  nootsaeekelijckheijt  ons  juijst  tot  deese  afsnijdingh 
ende  fortificatie  schijnt  te  dwingen,  dan  ofte  dat  sulcx  door  andere 
middelen  soude  connen  worden  geexcuseert,  t’  zelve  is  UEd.  bij 
diverse  brieven  van  den  Commandeur  Rietbeeck  verloont,  ende 
oock  cortelijck  in  deesen  vervat,  naementlijck  omdat  de  brutaele 
ende  beestigen  aert  der  inwoonders  van  deesen  hoeck  (onder  den 
naem  van  Herrijs,  Caepmans,  swarte  capiteins  ende  groote  capt° 
volck  vervat)  ons  noijt  met  vreeden  laeten,  ofte  door  eenige  andere 
weegen  gerust  connen  stellen,  want  deesen  gemelden  hoeck  houden 
sij  voor  haer  land,  gelijck  se  reede  haer  misnoegen  over  onse 
culture  al  betoou'  n,  seggende  eenige  teegens  mij  ronduijt,  als  wij 
de  beste  landen  beslaen,  waer  haer  beesten  de  cost  sullen  hebben 
ende  tot  noch  toe  met  ons  in  vruntschap  sijnde,  gebruijcken  sij 
ons  ontsach  teegens  de  Sardanhars,  deselve  va  i deesen  hoek  met 
listen  ende  gewelt  afhoudende,  haer  eijgen  beesten  willen  se  ons 
geensints  vercoopen  als  met  onse  coopmanschap  nu  genoeoh  versoet 
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zijnde,  maer  veel  liever  d’  onse  steelen,  en  om  tot  UEd.  ooglimerok 
te  comen,  hebheu  wij  deesen  hoeck  t’  zijner  (jae  in  corten)  tijt 
solver  seer  nodigh  van  doen,  voornaementlijek  nu  wij  bevinden 
dat  bet  vlees  souten  reedelijck  wel  gaen  sal,  met  baer  in  minne  te 
leeven,  ende  gelijcke  possessie  te  bebben  is  door  bun  quaedaerdig- 
beijdt  onmoogelijck,  baer  alle  tot  ons  dienst  te  gebruijeken  is  om 
baer  groot  getal  en  boos!  eijt  inpracticabel,  baer  met  gewelt  te 
vervoeren  sohijnt  onreedelijck,  omdat  sulcx  sender  prijckel  van 
bloet  stortingh  van  d’  haere  niet  soude  connen  geschieden,  oock 
conden  Avij  ’t  werok  bui  jten  deese  fortificatie  en  trencheen  soodae- 
nigh  niet  boleggen,  ofte  souden  aparent  eenige  ontslippen,  die  ons 
int  land  overal  batich  souden  maecken  ende  vervolgen,  daeraen  al 
meede  om  veel  fraaie  insichten  besonder  geleegen  leijt,  nochtans 
schijnen  de  nootsaeckelijckbeeden  onser  saecken  deesen  geheelen 
oort  wel  tot  ons  behoeff  te  vereijssen,  gelijck  oock  de  vruntschap 
van  de  Sardanhars,  want  bet  goede  coornland  geploecht  ende 
besaeijt  zijnde,  salder  niet  te  veel  weijde  voor  onse  beesten  over- 
schieten,  soodat  deese  saecke  wel  een  seer  goeden  raedt  ende  wijs 
overlech  van  nooden  heeft,  mij  geheugbt  dat  d’  onse  voor  eenighe 
jaeren  over  de  160  wilde  menschen  vant  eijlant  Engano  40  mijlen 
buijten  de  straet  Sunda  geleegen  gebaelt  bebben,  met  iusicht  om 
die  te  policieeren  ende  tot  onse  seeden  en  religie  te  brengen,  gelijck 
oock  noijt  eenige  van  deselve  zijn  gebouden  als  slaven,  maer  wel 
getracteert  neffens  d’  onse,  die  baer  t’  bantwerck  van  timmeren, 
metselen,  smits  etc.  leerden,  soo  dit  nu  in  recbten  gefondeert  is, 
gelijck  niet  anders  te  gelooven  zij,  ende  ick  vast  stelle  conde  men 
deese  gasten  soo  lange  borgen,  tot  dat  se  ons  nocb  eenige  reecien 
gaven  twelek  sij  docb  dagelijx  genoecb  doen  om  die  dan  bij  bet 
doodslaen  van  onsen  jongen  te  voegen,  en  dan  nae  bet  afsluijten 
van  de  voormelte  trencbeen  baer  alle  met  wijven  en  kinderen  door 
list  ende  t’  aenlocken  van  brandewijn  (daer  se  alle  seer  cracbtigb, 
cleijn  en  groot,  toegeneijcbt  sijn)  binnen  t’  fort  locken,  als  nu  en 
dan  wel  gesebiet  is,  en  bun  droncken  sijnde,  met  onse  scbeepen  op 
’t  Robben  en  Dassen  eiland  vervoeren,  daerse  docb  aen  de  robben 
(die  se  gaerne  eeten)  overvloedigb  de  cost  badden,  van  waer  wij 
deselve  nae  ons  believen  conden  vervoeren  daer  t’  ons  best  geraeden 
docbt,  ende  UEd.  geliefden  te  ordoneeren  ende  duuckt  mij  datter 
voor  baer  nature  nergens  land  gebreeckt  bun  te  voeden,  soo  wij 
baer  op  Batavia  ofte  elders  in  India  niet  wildeu  brengen,  alsoo  sij 
alles  inslingeren  sender  onderscbeijt  wat  bet  zij,  tot  raeuwe 
walvissen  incluijs,  die  op  strant  deed  liggen ; om  dit  wel  uijt  to 
voeren  maecktden  Commandeur  Riebeeck  seercleijne  swarigbeijt, 
immers  veel  eleijnder  als  ick  mij  can  inbeelden,  dat  nu  alsoo  door 
UEd.  voor  goed  connende  geoordeell  worden,  soude  ecbter  nocb 
al  evenwel  deese  trenebeen  vereijssen  om  de  inlanders  ofte  Sar- 
danbars  van  onse  weijden  te  wennen,  ende  om  baer  tot  de  deure 
te  verstreoken  ofte  anders  was  t’  seeeker  dat  deese  plaesse  met 
andere  van  dat  selve  eu  nocb  booser  geslacbt  Soquas  genaemt 
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weeder  soude  beset  worden,  die  nu  teegens  deese  dickmael  om  de 
weijden  en  beesten  die  se  malcanderen  afrooven,  oorloogen  met 
groote  vitmigheijt  en  bioetstortingh,  middelerwijl  hebbe  ick  den 
(Jommandeur  Eietbeeek  geinstrueert  liaer  alle  wel  te  bejegenen 
ende  liever  ongelijck  lijden,  als  ’t  zelve  te  wreecken  tot  UEdele 
nader  order. 

Zoo  TJEd.  nu  niet  connen  goetvinden  tot  de  trencbeen  ofte 
afsnijdingb  te  resol veren,  noch  oock  tot  de  verbaelde  middel  van 
vervoeren  der  Hottentots,  soo  isser  niet  overicb  als  bet  land  te 
beslaen  met  5 suffisante  reduijten,  die  ijder  oock  wel  8 man  ten 
minsten  souden  vereijssen  des  nacbts,  maer  con  den  bij  daegb  daer 
af  25  gebruijckt  werden  tot  den  oppas  ende ’t  bescbermen  der 
beesten,  die  bij  aenwas  al  niet  min  dan  30  soldaeten  om  deselve 
te  bewaren,  concequentelijck  sullen  vereijssen,  dat  dan  door  de 
presente  besettingh  genoech  can  worden  waergenomen,  waer  deese 
reduijten  souden  werden  geleijt,  wort  TJEd.  mede  perfect  int 
eaertien  met  de  letter  F.  aengeweeseu,  zijnde  alle  deplaetsen  die 
wij  hebben  bevonden  dat  de  Hottentots  gebruijcken  om  baer  vee 
te  lei j den  door  en  acbter  t’  gebercbte,  de  andere  bergen  zijn  om 
baer  barbeijdt  bijna  alle  onbeclimbaar,  ende  bebben  zij  nu  nergens 
eenige  scbuijlboecken  die  ons  niet  bekent  zijn  om  acbter  vaut 
gebercbte  in  de  groote  vlackte  tusscben  beijde  baijen  te  comen, 
alsoo  deese  6 besettingen  alle  baer  passagien  beslaen,  de  landen 
in  de  vlackte  daer  ontrent  sullen  dan  van  de  burgers  seifs  moeten 
werden  bewaert,  gelijck  in  baer  eonditie  begrepen  is,  maer  is  bet 
buijten  twijffel  dat  wij  soo  baest  maer  de  SarJanbars  met 
beesten  afeomen  (daertoe  present  groote  boope  bebben)  wij  terstont 
in  den  droogen  tijt  om  de  weijde  sullen  twisten,  alsoo  bet  ons 
(gelijck  baer  nae  de  tartarise  manire)  niet  geleegen  comt  verro 
van  bonck  te  loopen  om  de  beesten  weijde  te  soecken,  ende  wij 
eens  met  baer  in  contentie  eornende,  iet  seecker  dat  zij  uijt  vreese 
deesen  boeck  sullen  verlaeten,  daer  door  ons  t’  gebeele  land  van 
Africa  ende  alle  den  bandel  der  Sarianbars,  jae  oock  den  bandel 
der  beesten  gebeel  wert  afgesneeden,  daeraen  mijns  gevoelens 
sonderlingb  veel  geleegen  leijdt,  om  reedenen  die  in  deesen  tzijner 
plaetse  verbaelt  wert. 

Uijt  d’  inbeeldingb  die  ick  bebbe,  dat  UEdele  wel  tot  bet 
graven  van  een  graft  en  trencbement  mocbten  resolveeren,  bebbe 
ick  de  burgers  onder  diverse  andere  conditien  als  vocrseijt  doen 
beloven,  van  baer  zijde  dat  se  sullen  gebouden  zijn  te  bewaecken 
soodaenige  forten,  reduijten,  wacbtbuijsen  enz.,  als  de  Edele 
Comp*"  tzijner  tijt  moebt  genootsaeokt  zijn  om  baeren  t’  wil  tot 
bevrijdingb  van  baere  landen  te  maecken ; deese  burgers  sijn 
present  8 int  getal  ende  zullen  in  corten  tijt  buijten  alle  twijffel 
aenwassen,  alsoo  bun  (de  saecke  soo  favorabel  voorgesield  zijnde) 
reede  meer  openbaeren  als  wij  geraeden  vinden  vrijdom  te  vergun- 
nen,  niet  omdat  ons  t’  getal  misbaecbt  maer  de  persoonen,  alsoo 
wij  geresolveert  bebben  gelijck  oock  den  commandeur  geinstrueert 
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zij,  geen  personen  vrijdom  te  vergunnen.  als  van  de  naerstichste 
eude  eerlijxte,  die  getrout  zijn,  en  tot  het  ontbieden  van  haer 
huijsvrouwen  geoonsenteert  hebben,  welck  getal  tot  bondert  coppen 
vooreest  maer  aengewassen  zijndo  (daertoe  d’  apperentien  sich 
seeckerlijok  vertoonen  en  nae  een  a 2 jaeren  bij  goede  bestieringb 
can  gesohieden)  sullen  eenige  derselver  bij  beurten  deese  reduijten 
moeten  bewaeren,  ende  in  dat  geval  bij  daoch  en  bij  nacbt  maer  2 
man  op  van  noode  weesen,  ende  zij  tot  200  coppen  gecomen  zij  nde, 
mach  ’t  guamisoen  vrijelijck  op  50  militairen  besnoeijt  werden 
Bonder  eenige  vreese. 

UEd.  tot  bier  met  een  lastige  materie  van  oncosten  becommert 
bebbende,  sal  ik  tot  wat  gemackelijkers  overtreeden  ende  aenvangen 
met  de  groote  hoope  ende  onfeijllijcke  apparentie  van  den  land- 
bouw,  die  nu  met  een  groote  couragie  bij  de  burgers  ende  UEdele 
menisters  wert  bij  de  band  genoomen,  een  ijder  zijn  best  doende 
maloanderen  te  vercloecken,  bet  scbort  alleen  aen  zaedt  en  genoecb- 
saeme  ploecbossen,  ecbter  nae  den  aenvangh  scbickt  het  sich 
wonderlijck  wel,  ende  sullen  dit  jaer  niet  min  dan  150  morgen 
beploecbt,  daervan  maer  28  door  gebreck  van  saet  besaeijt  werden, 
wat  quantiteijt  land  bier  hebben  tot  coorn  en  weijland  wert  int 
caertien  aengeweesen  ende  begroot  op  4,000  morgen  coorn  en  50 
weijland,  van ’t  coornland  aobten  ontrent  1,350  morgen  bequaem 
tot  tarw,  1,000  tot  rogh  ende  1,000  tot  rijs,  latende ’t  overige  tot 
haver,  garst,  boonen,  boeekwijt,  hennip,  enz.  Om  nu  dit  werk 
met  ijver  voort  te  stuwen,  bebbe  op  express  (nae  UEd.  intentie) 
bij  instructie  bevooleo.  dat  men  alle  t’  ander  werck  alhier  sal  laeten 
staen,  ende  deese  nootsaeckelijcke  culture  alleen  laeten  voorgaen ; 
bet  is  tot  noch  van  den  Commandear  Riebeeck  een  abuijs  en 
schaedelijck  overlecb  geweest  dat  men  met  vaeren  over  zee  den 
rijs  ende  de  cost  heeft  willen  soecken,  die  ons  God  door  de  milde 
nature  des  aerdrijx  alhier  soo  seeckerlijok  aenbied;  om  hem  nu 
van  de  zee  af  te  locken,  ende  tot  den  landbouw  te  animeeren, 
bebbe  iek  de  instructie  t’  eenemael  wat  preciselijckte  landegederi- 
geert,  want  ick  boude  bet  spreeckwoort  van  Cato  alhier  voor  een 
vaste  sententie,  die  sich  beclaegde  dat  bij  oijtover  zee  bad  gevaeren 
om  ijts  dat  bij  te  lande  bad  connen  crijgen,  ende  ist  buijten 
twijfiEel  soo  ’t  volck  die  dus  langb  bier  hebben  gevaeren,  eerst  op 
2 ende  naemaels  op  1 galiot  zij  nde  over  de  50  int  getal  tot  den 
landbouw  waren  gebruijckt,  dat  de  cost  al  soude  sijn  versorcht 
geweest,  bet  voorstel  om  beoosten  deesen  boeck  ijts  te  soecken, 
can  oock  seeckerlijok  te  lande  maer  niet  dan  met  overgroot  prijokel 
langs  Terra  de  Natal  (dat  de  Portugeesen  altijd  innavigabel 
hebben  gebouden)  ter  zee  gesohieden,  ende  om  op  t’  Mozambiqs 
goutscheepien  te  oruijsen  is  een  naeld  in  een  voeder  hooij,  behal- 
ven  dat  die  oust  niet  can  bevaeren  worden  als  in  de  maenden 
October,  November,  December,  Januarij,  Februarij  en  uijtterlijck 
Maert,  binnen  welcken  tijt  t’  zelve  bebalven  t’  goutscheepien  oock 
van  de  Portugeese  galioens  bevaeren  wert,  ende  seifs  wel  mocht  in 
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de  clem  loopen;  iek  hebbe  bem  bij  instructie  geraeden  soo 
t’  geviel  (dat  'dod  verboede)  t’  verwacbte  sebeepien  vrucbteloos 
van  Angola  qaam,  ende  bij  mocbt  oordeelen  dat  de  projfijten  de 
reijse  niet  waerdicb  was  te  bervatten,  t’  zelve  niet  dan  met  goet 
overlecb  ter  zee  te  gebruijcken,  soo  UEd.  bem  geen  presise  ordre 
wegens  t’  emplooij  mocbten  bebben  gegeven,  niette  min  istnodicb 
(beboudens  UEd.  advijsj  dat  bier  een  bandicb  ende  bequaem 
galiot  gebouden  wert,  van  qualiteijt  als  de  Tnlp,  die  nu  veron- 
geluct  is  om  bij  de  occasie  nae  St.  Helena  tot  dienst  van  de 
retom’vloot  ende  de  Caep  te  vaeren,  mitsgaders  om  onse  scbeepen 
bij  aencompste  van  eenigbe  vreemdelingen  te  waerscbouwen,  ende 
oock  om  bewesten  langbs  dien  oust  de  baijen,  gronden  ende 
gelegentbeeden  op  te  soecken,  welcke  diensten  (mijns  gevoelens) 
wel  soo  een  sebeepien  ende  de  soldij  van  16  a 20  man  meriteert; 
oock  wensebten  ick  van  berten  present  een  galiot  gevonden  te 
bebben,  om  de  retoursebeepen  jnijst  8 daegen  voor  mijn  compst 
vsrtrocken  aen  S‘  Helena  te  raeden  door  te  gaen,  die  nu  nae  de 
laetste  tot  den  eersten  Meij  aldaar  sullen  wacbten,  ’t  welck  alweeder 
een  spaede  t’buijs  compst  geeven  sal,  en  bij  gevolg  oock  een  late 
equipagie  voor  India,  ende  soude  ick  tzelve  sebeepien  in  de  weerom 
compst  (dewijle  sij  docb  beel  om  de  suijdt  de  Noordweste  wint 
moeten  soecken)  laeten  visiteeren  d’  eijlanden  van  de  Trinidade 
....  gelegen  ....  mijlen  van  Brasijl  op  de  ....  graden,  die  wij 
en  oock  die  van  Malacca  eenige  daegen  vaerens  gesien  bebben, 
insgelijx  meede  bet  eijland  bij  ons  opgedaen,  ende  soo  voorts  nae 
Diego  Alvares,  om  perfect  bescheijt  te  bebben  ; oock  oordeele  ick 
om  de  gevonden  ijsbergen,  dat  op  die  breete  bet  zuijdland  geeu  40 
mijlen  van  daer  leijt,  twelek  bij  soodaenigb  sebeepien  in  demaen- 
den  December  en  Januarij  meede  nader  conde  werden 
ontdeckt. 

Het  land  aen  de  burgers  verleent,  daervan  zijn  erf  brie  ven  op 
UEd.  aprobatie  soodaenigb  verleent,  als  in  d’  afsebriften  bij  deesen 
UEd.  werden  vertoont,  ijder  persoon  is  verleent  40  roeden  breete 
ende  200  diepte,  maeckende  13|  morgen,  omdat  bet  land  in  de 
breete  best  is  en  in  de  diepte  veel  slecbter  ende  zandicb  wert,  in 
deese  manire  sullen  ontrent  250  personen  connen  werden  gefavo- 
riseert  ende  begiftiebt,  alle  meest  op  een  streeck  aen  weederzijden 
de  groote  beereweeb  soodanigb  int  caertien  wert  vertoont,  alle  bet 
wcijland  is  daer  dan  nocb  niet  onder  gereeckent,  die  van  dit  land 
gesepareert  zijnde  al  vrij  wat  schrael  sal  vallen  om  de  sandigbeijt 
der  weijden,  daerom  ons  t’  land  aebter  t’  geberebte  ten  booehsten 
noodigb  sal  weesen ; den  Commandeur  Riebeeck  badde  deese 
luijden  om  te  animeeren  soo  veel  land  gegeeven  als  sij  in  3 jaeren 
conden  beploegen,  die  dan  ’t  beste  land  buijten  twijtfel  souden 
bebben  alom  bearbeijt,  dat  een  quaede  gestalte  in  de  landerijen 
soude  maecken  ende  inbreuok  voor  de  volgende ; ick  bebbe  deese 
eerste  niet  langer  connen  verbinden  dan  12  jaeren  ende  daertoe 
nog  seer  groote  moeijte  gebad,  daer  vooren  baer  belofte  moeten 
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doen,  dat  het  land  d’  eerste  12  jaeren  van  alle  laeten  en  schat- 
tingen  vrij  sal  weesen  ; ick  hadde  wel  gewenst  van  UEd.  intentie. 
desen  aengaende  wat  instructie  gehad  te  hebben,  niet  te  min 
verboope  UEd.  ons  dien  te  sullen  aprobeeren  om  deese  eerste  en 
teere  beginselen  niet  onsmaeckelijck  intestellen  ;nae  deesen  sullen 
geen  minder  als  voor  20  jaeren  weldraegende  en  alleen  getroude 
luijden  (soo  voorseijt)  werden  geaccepteert ; den  prijs  der  graenen 
sal  sijn  t gulden  tlast  tarwe,  t den  rogb,  ende  t rijs,  die  d’Edele 
Comp'"  12  jaeren  langb  voor  die  prijs  gebouden  is  aen  te  neemen 
daer  meede  d’zelve  noijt  sal  verleegen  zijn ; alle  andere  graenen, 
boonen,  erten,  enz.  moogen  zij  nae  merct  vercoopen,  ende  sodaenigb 
zij  van  de  Ed.  Comp'®  connen  bedingen,  soo  se  die  van  nooden 
badden  ; bet  toeback  planten  is  haer  tot  UEd.  nader  aprobatie 
oock  verbooden,  omdat  bet  seecker  is  dat  zij  daermeede  het  beste 
land  door  baetsucbt  souden  beslaen,  alsoo  den  toback  niet  dan  in 
vet  land  groeijen  wil,  behalven  dat  de  inwoonders  de  kennisse 
vant  saet  hebbende,  die  van  ons  aparent  niet  souden  soecken, 
waervan  zij  nu  ten  eijnde  zijnde,  terstont  voor  haer  beesten 
weeder  ander  van  ons  moeten  ruijlen,  alsoo  sij  seer  onmaticb 
tot  toback  en  brandewijn  geneegen  zijn,  soodat  mijns  oordeel“ 
bet  toback  planten  beboorde  geexcuseert  te  werden,  soo  lange 
totdat  wij  eerst  in  abondantie  van  coorn  en  soo  veel  koebeesten 
waeren,  dat  wij  de  Hottentots  om  haer  vee  niet  van  nooden  badden. 

Ick  hebbe  bier  bevonden  dat  aen  veel  luijden  perticulieretuijnen 
waeren  vergunt,  jae  tot  trompetter,  smit,  soldaeten  en  matroosen 
incluijs,  die  beplant  wierden  met  wortelen,  rapen,  cool,  waeter- 
miloenen,  en  sulx  als  de  E.  Comp'"®  tuijn  voor  haer  scbeepen  en 
volck  uijtlevert,  voornaementlijck  wast’  schaedelijck  dat ’s  Comp'"" 
tuijnier  een  speciale  eijgen  tuijn  hadde,  die  daermede  de  passee- 
rende  luijden  genocb  in  toom  badden,  welck  van  sijn  vrucbten, 
soo  bet  maer  alle  sijne  geweest  hebben,  niet  wilden  coopen,  te 
minder  voor ’t  scheepsvolck  ontfingen,  die  men  dan  in  plaets  van 
goede  cool  ende  verversingb,  met  bladen  van  rapen  en  afgepluckte 
cool  blaeden  versacb  ; de  waeter  miloenen  sijn  oock  door  hem  in 
groot  getal,  de  cleijne  voor  6 ende  de  groote  tot  18  stuijvers  ver- 
koft,  dit  is  mede  bij  een  ijder  van  deijgenaers  gepleecht,  ende  mij 
bij  overvloedige  attestatien  (tot  disreputatie  van  de  Comp'") 
gebleecken,  behalven  dat  mij  den  tuijnier  persoonlijck  beeft  bekent 
dat  bij  voor  sijn  fruijten,  wortelen,  enz.  van  de  scbeepen  uijt 
Patria  comende,  is  betaelt  met  wijn,  vlees,  speck,  boter,  broot,  enz., 
ende  van  de  scbeepen  uijt  India  van  de  coopluijden,  burgers  en 
rijxte  voor  gelt,  van  de  andere  als  botteliers  en  diergebjcke  voor 
rijs ; ick  bebbe  oock  onsen  bottelier  op  Orangien  gedeporteert, 
omdat  bij  aen  de  trompetter  voor  wat  wortelen  enz.  40  lb.  broot 
vermangelt  ende  van  de  Comp'"  gestolen  hadde,  omdat  den  tuijnier 
een  oudt  man  is  met  vrouw  en  5 kinderen  beswaert,  is  bij  bij  den 

tDit  is  tot  UEds.  ordre  uijt  te  stellen. 

V 2 


1657. 

lOen  April. 
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1657. 

16cn  April. 


Eaedt  op  UEd.  aprobatie  door  de  vingeren  gesien  om  de  belofte 
van  beeterschap ; bet  is  oock  te  presumeeren.  dat  d’  eijgenaers 
deeser  tuijnen  veel  tijt,  die  se  de  Oomp“  schuldiob  -waeren,  voor 
haer  selven  bebben  gebruijckt,  des  baer  alle  deese  tuijnen  bebben 
doen  afneemen,  want  niemandt  lijdt  bier  gebreck,  en  gave  God 
dat  UEd.  menisters  in  Amboijna,  Banda,  Ternaten,  Solor  en 
diergelijcke  plaetsen  maer  balfi  soo  wel  conden  getracteert  werden, 
bebalven  t’  prijckel  van  alle  uren  doodt  geslaegen  te  werden,  sij 
-souden  reeden  bebben  God  en  UEd.  speeialijck  te  dancken ; dit 
afneemen  beeft  oock  de  burgers  sonderlingb  geanimeert,  maer  sal 
den  Commandeur  Eietbeeck  op  baer  doen  voortaeu  naeuwer  regart 
neemen,  ende  niet  buijten  baer  beboefte  van  deese  plantagie  tot 
UEd.  nader  oidre  gedoogen,  omdat  bet  maer  voor  broot  en  scheeps- 
provisie  versoetelt  en  weeder  aen  de  Hottentots  voor  wat  arbeijd 
diese  in  de  tuijnen  doen,  gegeven  wert. 

Alle  deese  parti culiere  tuijnen  vergrooten  merckelijck ’s  Comp*''" 
tuijnen  daer  se  rondsom  aengrensen  ; ick  bebbe  deese  tuijn  op  eon 
recbte  distantie  doen  afroijen,  sodaenigb  int  caertien  te  sien  is, 
ende  t’  fort  dat  anders  te  seer  belemmert  sou  werden,  rondsom  in 
een  pleijn  van  50  roeden  buijten  de  gracbt  doen  roijen,  om  metter 
tijt  alsser  eens  buijsen  sullen  gebout  werden,  in  een  open  pleijn  en 
uijtsicbt  te  leggen  ; de  baterije  om  de  reede  te  bescbermen,  sal  op 
palen  met  steen  gevuld  werden  gemaeot  op  de  maniere  als  den 
Commandeur  Eiebeeck  bet  booft  om  waeter  te  baelen  seer  wel  en 
prijswaerdigb  geordonneert  beeft,  God  geve  dat  wij  maer  durabel 
bout  aengetroSen  bebben,  dat  sieb  tot  nocb  toe  niet  anders  laet 
aensien,  waer  meede  de  swaerste  timmeragie  van  de  Comp''  tota- 
liter  sal  gedaen  weesen,  ten  waere  UEd.  ’t  fortien  meede  met  ter 
tijt  geliefden  in  steen  te  ordoneeren,  dat  meede  allenskens  met 
bet  presente  guarnisoen  gemackelijck  gescbieden  can. 

Hit  gemelde  fort  leijt  nae  de  constitutie  van  ’t  water  ofte  de 
revier  wel  begreepen,  maer  can  van  de  boocbte  der  duijnen  ende 
den  Leeuwenbergb  aen  de  Noord  West  zijde  zeer  gemackelijck 
bescbooten  werden,  bet  Ian  den  soude  men  eenig  notabel  vijand 
niet  wel  connen  beletten,  omdat  de  baij  soo  wijd  is,  ende  aen  de 
overzijde  allom  can  gelant  werden  ; bet  is  niet  te  min  seer  sterck 
te  maecken  soo  ’t  van  noode  was,  present  leggen  daerop  ende  in 
de  voor  en  acbter  wercken  26  stucken  gescbut,  te  weten  : 

Op  de  Punt  Walvis  ’t  Oostbn  : 

Een  ijseren  gotelingb  van  8 lb.  op  de  face  tzeewaerts. 

Een  ijseren  gotelingb  van  6 lb.  op  de  face  lantwaerts. 

Een  ijseren  gotelingb  van  4 lb.  op  de  flanck  nae  de  punt  Drom- 
medaris. 

Een  ijseren  gotelingb  van  6 lb.  op  de  flanck  nae  de  punt 
Eeijger. 
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Op  de  punt  Reijger  nae  ’t  Noorden  : 

Een  ijseren  gotelingh  van  8 lb.  op  de  face  t’  zeewaerts. 

Een  ijseren  gotelingh  van  6 lb.  op  de  flanok  nae  de  Walvis. 
Een  ijseren  gotelingh  van  4 lb.  op  de  flanck  na  den  Eliphant. 

Op  de  punt  Eliphant  nae  t’  Westen: 

Een  ijseren  gotelingh  van  8 lb.  op  de  face  nae  de  steert  valeij. 

Een  ijseren  gotelingd  van  6 lb.  op  de  face  nae  de  Taeffelbergh. 

Een  ijseren  gotelingh  van  6 Ih.  op  de  flanck  nae  den  Reijger. 

Een  ijseren  gotelingh  van  4 lb.  op  de  flanck  na  den  l)rom- 
medaris. 

Op  de  punt  Drommedaris  na  t’  Zuijden. 

Een  ijseren  gotelingh  van  8 Ih.  op  de  face  nae  den  Leeuwencloof* 
Een  ijseren  gotelingh  van  6 lb.  op  de  face  na  de  Wintbergh. 

Een  ijseren  gotelingh  van  6 lb.  op  de  flanck  nae  de  Walvis. 

Een  ijseren  gotelingh  van  4 lb.  op  de  flanck  nae  den  Eliphant. 

Int  Corael  van  de  Beesten  achter  ’t  Fort: 

2 ijsere  stucken  schieten  3 lb. 

Op  ’t  Plat  van  des  Commanded rs  Woonhuljs  : 

2 metale  prince  stucken  gemerct  met  bet  raerck  van  de  Edele 
Corap‘®  tot  Amsterdam,  wegende  378  ende  380  lb.,  schieten  3 lb. 

1 licht  ijser  stuckien,  schietende  1 lb.  ijser. 

In  de  Baterije  voor  t’  Fort  : 

2 metaele  gotelingen,  gemerct  met  het  waepen  van  Portugael, 
t’  eene  onders''  Portallgre  wegende  r.  s.  2-16  en  26-o.  8,  schietende 
10  lb.  cloots. 

1 ijsere  snolle  gotelingen,  schietende  3 lb.  cloots. 

24  stucken  op  t’  fort. 

Op  de  Redout  Duijnhoop  : 

2 ijsere  saackers  schieten  12  lb.  cloots. 

Op  t’  Dassen  Eijlant  : 

Door  haestigheijt  begraeven  gelaeten  met  het  opbreecken  van 
de  robbenvangst  om  met  occasie  op  ’t  Robben  Eijland  meede 
geleijt  te  werden  : 

2 Engelse  ijsere  stucken  schieten  6 lb.  cloots. 

Om  op  een  der  reduijten  op  den  Bosheuyol  gebruijct  te  werden, 
leggen  noch  int  fort  buijten  defentie : 

2 ijsere  stucken  van  2 lb., 

30  stucken  ijser  geschut. 


1657. 

J6en /April. 
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1857. 

I6en  April. 


Hiertoe  nocli : 

3,200  lb,  buscruijt, 

1,580  gesorteerdo  ooegels  tot  voormelte  stucken;  alle  andere 
oorloghsgereetsebappen  sijn  volgens  de  boecken  d’accoorde  be- 
vonden. 

Ick  hebbe  onder  divorce  pampieren  meede  geexamineert  de 
petitie  van  den  Commandeur  Rietbeeek  aen  UEd,  successive 
gedaen,  ende  daerin  onder  andere  een  eijscb  van  300  plancken  met 
ijder  schip  tot  bet  booft  albier,  item  40  a 50  vaeten  sement,  100 
eruijwaegens,  8 a 10  groote  sleepers  paerden,  welcken  eijscb  met 
cleijne  experientie  van  ’s  Comp‘“®  saecken  gedaen  is,  oock  is  bier 
t’  solve  geensints  van  doen  door  de  groote  abondantie  van  t’  bout, 
ende  is  oock  seecker  dat  de  ontbooden  plancken  tot  bet  booft 
onbequaem  zijn,  maer  veel  beeter  doorgesneeden  balken,  gelijck 
nu  geresolveert  bebben ; de  eruijwaegens  sijn  oock  van  grooter 
volume  en  connen  bier  wel  gemaeckt  worden,  bet  sement  macb 
oock  wel  werden  geexcuseert,  de  paerden  bier  sijnde  souden  seer 
goet  weesen,  maer  can  ick  niet  gelooven  datter  een  leevendigb 
sonde  overcomen,  de  proeve  voor  dot  sen  voor  Jappan  al  onderstaen 
sijnde;  ick  vinde  gemelde  Commandeur  ivericb  ende  vigilant 
genooh  tot  UEdele  dienst,  daerbij  goet  van  leeven,  maer  was  te 
wenseben  dat  bij  een  bequaem  ende  goet  raetsman  tot  een  per- 
soon  bad  om  zijn  winderige  concepten  te  maetigen,  die  bem  nu 
dickmael  vervoeren,  om  datter  niemant  is  die  bem  soude  derven 
teegen  spreecken,  niet  te  min  t’wijfiele  niet  ofEte  UEd.  sullen 
bevinden  dat  bem  deese  visite  voorsiebtiger  maecken  sal,  ende  sal 
ick  op  Batavia  comende  niet  naelaten  mijn  Heeren  den  Gouver- 
neur-Generael  en  Raden  van  India  biervan  met  bet  presenteeren 
van  de  copije  deeser  daeraf  rapport  te  doen,  om  door  baer  E E. 
een  van  de  babielste  personen  daertoe  te  worden  geeligeert,  die 
oock  bequaem  zij  om  bij  overlijden  ofte  verplaetsinge  sijn  plaetse 
te  connen  becleeden,  accordeerende  gebeel  met  UEd.  ordre  al 
langh  voor  dato  gegeven. 

De  boeckiens  ende  reeckeningben  albier  bebbe  ick  nae  tijts 
gelegentbeijt  meede  gevisiteert  ende  doorloopen,  ende  bevonden 
dat  deselve  met  goede  opmerkingb  ende  naeuwe  reeckeningb  van 
alles  sijn  gebouden,  maer  sullen  in  sommige  reeckeningen  wat 
moeten  verandert  werden,  deselve  sijn  nocb  noijt  nae  Batavia 
gesonden,  maer  sal  ick  nu  de  copije  van  bet  laetste  gesloten  stel 
meede  neemen,  om  vandaer  de  veranderinge  nae  d’  Indise  stijl 
berwaerts  geordineert  te  werden  ; den  Commandeur  beeft  maen- 
delijx  booven  zijn  vrije  taeffel  tot  rantsoen  door  t’  aenraeden  van 
eenige  passeerende  vrunden,  soo  bij  voorgeeft,  gestreecken  28 
realen  van  48  stuivers  ende  in  reeckeninge  gebraebt,  te  weeten 
20  voor  bem  seifs,  en  8 voor  sijn  dienaers  bij  bem  meede  ontfan- 
gen  ; de  8 realen  bebbe  afgesebaft  ende  van  de  20  om  t’  zelve  aen 
UEd.  ofte  midlerwiji  van  mijn  Heeren  de  Gouverneur-Generael 
en  Raden  te  versoecken 
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Ik  hebbe  albier  ’t  guarnisoen  besnoijfc  tot  juijst  100  gegagieerde 
coppen,  maeekende  met  10  burgers,  6 bandijten,  10  slaeven,  6 
vrouwen  en  12  kinderen  144  zielen,  die  volcomen  ende  rijckelijck 
bestant  zijn  t’  werek  bier  waer  te  neemen,  verdeelt  soodanieb  als 
in  d’  instructie  aen  d’  E.  Riebeeck  gelaeten  blijckt,  de  overige  tot 
30  in  ’t  getal  zijn  met  de  Pbenix  uae  Batavia  gesonden,  soodat 
deese  besnoeijingb  met  TJEd.  intentie  soo  verboope  meede  overeen 
comen  sal. 

In  gevalle  UEd.  eenige  grooter  Colonie  gelijck  aparent  zij 
gelieven  aen  te  planten,  gelieve  UEd.  gedachtigb  te  weesen  om 
eenige  burgers  te  priviligeeren  met  octrooij  van  bierbrouwen, 
brandewijn  branden,  etc.,  de  begiiiselen  van ’t  brouwen  is  reede- 
lijek  maer  can  nocb  in  de  somer  maer  4 a 5 weecken  dueren,  dat 
metter  tijt  apparent  beeteren  sal ; den  voormelten  sergiant,  een 

Geldersman,  geboorticb  van bebbe  op  UEd.  aprobatie 

geauthoriseert  bier  te  brouwen  tot  een  proeve  ; deesen  man  is  bier 
met  sijn  vrouw  en  2 kinderen  ende  seer  habiel  tot  veel  dina’cn, 
ende  voornamentlijck  om  t’  werek  vant  graeven  uijt  te  voeren ; hi  j 
beeft  ons  om  sijn  vrijdom  al  meede  aengeweest,  maer  om  bem  tot 
[Ibid''  dienst  noob  wat  te  verpliebten  ende  sijn  aenstaende  tijts 
expiratie  bebbe  bem  van  20,  32  gulden  smaents  gegeven,  mits  4 
jaeren  na  dato  nocb  dienen,  ende  neevens  de  qualiteit  van  sergeant 
oock  den  tiitel  van  eerste  werckbaes  bebben  sal,  om  over  alle 
wercken  toe  te  sien,  ende  oock  om  voor  de  Comp“^  te  ploegeu 
daer  toe  reede  al  gebruijekt  wert,  bij  beeft  bier  van  den  beginne 
’t  fortien  belpen  maecken,  sicb  t’  werek  met  sooden  op  te  setten 
wel  verstaende  soo  oock  t’  boeren,  brouwen,  etc®,  UEd.  gelieven  in 
’t  octroijeeren  deesen  man  meede  gedaebtigb  te  weesen,  die  t’nae 
een  ijders  gevoelen  soo  wel  als  ijmand  meeriteert,  sijn  buijs- 
vi'ouw  sal  meede  een  ordinaires  taeffel  (maer  geen  tapneeringb) 
voor  gaende  en  comende  bouden,  ter  tijt  bij  vrij  wert,  ofte 
bequaemer  getroude  burgers  zijn,  die  burgers  die  nu  om  haer 
vrouwen  ten  aensien  baer  verband  schrijven,  gelieven  UEd. 
mildadigb  met  goede  accomodatie  in ’t  overvaeren  te  gedencken, 
gelijck  zij  seer  instanticbop  ons  albier  versoebt  bebben,  de  naemen 
werden  UEd.  door  den  Commandeur  Rietbeeck  bekent  gemaeckt. 

Het  magasijn  van  touwerck  ende  andere  sebeeps  gereetsebappen 
acbte  (onder  verbeeteringe  van  U Ed°j  dat  albier  mede  niet  nodigb 
zij,  ten  waere  voor  verleege  sebeepen  een  cabel  ofte  twee  alle ’t 
ander  soude  docb  (nae  mijn  gevoelen)  maer  dubbelde  consumptie 
maecken,  want  de  sebeepen  uit  Vaderlant  ordinair  niet  min  dan 
dubbel  van  alles  voorsien  zijn,  ende  de  retour  sebeepen  sijn  op 
Batavia  beboorlijek  geprovideert,  ende  babooren  niet  te  gebreeeken, 
’t  quaetste  dat  bun  bier  weedervaert  is  dickmael  t’verlies  van  een 
ancker  ende  soo  veel  touw  daer  aen  uijtgelaeten  is,  ende  de  sebippers 
docb  meest  in  gewoonte  bebben,  alteijt  voor  t’  krimpen  te  eijssen, 
dat  sij  maer  \veeten  te  becomen,  dat  soude  insonderbeijt  bier 
gesebieden,  daer  geen  equipagiemeester  is,  des  ick  oordeele 
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als  liier  6^8  sware  anckers  ende  2 touwen  voor  swaers  soteepen 
in  voorraet  zij,  datter  niet  anders  als  tot  ’s  Comp’®“  sckaede  can 
Wjgevoecht  werden. 

Onder  divorce  voordeelen,  die  sick  hier  metter  tijt  sullen  ver- 
toonen,  achte  geensints  voor  geringe  de  apparentie  van  elants 
ende  hertevellen,  welcke  dieren  haer  met  de  renosters  soo  abondant 
vertoonen  als  elders  in  de  werelt,  bij  geheele  troupen  ende  gebeele 
velden  vol  achter  t’  gebercbte  van  Africa,  wij  sullen  op  t’  reijsen 
te  lantwaerts  door  jonge  couragieuse  mannen  eenige  premien  op 
TJEd.  aprobatie  stellen  voor  de  geene,  die  50  mijlen  gaen,  eens 
BOO  veel  die  100  nook  meer  die  200  ende  soo  tot  280  a 300  mijlen 
toe,  om  van  alles  kennisse  te  crijgen  ende  IlEd.  te  doen  kebben 
pertinent  berickt  van  Africa,  dit  alles  was  ons  door  contentie  met 
deese  wilde  menscken  verkindert,  des  ’t  succes  van  IT  Ed®  nader 
bevel  afgewackt  zijnde  ons  kaest  leeren  sal ; hier  vooren  wert  ket 
guarnisoen  op  de  trenckeen  begroot  op  75  coppen,  maer  gelieven 
UEd.  te  verstaen  datter  dan  niet  meer  als  25  opt’  fort  van  nooden 
zijn,  ende  dat  de  gagie  winners  maer  voor  een  a 2 jaren  op  130 
coppen  behoefPde  vergroot  ende  door  aenwas  van  burgers  weder  op 
70  coppen  in  alles  vermindert  werden. 

’t  Zeedert  mijn  aenweesen  is  kier  aengecomen  ket  schip  de 
Mareckial  van  Nantes  geequipeert  door  den  Gouverneur  van  die 
provintie,  la  Milierey,  daer  op  was  admirael  (soo  kij  kem  liet 
noemen)  Mons'  la  Rocke  die  uae  Madagascar  vaerende  met  4 
sokeepen  kier  kadde  aengeweest,  ende  grote  bokaij  van  wonder- 
lij  eke  concepten  gemaeckt ; sij  hadden  doenmaels  d’  onse  seer 
hart  om  seijldoeck  aengeweest,  die  kun  op  eijgen  bekoefte  excu- 
seerden,  nu  is ’t  seecker  dat  dit  gebreck  oorsaeck  is,  dat  zij  een 
haerder  scheepen  kebben  moeten  daerlaeten,  ende  de  andere  2 bij 
gebreke  aen  volck,  alsoo  sij  niet  min  dan  400  man  aldaer  kebben 
verlooren,  door  armoede,  sieckte,  etc,  ket  eene  schip  leijt  aen  de 
gront  aen ’t  eijlant  S‘  Mary  a,  de  andere  2 aen  haer  vastigkeijt 
genaemt  Tolobaer,,  omtrent  de  baij  S*  Lucia,  welcke  scheepen 
buijten  twijfPel  voor  haer  wedercompst  al  langk  sullen  veigaen 
zijn,  omdat  ket  waeter  met  ebb  en  vloet  daer  in  loopt,  nae  de  ge- 
tuijgenisse  van  ons  volck  van  de  verongeluckte  Tulp ; haer  con- 
cept is  geweest,  Madagascar  op  eenige  plaetsen  met  vastigkeeden 
te  besiaen,  uijt  d’  inbeeldingk  van  verborgen  sckatten  in ’t  aerd- 
rijck,  ende  van  gelijek  op  den  buijt  nae  t’  roode  meir  te  gaen, 
deesen  admirael  heeft  met  dit  gemelde  schip  de  Mareckial  voor  in 
de  mont  onder  de  Abissinisse  cust  gecruijst,  ende  een  moorschip 
verovert,  dat  nae  Suratte  tendeerde,  daerin  eenige  fijne  resterende 
oleeden  (die  in  Mocha  niet  waeren  verhandelt)  kebben  verovert,  de 
meeste  buijt  is  geweest  realen  van  8"  en  eenige  ducaeten,  maer 
connen  van  de  quantiteijt  geen  kennisse  becomen,  de  fransen 
maecken ’t  heel  geringh,  ende  seggen  oock  ons  volck,  dat  ket  niet 
groot  was,  niet  te  min  soo ’t  nae  Suratte  wilde,  ende  van  daer  was 
geequipeert,  is ’t  buijten  twijffel  costelijck  geweest ; ket  was  niet 
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te  wensehen,  dat  hij  meer  gegraaft  had,  om  haer  tot  geen  nieuwe 
equipagie  aen  te  zoeten,  maer  anders  mocht  bet  de  mooren  wel 
van  daer  doen  blijven,  ende  ons  een  gewenste  negotie  veroorsaec- 
ken ; hier  zijnde  hebbon  ons  seer  lamentabel  om  veel  dingen 
aengeweest,  doch  niet  altoos  geobtineert,  cortosije  sijn  wij  bun 
niet  scbuldigb  gebleeven  en  bebben  oock  5 Neederlanders  (bij 
baer  met  een  engels  wijn  prijsien  genoomen)  in  der  minne  daer 
afgelicht ; ofte  nu  zij  ’t  zijner  tijt  met  soo  veel  scbeepen  deese 
reijse  sullen  hervatten,  sal  den  tijd  leeren,  van  proffijt  acbt  iok 
seeckerlijck  dat  zij  baer  niet  zullen  beroemen,  ende  weet  Godt  ofte 
zij  connen  voort  bebouden  reijse  doen,  alsoo  baer  scbip  nae  de 
getuijgenisse  van  ons  volek  soo  leek  is,  dat  se  continueel  met  een 
pomp  moeten  pompen;  zijn  van  bier  nae  S*  Helena  vertrocken, 
op  hoope  onse  scbeepen  aen  te  treffen,  ende  van  baer  nocb  eenige 
beboeften  af  te  troggelen,  om  bier  noijt  van  vreemdelingen  ver- 
raeden  te  werden,  bebben  hier  ordre  gestelt  niet  anders  dan  onse 
eijgen  proprie  natien  te  laeten  resideeren,  ende  alle  d’  andere 
doen  vertreeken  als  present  gesebiet. 

Den  eijsch  die  bij  den  Commandeur  present  gedaen  wert  is  seer 
nodigb  ende  gelieve  UEd.  iinsonderheijt  den  taruwe)  deselve  nae 
geleegentheijt  te  laeten  voldoen ; de  cassen  met  plantsoen,  wijn- 
gaert,  enz.  is  met  onse  scbeepen  soo  wel  overgecomen,  dat  se 
present  aen  land  soomer  groen  staen  en  wassen  ; de  sehippers  om 
den  taruw  te  verlucbten  gelieven  UEd.  wat  ernstigb  te  bevelen, 
alsoo  anders  vermuft  ende  in  de  vaeten  verstict;  bet  Vader- 
lantse  ooft  sal  bier  nu  voort  wel  aenteelen,  maer  ’t  principaelste 
dat  bier  ontbreeckt  is,  vers  taruw  zaet,  alsoo  bevinden,  dat  bet 
Europis  beeter  dan  t’  Indiaens  aerden  wil ; UEd.  gelieven  oock 
in ’t  afsenden  van  eenige  getroude  personen  die  bun  bier  wilden 
neederzetten,  middelerwijl  te  dencken  op  3 a 4 boeren,  die  ver- 
stant  hadden  van  hennip  ende  sulx  daer  aen  dependeert,  bet  soude 
oock  (nae  mijn  begrijp)  jammer  weesen,  dat  men  hier  andere 
natie  (als  ons  volek)  aenplante,  omdat  deselve  hier  soo  uijtneemende 
wel  connen  aerden,  ende  wij  op  de  getroubeijt  altoos  moogen 
onfeijlijck  gerust  zijn,  behalven  dat  de  Bata  vise  Mardijekers  te 
luij  vallen,  gelijck  UEd*"  bij  brieven  van  mijnbeeren  den  Gouver- 
neur-Generael  en  Raden  aen  den  Commandeur  gesebreven 
blijeken  can. 

flet  beestiael  alhier  tot  de  aentelingb  en  arbeijt  bevinden  buij  ten 
t’  gene  onder  particuliere  is,  12  paerden,  105  koeijen,  daeronder 
48  bequaeme  jock  ossen,  die  in  de  boutwaegens  en  ploecb  gaen, 
11  kalveren,  36  verckens,  die  wel  aerden  maer  gebreeckt  nocb  aen 
de  cost  om  de  aenteelt  te  laeten  voortgaen,  3 bocken,  42  gansen  en 
eijntvogels,  90  boenders,  10  HoUantse  sebaepen,  10  Bengaelse 
ende  omtrent  230  inlantse  op  t’  Robben  eijlandt,  daeruijt  UEd. 
connen  zien,  datter  nocb  voor  de  scbeepen  niet  can  over- 
sebieten,  maer  dat  bet  nocb  altijt  op  de  Nederlantse  provisie 
aencompt. 
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I6en  April. 


’t  Veroveren  van  de  maohtige  en  ongelooflijk  stereke  stad 
Colombo  heeft  ons  alle  seer  verbeucbt,  dock  seer  onsmaeekelijek  is 
daer  teegen ’t  verlies  van  soo  grooten  aental  cloecke  mannen,  daer 
onder  bij  naemen  den  cloeckmoedigen  veltoverste  Gerrard  Hulst, 
die  ick  van  harten  wenscbte  tot  DEd®  dienst  nocb  eenige  jaeren 
had  mogen  leeven ; hoedanich  UEd.  nu  de  saecken  van  Zeijlon 
(dat  waerlijck  met  bet  bloet  van  UEd‘“  menisters  geeoft  is)  sullen 
begrijpen,  is  mij  onbekent,  maer  nae  mijn  verstant  moeten  wij 
Columbo  ende  Gale  mainteneeren,  nook  oi>s  hoe  eer  hoe  iiever  van 
Jaffenampatnam  om  diverce  UEd.  bekende  insiohten  meester  zien 
te  maecken,  daer  wij  alle  tijden  van ’t  jaer  connen  bij  comen,  ende 
met  clijne  macht  incrijgen,  gelijck  oook  niet  twijffele  ofte  wert 
t’  zelve  eendrachtich  van  mijnheeren  den  Generael  en  Raeden 
oock  verstaeu  ; ’t  verlies  van  ’t  bekende  eijlantien  was  der  Portu- 
geesen  verder  totale  mine,  maer  vreese  de  saecke  te  ruehtbaer  is, 
niet  te  min  hoopen  dat  UEd.  sullen  bevinden  dat  door  deese 
victorie  ’s  Compagnies  respect  ende  veel  andere  saecken  van  UEd. 
staet  haest  een  beeter  plooij  sullen  neemen,  dat  God  geve. 

Alle  wat  verder  ten  dienste  van  de  Comp‘“  verricht  zij,  gelieven 
UEd“  uijt  de  bijgaende  instruetie  aan  d’  Ed.  Eiebeeck  gelaeten 
te  zien,  die  ick  wat  preciselijck  hebbe  gederigeert,  om  reedenon 
hier  vooren  verhaelt,  ende  can  deselve  nu  na  UEd  wijsheijt  ende 
believen  soodaenigh  verandert  werden  als  de  saecke  alhier  moch 
vereijssen,  hebbende  in  deesen  ende  oock  in  de  gemelte  instruetie 
niet  anders  betracht  dan  UEd*"  waeren  dienst  ende  derselver  ordre 
en  intentie  op ’t  naeuwste  te  executeeren,  immers  soo  veel  in  den 
eorten  tijt  mijns  aenweesens  heb  connen  bewercken,  ende  ten  waere 
mijn  dienst  in  India  elders  mocht  te  pas  comen,  soude  ick  mijn 
huijsvrouwe  met  Orangien  hebben  voort  laeten  gaen,  daertoe  nu 
niet  heb  derven  resol veeren,  UEd“  verseeckerende  dat  ick  anders 
niet  soude  hebben  onder  laeten,  de  Oaep  hier  50  a 60  mijlen 
ontrent  soo  naeuw  te  bekijcken  ende  door  wandelen  dat  wij  in  2 
maenden  meer  souden  hebben  ontdeckt  als  tot  noch  in  60  jaeren 
geschiet  is,  biddende  derhalven  dat  UEd°  mijn  verrichte  commissie 
tot  hier  voor  goet  hun  gelieven  te  laten  gevallen,  sodanigh  t’  zelve 
van  mij  na  gerechtigheijt  gedaen  is. 

Op  t’  eijnde  deeser  alsoo  de  windt  tot  vertreck  niet  goet  was, 
noch  eenige  inbeeldingh  hebbende  dat  bet  graeven  hier  vooren 
aengeweesen,  door  deese  ofte  geene  inpressie  van  andere  mocht 
verhindert  werden,  hebbe  de  vermoedbaerste  plaetsen  doen  onder- 
soeoken,  die  ijts  souden  connen  inbeeldingh  brengen,  ende  niet 
quaets  opgedaen,  maer  bevonden  dat  de  eerste  500  roeden  van  de 
Soute  Revier  af  nae  3 voeten  graevens  is  een  harde  vaste  eleij,  die 
2 voeten  dick  is,  ende  daeronder  dan  weeder  swarte  aerde,  die 
hem  licht  laet  bearbeijden  ; deese  500  roeden  sullen  8 voeten  diep 
en  16  wijt  onder  den  naem  van  een  visserij  bij  provisie  gegraeven 
werden,  met  ’t  volcq  van  de  passeerende  scheepen,  sonder  eenigh 
verset  van  tijt,  nae  welcke  500  roeden  alle  t’  ander  gemackelijck 
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sal  volgen  en  soo  men  een  man  met  een  viercante  roede  vier  avond 
geeft,  can  hij  in  8 uren  uijtscheijden,  de  somerse  daegen  sijn  hier 
ruijm  14  uren  langh. 

Gisteren  avont  zijn  nooh  2 burgers  vrijdom  vergunt,  die  d’  eerste 
zijn  die  UEd°  oonditie  van  20  jaeren  bebben  aengegaen,  den 
eenen  Jan  Eenierse  woont  sijn  huijsvrouw  tot  Amsterdam,  ende 
dient  sijn  suster,  genaempt  Stijnt  Eenierse,  soo  bij  voorgeeft  bij 
mijnbeere  Burgemeester  d’  Graeff:  bij  versoect  dat  zijn  bin' js- 
vrouw  Lijsbet  Janse,  laeckenslopster  in  de  Koningbstraet,  met 
baer  nicbt  mocbt  overcomen ; deese  2 persoonen  is  ider  10  roeden 
lants  in  de  breete  meer  vergunt  als  d’  andere,  omdat  zij  de  voor- 
gangb  voor  de  volgende  nae  UEd.  oocbwit  bebben  gestelt; 
gemelde  Eenierse  bebben  wij  des  E.  Oomp'“  koeijen  daer  bij  seer 
wel  mee  can  omgaen,  overgelaeten,  omdat  ’s  Comp'‘‘'  tuijnier 
buijten  t’  zelve  werck  genocb  beeft. 

Hoewel  present  bun  wel  meer  bequame  persoonen  tot  vrijdom 
presenteeren,  soo  connen  t’  solve  t’  onser  leetweesen  bij  manque - 
ment  van  saet  niet  toelaeten,  docb  daerafp  met  lieff  version  zijnde, 
twijtfele  niet  ofte  sullen  UEd®  baest  van  goet  getal  gagie winners 
ontiast  werden,  met  weloke  boope  deesen  eijndigende,  beveele 
UEdele  nae  mijn  eerbiedige  en  plicbtige  groete  in  Godes  beijl- 
saeme  protexie,  die  UEd®  overscbaduwe  met  wijsbeijttot  uijtbreij- 
dingb  van  de  loffelijcke  Compagnie,  Amen. 

UEdele  seer  ootmoedige  en  trouwscbuldigen  dieuaer. 

(Geteekend)  Eijckloff  van  Goens. 

In ’t  fort  de  Goede  Hoop,  Adij  16  April  1657. 


Mijn  Heeren, 

Overmits  present  een  lit  van  d’  ordinairij  Eaeden  eomt  te 
vaceren,  beb  in  deesen  goet  gedacbt  UEd.  mijn  persoon  in 
gebeugenisse  te  brengen,  ende  eerbiedigb  te  indacbtigen  baer  Ed. 
favorable  toeseggingb  int  aenneemen  mijns  persoons  gedaen,  ick 
beken  datter  ouder  dienaeren  zijn,  niet  te  min  oordeele  dat  ick 
niemant  beboeve  te  wijcken  in  menicbvuldigen  dienst,  die  Godlof 
noijt  qualijck  uijtviel,  UEd.  U verseeckerende  dat  ick  mij 
derselver  gunst  ende  ’t  vertrouwen  op  mijn  persoon  met  alle 
macbt  zal  waerdieb  maeeken  en  eer  lijff  en  goet  verliesen,  dan 
mij  ondanckbaer  comporteeren ; mij  op  UEd®  verlaetende  blijve 
UEd.  onveranderlijek  dieuaer  als  vooren. 


1657. 

16en  April, 
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Hen  ApriL 


D’  Edele  Heeren  Bewinthebberen  van  de  generale  Nederlantse 
g’ootroijeerde  Oost  Indise  Compagnie  ter  Oamere  Amsterdam. 

Edele,  Erutfeste,  Manbaffte,  Wijse,  Voorsienige,  seer  Gtenerense 

Heeren. 

Mijn  Heeren, 

Twee  brieven  bebbe  iok  aan  UEd.  gescbreven,  den  eersten  van 
S‘  Vintcent,  ende  d’  andere  voor  2 dagen  met  bet  franooijse  scbip 
van  den  mareebial  La  Miljereij,  genaempt  de  Maricbial  daer  aff 
de  copijen  in  deesen  gesloten  gaen  daeraen  mij  gedrage,  ende 
raeokende  mijne  verricbte  eommissie  albier  aen  de  nevensgaende 
brieff  gedirlgeert  aen  mijnbeeren  de  17®,  die  nae  tijts  gelegentbeijt 
wijtloopicb  van  de  Caep  is  spreeckende,  wij  sijn  juijst  8 dagen 
nae  ’t  vertreck  van  de  eerste  6 retourscbepen  albier  den  17®  ende 
Mallacca  den  18  Maart  passato  aengecomen ; Malacca  is  den  28 
weeder  vertrocken  met  een  gewenste  voorspoedige  wind,  soo  oocq 
voor  2 dagen  den  vogel  Pbenix,  van  Delfft,  die  in  zee  de  Leeuw 
ende  Veenenborgb  verbij  geseijlt  was,  alle  met  gesont  volcq,  de 
mede  gegeven  kisten  met  plantsoen  sijn  alle  treffelijck  ende  de 
meeste  soomer  groen  overgecomen,  soo  oocq  alle  ’tzaet,  soodat  van 
die  vrucbten  de  Caep  sigb  voortaen  seifs  sal  connen  voortteelen, 
de  scbapen  bebben  wij  een  meer  overgelevert  als  ontfangen,  gelijck 
bier  nocb  2 gejongbt  bebben,  die  present  bet  beele  getal  van  de 
Hollantse  scbapen  uijtmaken,  de  groote  scbepen  die  in  de  winter 
vertrecken  connen  bequaem  5 a 6 scbapen  overbrengen ; deese 
scbapen  geven  bier  sooveel  melcq  als  6 inlantse  dat  een  wonder  is, 
omdat  de  inlantse  soo  vet  ende  delicaet,  maer  op  een  nae  niet  soo 
groot,  bier  gebreck  present  niet  dan  zaet  om  te  zaijen,  daer  in 
UEd.  den  eijscb  van  den  Commandeur  soo  veel  doenlijcq  gelieven 
te  voldoen,  wasser  present  zaet  wij  badden  ’t  naeste  jaer  nae 
’t  lant  dat  sal  connen  beploegbt  werden  150  lasten  taruw,  UEd. 
gelieven  int  zenden  gedacbticb  te  sijn  dat  de  scbippers  (op  boete 
van ’t  selve  te  betalen)  den  taruw  in  de  vaten  niet  langer  dan  18 
a 20  daegeu  laten  ende  dan  op  seijlen  bij  goet  weer  te  verlicbten ; 
met  Orangien  ende  Malacca  gecomen  is  volcomen  verscb,  maer  is 
de  rogb  soo  goet  niet  als  ’t  ander  saet ; dit  jaer  sal  de  Caep  nocb 
moeten  geprovideert  sijn,  maer  bet  volgende  twijffele  niet  offte 
sal  sicb  selffs  bedroopen,  om  suijcker  ende  tabacq  te  planten  is  bier 
vooreerst  niet  lant  genoecb,  daerom  oocq  tot  UEd.  nader  ordre  in 
Buspens  gebleven  ende  ’t  planten  verboden  om  ’t  coorn  ende  de 
buijcksorge  te  laten  voorgaen,  oocq  connen  daertoe  niet  comen, 
offte  mosten  buijten  de  limiten  int  caertjen  g’observeert  springen  ; 
soo  UEd.  2 a 3 Hollantse  boeren  met  baer  familien  conden  bewegen, 
’t  soude  een  gewenste  saecke  weesen,  voornamentlijck  die  verstant 
van  bennip  planten  ende  diergelijcke  badden ; geen  brandewijn 
ofte  eenige  provisie  is  voortaen  nodicb  voor  de  Caep  te  senden. 
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alsoo  tselve  uijt  de  schepen  vant  patria  eomende  overvloedigli  can 
gelicht  werden  ; hoedanigh  met  de  provisie  van  de  schepen  ende 
d’  ordre  die  daer  aff  hier  gehouden  ende  overgesonden  wert,  ver- 
hoope  UEd.  niet  onaengenaem  sijn  sal  weloke  maniere  van  ^oen 
hier  tot  UEd.  nader  contituatie  sal  geobserveert  werden. 

Met  deese  schepen  wert  UEd.  terugh  gesonden  onsen  Opper- 
chirurgijn  van  Orangie,  geheel  onbequaem  tot  eenige  dienst,  die 
de  geheele  reijsc  halff  sot  ende  halff  dol  geweest  is,  welcke  vreemde 
compositie  ons  noijt  minder  dan  3 mannen ’s  nachts  gecost  heeft 
hem  te  bewaren  om  sijn  vremde  sluijpen,  benefEens  een  lamp  met 
groote  sorge  in  de  constabels  earner  tegen  gewoonte  ende  omdat 
geheel  geen  hoope  van  betersohap  sij,  geraden  gedacht  weder  terugh 
te  senden ; sijn  reeckeningh  is  tot  hier  gesloten  ende  affgeschreven 
om  UEd.,  soo  hij  noch  pretentie  wilde  maken  om  de  rest  te  ver- 
soecken  ; nefiens  hem  gaen  4 personen  heel  inpotent  van  Malacca 
ende  ons  schip.  die  al  voor  die  qualiteijt  sijn  t’  huijs  gesonden 
uijt  India,  daeraen  blijekt  bet  bedrogh  van  de  genoemde  ziele 
coopers  daervan  per  desen  UEd.  noch  een  adsistatie  toecompt  van 
een  jongen,  die  voor  man  was  aengenomen,  desen  met  noch  een 
sijn  op  jongens  gagie  gestelt.  Desen  hiermede  eindigende  beveele 
UEd.  nae  mijne  eerbiedige  groete  Godes  heijlige  bescherminge. 
Amen. 

UEdele  seer  ootmoedige  en  trouwschuldige  dienaer, 

(Geteekend) 

Rijckloff  van  Goens. 

Int  fort  de  Goede  Hoope,  Adij 
14"  April  1657. 


Mijn  Heeren, 

Dewijl  present  een  lid  van  d’  ordinairij  Raeden  vaceert,  hebbe 
goet  gedacht  UEd.  mijn  persoon  in  favorabel  gebeugenisse  te 
brengen  ; ick  beken  daer  zijn  ouder  dienaers,  maer  die  iok  daerom 
niet  beboeve  te  wijeken,  omdat  noijt  een  ander  heeft  connen 
berdoen,  daer  ick  eens  toe  gebruijet  ben  ; de  inbeelding  van  UEd. 
affectie  doen  mij  derselver  goede  wil  verboopen  en  vast  stellen, 
UEd"  verseeckerende  dat  ick  een  duijsent  dcoden  (soo ’t  mogelijek 
was)  sal  sterven,  dan  mij  derselver  gun  at  onwaerdigh  te  maecken; 
UEd.  besluijt  sal  ick  affwacbten  ende  soe ’t  uijtvalt  altijt  blijven 
UEd.  onveranderlijeke  dienaer  als  booven. 


10.57. 

14eii  April. 
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RAPPORT-COMMLSSARIS  RLTCLOP  VAN  GOENS 

1657. 


1667.  D’  Edele  Heer  Joan  Maetsuijcker,  Governeur-  Generael  ende 
~ , d’  E.  E.  Heeren  Kaden  van  India. 

27eu  Maerfc. 

Edele,  Erntfeste,  Manhaffte,  Wij  se,  Voorsienige,  seer  discrete 

Heeren. 

Mij  n Heeren. 

Hoedanige  resol utie  bij  mijn  Heeren  de  17''  genomen,  ende  wat 
macht  van  voloq,  comptanten,  scheepen,  coopmanscbappen  ende 
nootwendicheden  voor  India  desen  jare  ’57  bij  haer  Ed.  uijtgeson- 
den  wert,  verboopen  dat  UEd.  met  bet  fluijtscheepjen  Hilversum 
bij  haer  Ed.  missive  sal  bekent  gemaeckt  sijn.  tgemelte  scheepjen 
is  19  October  anno  passato  uijt ’t  Vlie  geseijlt  ende  bier  5 Febr*^ 
passato  aengecomen  ende  12  dito  weder  vertrocken  met  54  coppen 
gesont  volcq,  soo  dat  met  Godes  hulpo  vast  verboopen,  tselve 
aldaer  bebouden  sal  sijn  aengecomen,  ende  sijn  bij  gevolge  den 
22  November  passato  de  schepen  Orangien  en  Mallacca  in  com- 
pagnie  gevolgbt  bebbende  om  Vincent  aen  te  doen,  soo  ver 
Comp*''  gebouden,  van  waer  gesameotlijck  28  December  weder 
ider  sijn  best  nae  herwaerts  geseijlt,  alwaer  wij  met  Orangien  den 
17'’™  en  Malacca  den  18  deser  aengecomen  sijn,  niet  meer  dan  9 
doden  op  beijde  scbepen  verlooren  bebbende,  daer  onder  2 man 
van  ons  scbip  over  boort  gevallen,  twelcq  onder  750  sielen  op 
beijde  scbepen  een  cleijn  getal  is  ; Mallacca,  een  dagb  nae  ons 
aengecomen,  heeft  niet  zuijdelijoker  dan  37  graden  ende  aldaer 
veel  stilten  subject  geweest,  wij  daer  en  tegen  om  de  stilte  om  de 
zuijt  te  ontlopen,  over  de  40  graden,  daer  wij  ons  soodanigb  inde 
ijsbergen  verwart  vonden  dat  wij  snachts  geen  beboorlijck  zeijl 
dorsten  voeren,  ende  al  ons  best  weder  noort  socbten  om  de 
perijckelen  ende  scberpe  coude  te  ontvluchten,  dit  was  omtrent 
balff  Februarij,  een  tijt  die  aldaer  soo  getempert,  nae  menschelijck 
oordeel,  beboorden  te  sijn  als  de  maant  van  Augustoin  Spaangien; 
in  ’t  Vlie  lagen  nocb  gereet  om  ons  heel  cort  te  volgen ’t  scbip 
de  Gecroonde  Leeuw,  ende  de  last  fluijt  Veenenborcb  ; in  Zeelant 
lagen  onder  Rammekens  oocq  vaerdich  ’t  HoS  van  Zeelant,  de 
last  fluijt  Oijevaer  ende ’t  fluijtjen  de  Vinck  ; uijt  de  Maes  soude 
mede  cort  volgen  de  Vogel  Pbenix,  de  winter-  en  voorjaer  scheepen 
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waren  Walvis,  Eotterdam,  Provintien,  Enehuijsen  en  Eliphant, 
die  nu  om  ’t  vertirameren  uiet  mogelijck  waeren  vaerdieh  te 
crijgen.  Eohter  hebbe  niet  anders  cunnen  vernemen  offte  waren 
de  heeren  Maijores  van  alle  de  Cameren  geresolveert  deselve  soo 
baest  maer  vaerdigb  waren,  al  wast  in ’t  bart  van  de  winter  uijt 
te  zenden,  om  bet  benodigbde  volcq  ende  de  scbepen  spoedigb  in 
India  te  doen  aenlanden  ; God  geve  dat  alle  deselve  ter  beboor- 
lijcker  tijt  tot  UEdele  gebruijck  ende  dienst  van  de  lofPelijcke 
Comp'*"  met  bebouden  reijse  mogen  gesegent  werden.  Amen. 

Omdat  ’t  scbip  Mallacca  ’t  J appans  cargasoen  in  beefft,  bebbe 
’t  selve  niet  meer  dan  tot  dato  derven  opbouden,  welcken  tijt  om 
tvolcq  beboorlijck  te  verversen  niet  wel  minder  wesen  can,  ende 
omdat  bet  onfeijlbaer  sij  offte  UEd.  sijn  om  volcq  ten  boogbsten 
benoodicbt  bebbe  sijn  getal  van  dooden,  siecken  ende  inpotenten 
weder  gesuppleert  met  de  gesontste  ende  beste  soldaten  van 
Orangie,  ende  dewijl  de  beeren  Maijores  mij  bebben  geiieven 
bij  speciale  commissie  op  te  leggen  de  pertinente  visite,  ende  de 
grondige  gelegentbeijt  van  dese  plaetse,  sal  ick  Orangien  nocb 
eenige  dagen  opbouden  op  boope  dat  in  corten  eenige  van  de 
Vaderlantse  scbepen  sullen  aenlanden,  maer  deselve  in  12  uijtter- 
lijck  15  dagen  nae  dato  niet  verscbijnende,  terstont  laten  volgen 
op  boope  binnen  die  tijt  albier  de  ordre  van  mijn  beeren  de  17" 
uijtgewerckt  te  bebben,  docb  tzelve  (dewijl  der  veel  wercq  om 
’t  wel  te  doen  in  steeckt)  niet  gedaen  sijnde  ecbter  Orangien 
binnen  15  dagen  met  mijn  buijsvrouwe  laten  volgen,  om  met  bet 
eerste  arriverende  scbip  offte  fluijt  nae  te  comen,  met  vast  vertrou- 
wen  tselve  UEd.  alsoo  sal  welgevallen  en  aengenaem  sijn. 

Hoedanieb  de  6 vooraffgesonden  retourscbepen  bier  aengecomen 
ende  gepasseert  sijn,  beeft  den  Oommandeur  Eiebeecq  aengeno- 
men  UEd.  bekent  te  maken,  daer  aen  mij  gedrage,  God  geve  dat 
de  drie  volgende  mede  spoedigb  verscbijnen  om  de  eerste  niet  te 
langb  aen  S‘  Helena  te  doen  waebten.  Ick  badde  van  barten 
gewenst  deselve  albier  te  bebben  belopen,  om  met  de  vrunden  te 
overwegen  otite  oock  (mits  jegenwoordig  (God  lof)  geen  vijanden 
in  Europa  ter  zee  bebben),  nodigb  was  van  bier  sender  waebten 
voor  te  zeijlen,  om  de  scbepen  soo  tijdicb  als  doenlijek  int  Vader- 
lant  te  bebben,  ende  weder  in  September  te  connen  uijtsenden, 
aloso  dese  laete  uijtsettingb  door ’t  laet  aencomen  alleen  ontstaen 
is,  welcke  onse  resolutie  ick  vast  stelle  UEd.  mede  niet  soude 
misbaegbt  bebben. 

< m een  aenvangb  van  ’t  wercq  albier  te  maken  bebbe  ick  per- 
soonelijck  in  compagnie  van  de  Oommandeur  Riebeecq  een  tourne 
om ’t  gebeele  lant  van  de  Caep  excepto  een  gedeelte  van ’t  woeste 
en  onbeklimbare  geberebte  gedaen,  van  waer  gisteren  eerst  gere- 
touineert  ben;  wij  bebben  oocq  door  een  redelijek  bequaem 
lantmeeter  tselve  alle  in  een  kaertjen  doen  leggen  int  plat  alle 
bergen,  bequaeme  ende  onbequaeme  landen  daerin  nae  uijtterste 
vermogen  na  de  cborograpbie  observerende,  maer  is  nocb  soodanicb 


1657. 

27en  Maert. 


304 


J657. 
en  Maert. 


niet,  dat  hetseke  d’  Ed.  Heeren  Maijores  offte  UEd.  voor  een 
accuraet  werck  souden  derven  overleveren,  des  deese  tourne  met 
gemelte  Eiebeeeq,  den  lantmeeter  ende  een  goet  stuijiTaan  nock 
al  eens  sullen  moeten  doen,  eckter  derven  UEd^  nae  alle  appaxentie 
ende  ondervindingk  rerseeckeren.  dat  een  j aer  nae  dato  door  goede 
vigelantie  van  den  Commandeur  de  saecke  daertoe  sal  eonnen 
gekrackt  sijn,  dat  dese  Caep  kaer  selven  van  alle  nodigkste  mont- 
waren  sal  eonnen  kedropen,  dock  alsoo  kaest  koope  te  volgen, 
sullen  UEd.  ’t  sijner  tijt  aHes  pertinent  eonnen  vertkonen,  acktende 
onnodick  UEd.  met  raeuwe  materie  te  keledigen. 

De  keeren  Majores  van  de  particuliere  eameren  kekken  mi] 
eerieuselij ck  kij  monde  kevolen  seer  sekerpe  toesiekt  over  de  provi- 
sion, sekeepsgereetsekappen  en  alle  Compagnies  goederen  geen 
uijtgesondert  nae  de  sekriftelijeke  nieuwe  geconcipieerde  li]ste 
laest  kij  kaer  Ed.  vergaderinge  in  keraempt  te  kouden,  ende 
over  de  sokeepen  van  deesen  jarige  vlonte,  die  mij  kejegenen  (ken 
kouden  op  kooge  peene  daertoe  gestatueert.  dat  oocq  alkier  gekeel 
niet  sal  gelickt  werden,  koe  cleijn  ofi  geringk  ket  mockt  sijn^fite 
tselve  sal  jaerlijex  in  een  aparte  reeekeningke  kaer  ende  UEd 
toegesonden  werden,  ende  dat  alle  wat  daer  aff  minder  (ip  Batavia 
mockt  werden  aen gekrackt  ende  kuijten  dese  sekriftelijeke  ordre 
geconsumeert  sijn,  de  opperkooffden  sullen  op  reeekeningke  gestelt 
werden,  des  icq  met  MaUacca  een  aenyangk  kebke  gemaeckt,  sijnde 
tot  kier  geconsumeert  als  UEd'  kij  d’  ingesloten  reeekeningke 
ende  onse  resolutie  raeckende  de  Caepse  provisie  gelieven  te  sien, 
daerin  verkoope  kaer  Ed^  ordre  tot  UEd.  genoegen  prompt  sal 
voldaen  sijn ; nae  mijn  vertreek  sal  iek  den  Commandeur  Riekeecq 
meergemelt  sekrilftelijek  ordonneren,  tselve  met  alle  sekepen 
prompt  meede  te  okserveeren,  opdat  alsoo  kaer  Ed*"  ordre  voltroc- 
ken  werde,  ende  UEd.  contentement  _ gesekieden  mack ; present 
♦ geen  andere  materie  kekkende  sal  eijndigende  UEd.  nae  mijn 
kekoorlijeke  gekiedenisse  de  kesckerminge  Godes  bevolen  laten. 

Aent  Fort  de  Goede  Hoope,  adij  26  Maert  A°  165  < . 

Onder  stent. 


UEd.  onderdanige  dienaer, 
Ende  was  geteijekent. 


Rijckloff  van  Gobns. 
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1067. 

12eu  April. 


Edele,  Erntfeste,  Manhafte,  Wijse,  Voorsinighe,  seer  Genereuse 

Heeren. 


Mijn  Heeren. 

Het  neevensgaende  brieffken  is  coppije  van  mijn  vorige  per 
’t  schip  Mallacca,  dato  28  passato  aen  UEd.  gesonden,  t’  zedert  is 
(God  lofi)  uijt  Goere  van  de  Gaemer  Delft  respective  25  December 
passato  afgevaeren  t’  schip  den  Phenix  ende  alhier  den  3'*™  deeser 
wel  aengecomen  met  309  coppen  gesont  volck,  deweleke  nu  behoor- 
lijck  ververscbt  zijnde,  t’  gemelte  schip  sonder  uijtstel  wert  voort 
gedepetieert,  daerop  noch  gestelt  22  coppen,  die  bier  te  veel  geoor- 
deelt  zijn,  gelijck  noch  al  eenige  sullen  volgen,  want  die  ick  boven 
hondert  gagie  winners  alhier  bevinde,  alle  sullen  voortsenden  met 
expresse  ordre  aen  de  Oommandeur,  dat  hij  sonder  naeder  last 
onser  principaele  ofte  UEd.  niet  sal  geauthoriseert  zijn  ijmand 
aen  land  te  neemen,  want  het  is  buijten  twijfiel  soo  men  hier  de 
luijden,  die  tot  onnodigh  timmeren,  metselen  ende  voornaement- 
lijek  met  vruchteloos  vaeren  tot  den  landbouw  hadde  gebruijckt, 
dat  haer  de  Gaep  al  laugh  sonde  hebben  connen  voeden.  Zoo 
haest  alhier  de  behoorlijcke  visite  gedaen  sij,  sullen  wij  met 
Orangien  sonder  uijtstel  volgen,  dat  verhoope  toecomende  weecke 
te  weesen  ende  niet  langer ; ons  hertelijck  verlangen  is  present 
nae  de  3 resterende  retourscheepen,  die  nu  de  vorige  6 niet  sullen 
connen  beloopen,  welcke  hier  aencomende  met  de  vrunden  sullen 
overleggen  ofite  niet  best  waere  reoht  door  te  gaeu  sonder  S‘  Helena 
aen  te  doen,  laetende  hun  liever  alhier  3 a 4 daegen  langer  verver- 
schen  ende  met  eenige  leedige  waetervaeten  adsisteeren. 

Om  nae  UEd.  ordre  t’  Zuijtlandt  aen  te  doen  en  nae  t’  volck 
en  wrac  van  de  Draeck  te  verneemen,  sal  jegenwoordigh  (omdat 
het  aldaer  nu  winter  ende  hart  weer  is)  geen  ander  scheepjen 
bequaem  zijn  als  t’  fluijtjen  de  Vinck  van  Zeeland,  den  Oijevaer 
en  Venenburgh  sijn  swaere  ende  cloecke  fluijten,  niet  te  min  soo 
eenige  noch  bij  mijn  aen  weesen  verschijnen,  met  de  sohippers  en 
stuerluijden  de  saecke  overweegen,  ende  des  niet  sulx  den 
Oommandeur  alhier  bevooleu  laeten. 

Den  boeckhouder  van  de  gemelde  Phenix  heeft  alhier  seer 
lamentaebel  versocht  te  mogen  blijven  om  de  schrick,  die  echijnt 
van ’t  vaeren  te  hebben  ende  sijn  aengebooren  swackheijt,  om  met 
de  scheepen  weeder  nae  t’  patria  te  vaeren,  hebben  de  naeulijx  een 
tant  in  sijn  mont  langer  die  vast  was,  als  UEd“  den  sohipper 
Stamper  sal  connen  seggen.  Ick  heb  hem  voorgehouden  dat  hij 
dan  sijn  gagie  most  laeten  vallen,  ’t  dat  terstont  aennam,  des 
onsen  oppercoopman  (Authonij  van  Leeuwen)  daer  opgestelt,  die 
weleer  ondercoopman  in  de  Moluocos  ende  oock  eenigen  tijt 

VoLUL  yf 
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1667. 

l‘2ea  April. 


1661. 
4en  Julij. 


president  aldaer  geweest  heeft ; tot  de  boecken  van  Orangien  sal 
ick  een  adsistent  t’  werck  wel  doen  waerneemen  overmits  binnen 
weijnicb  daegen  hoope  te  volgen,  sal  eijndigende  nae  mijn 
eerbiedige  groet  TJEd.  gesaemen  en  ijder  besonder  Godes  heijl- 
saeme  bescherminge  bevolen  laeten.  in ’t  fort  de  Goede  Hoop, 
Adij  12®  April  1657,  ende  was  onderscbreeven,  de  reeckeninge 
van  de  provisie  op  den  Phenix  geconsumeert  en  noch  resteerende 
gaet  bier  neeven,  raeckende  de  aonweesende  Francoijsen  ende 
t’  verongelucken  van  den  Tulp,  wert  UEd.  door  den  Oommandeur 
alhier  aengeschreven.  Ick  bebbe  de  gemelde  Francoijsen  5 
Nederlanders  in  der  minne  afgeeijst,  die  oock  gevolcbt  sijn,  weloke 
anders  daeruijt  sonde  bebben  doen  licbten  met  lief  of  leet. 


Onderstont,  UEd.  onderdaenige  dienaer  en  was  onderteeokent 

Eijcklof  van  Goens. 


RAPPUKT  VAN  COMMISSARIS  ANDRIES  FRISIUS- 

1661. 


Rapport  overgegeven  aen  d’  Ed.  Heeren  de  Bewintbebberen  der 
Generate  Geoetrnijeerde  Oost  Indiscbe  Comp‘®  ter  Yerga- 
deringe  van  17®"  door  Andries  Frisius  wegens  de  visite  bij 
bem  als  Commissaris  aen  de  Cabo  de  Goede  Hoope  gedaen. 

Edele,  Erntfeste,  Hoogb-acbtbare,  Welwijse,  Voorsinige,  seer 
bescbeijdene  Heeren. 

Mijn  Heeren. 

In  conformite  van  UEd®"  speciale  gegeven  ordre  van  dat  jaerHcx 
door  den  Oommandeur  der  retour  vlootb  uijt  India  naert  Patria 
keerende,  op  sijn  verscbijninge  aen  de  Cabo  de  Goede  Hoope  de 
visits  soude  gedaen  werden  om  op  sijn  aencompst  int  Patria  UEd. 
van  baren  staet  ende  toestant  aldaer  beboorlick  rapport  te  doen,  soo 
bebben  d’  Ed.  Heeren  den  Gouverneur-Generael  en  de  Raden 
van  India  bij  derselver  scbriftelijcke  commissie  in  date  16 
December  anno  passado  mij  gelieven  te  ordonneren,  dat  soo 
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Wanneer  met  lieff  nevens  de  retour  vloote  aldaer  soude  gecomen 
sijn,  inmiddela  deselve  soude  leggen  om  te  ververssen  etc'‘  de  visite 
te  doeo,  waerover  mij  op  den  24"  Februarij  jong&tleden  wanneer 
Godlof  met  de  vlooth  behouden  ter  rheede  van  de  Tafelbhaij  ten 
ancker  waren  gecomen,  naer  lant  hebbe  veivoegt  bij  den  Heer 
Commandeur  Johan  van  Rietbeeck  ende  den  Raat  aldaer,  gemelte 
commissie  tot  de  te  doene  visite  vertoont,  die  mij  daerop  aenge- 
nomen  ende  alsints  toegangh  ende  visie  tot  de  boecken  ende 
papieren  de  Cabo  consernerende  gegeven  ende  mondelinge  openinge 
van  ’t  verdere  gedaen  hebben. 

Waeruijt  dan  vooreerst  met  liefi  vernam,  hoe  cort  naert  vertreck 
der  verleden  jaerse  retourvlooth  de  Comp‘°  aldaer  wederomme  met 
de  hooffden  der  omgelegen  swervende  Caapse  Hottentos  een  vaste 
vrede  hadden  gemaect,  daer  de  vruchten  al  van  genooten,  soodat 
daer  weder  allerhande  bestiael  van  beesten  en  schapen  in  abon- 
dantie  te  becomen  waren,  als  uijt  den  Caapsen  aenteelt  oook 
gansen,  eenden,  hoenderen,  thuin-  ende  aertvruchten,  etc"  dienende 
tot  ververssinge  van  ’t  volck  Uwer  Edele  gaende  ende  keerende 
seheepen,  dat  naer  alle  apparentien  vantijttot  tijt  daer  toeneemen 
sail,  te  meer  alsoo  ick  met  d’  E.  Commandeur  Rietbeeok  van 
gevoelen  ben  vermits  de  gemaecte  steene  reduiten  Kijk-uijt,  Keert- 
de  Soe  ende  Hout  den  Bui  oock  de  schut tinge,  en  voornamentlick 
de  ruijterwacht  om  den  Caapsen  bouw  leggende,  die  brutale 
Hottentos  haer  noijt  licht  weeder  tegens  de  Comp'®  sullen 
opwerpen  en  in  oorloge  comen,  alsoo  daer  door  haer  het  rooven 
vant  vhee  daert  haer  alleen  om  te  doen  is,  ontseth  blijft  waerdoor 
dan  de  Cabo  ende  de  Colonie  seer  staen  toe  te  neemen  ende  UEd. 
alsoo  eenmael  haer  rechte  ooghwit  voor  hare  gedragen  lasten  comen 
te  bereijcken. 

Vorders  getreden  tot  resumptie  van  UE.  successive  wel  gege- 
vene  ordres  tot  voortsettinge  van  derselver  bedrijfi,  n : colonie, 
ende  den  verderen  aencleeven  van  dien  aen  de  Cabo,  alsmede  de 
schriftelijcke  memorie  door  de  E.  Heere  Extraordinaris  Raet  ende 
Commissaris  Pieter  Sterthemius  op  12  Meert  anno  passado  naer 
gedane  visite  den  E.  Commandeur  tot  naerrichtinge  gelaten,  soo 
hebbe  bevonden  voor  soo  veel  mij  gebleken  sij,  dat  de  ordres  daerin 
vervath  voor  soo  veele  practicabel  sijn  geweest  dselve  bij  gemelte 
Commandeur  Rietbeeck  sijn  achtervolgt  ende  naergecomen  geweest. 
Ick  hadde  wel  gewenst  dat  op  mijn  aenweesens  aldaer  de  ver- 
leden jaerse  hert't  seheepen  alsoo  het  recht  in  den  tijt  was,  waren 
aengecomen,  om  mij  int  een  off  het  ander  naer  UEd.  daerbij 
gesonden  ordre  te  mogen  richten,  dat  dan  anders  uitgevallen 
sijnde,  hebbe  mij  tot  de  te  doene  visite  begeven  ende  om  mij  dan 
van  UEd®  staat,  ’t  bedrijff  haerer  dienaren,  voortsettinge  der 
Colonie,  lantbouw  met  den  verderen  aencleven  van  dien  aen  Cabo 
800  veele  mogeliek  was  te  imformeren,  om  UEd.  op  mijn  versehij- 
ning  int  patria  volgens  voorengemelte  ordre  ende  schuldige  plicht 
rapport  te  doen  van  den  toestant  aldaer,  soo  ben  verscheijde  maleu 
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met  de  h""  Rietbeeok  allesints  boo  te  paert  als  te  voet  geweest,  ende 
hij  besichtinge  als  mondelinge  gedane  openinghe  bevonden  als  bier 
ouder  vervolgens  soo  cort  doenlicb  aengeweesen  wert. 

Eerstelijek  aen  de  Zuijt  Oost  zijde  binnen  ’t  fort  de  Goede 
Hope  wiert  een  pacbuis  met  eea  kelder  daeroader  opgebaelt  ende 
op  mijn  vertreek  ten  merendeelen  voltrocken,  wnermede  nu ’t  fort 
van  binnen  rontom  van  gebacken  steen  ende  met  tigchels  gedeot 
voor  den  brant,  met  genoechsame  wooningen  voor  UEd“  dienaren 
als  pachuijsen  ter  berginge  van  allerbande  provisien  ende  coop- 
manschappen  als  andersints  betimmert  sij,  sulcs  daer  vooreerst 
niet  meer  in  te  maken  sal  sijn. 

Oock  was  gemelte  forth  met  sijn  gardijnen  ende  puncten  int 
jongst  van  verleden  jaer  met  bet  nijtgaen  van  den  regentijt  gebeel 
weder  met  sooden  versien  ende  opgebaelt,  ende  met  nieuwe  storm- 
palen  rontom  besetb,  alsmede  tot  meerder  verseeckeringe  rontom 
de  biLnencant  des  graebts  een  becbte  houte  staketsel  van  5 voeten 
boogh  boven  derselver  barm  gemaeekt,  sijnde  mede  de  gracbten 
gediept  ende  op  eenige  plaetsen  verwijt,  waerin  een  der  verse 
waterepruijten,  om  doorgaens  de  graft  met  water  te  bouden  sonde 
geleijt  werden,  dat  tot  nocb  vermits  den  dam  die  in  de  gracbt  leijt 
waer  langs  men  in ’t  fort  gaet  niet  wel  beeft  connen  gescbieden, 
welcken  dam  eerstdaegs  sonde  opgenomen  ende^  een  optreckent 
valbrnggetie,  die  daertoe  al  gereet  gemaect  lagb  in  plaetse  gelegt 
werden,  wanneer  oock  met  eenen  den  gront  ende  cant  des  graebts 
met  sebeen  ende  voetangels  sonde  besetb  werden,  waerdoor  alsdan 
gemelte  fort  tot  teegenstant  van  eenigb  bnijten  aencoment  gewelt 
al  vrij  defi'ensijfE  ende  verseeckert  sal  sijn._^  Voor ’t  pleijn  vant 
fort  tnsseben  ’t  boornwerck  in  aen  de  Znijt  Oost  zijde  staet ’t 
sieckeuhnis,  smits  en  raij  makers  winckel  van  plancken  opgeslagen, 
dat  nootsakelijek  d’  een  of  d’  ander  tijt  sal  dienen  vermaect  ende 
van  steen  tot  voorcominge  van  dageiicxse  reparation  opgebaelt,  te 
meer ’t  sieckenhnis  wat  te  cleen  is,  waerin  op ’t  alderboogsten  niet 
boven  25  a 30  siecken  connen  leggen.  T)aor  teegens  over  aen  de 
Noord  West  sijde  staet  een  combnijs  back  ende  bronbnijs  van 
gebacken  steen  opgebaelt,  dat  heobt  ende  goet  werck  is. 

t Hooft  voor ’t  fort  van  de  strant  in  zee  gelegt  tot  aenoomen  van 
boots  ende  sebuits  ende  ’t  innemen  der  watervaten  en  cannon  bij 
leegb  water  vermits  de  vlacte  van  ’t  strant  niet  aencomen  tot  groot 
verletb,  soo  was  bij  Oommandeur  voornemens  tselve  hooft  in  tijt 
ende  wijle  nocb  10  a 12  roeden  te  verlengen,  soo  wanneer  daertoe 
’t  boutwerck  van ’t  verlaten  gesneuvelde  France  sobip  de  Mariscbal 
moebte  gebruijeken. 

Soo  was  bij  sijn  E.  reets  de  oude  waterplaets  van  vooren  ui]t  de 
laegte  met  tachterste  gelick  met  een  cadijckje  int  rent  opgebaelt, 
tot  opdringen  van ’t  afflopende  water,  waerdoor  nu  op  die  plaets 
bij  twinticb  partijen  des  nodicb  sijnde  seer  bequaem  ende  gemao- 
kelick  te  gelijek  can  water  geslagen  werden,  ende  tot  loosinge 
vant  solve  water,  wanneer  in  den  reegentijt  overvloedicb  comt 
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affloopen,  was  een  bequaem  sluisje  met  sijn  verlaet  daerin  gelegt. 

De  reduit  Duinhoop  leggende  aen ’t  strant  tussehen ’t  fort  ende 
de  Soute  Rivier  was  door  de  wal  ende  borstweeringe  gebeel  wech 
geregent  ende  alsoo  dselve  daer  nootsakelick  vereijst  wert  omdat 
’t  strant  waer  men  met  vaertuigh  in  de  bhaij  can  landenteenemael 
tot  aen  ’t  fort  ende  boven  de  Soute  Eivier  can  bestrijcken,  oock 
tot  ontsagb  der  Hottentos  als  andersints  meer,  soo  stont  die  met 
’t  begin  deses  jaers  regentijt  weeder  teenemael  vermaect  te  werden, 
wanneer  men  daer  om  ende  bij  bequaem elij  eke  sooden  becomen 
can,  ende  den  arbeijt  bij  ’t  Guarnisoens  volck  ge<!aen  wert,  de 
steene  reduijten  Kijckuijt,  Keert  de  Koe  ende  Houtden  Bull  als 
’t  groot  ruijter  wachthuis  op  den  rugb  van  den  langen  beuvel, 
sijnde  bij  provisie  van  plancken  opgeslagen  ende  met  stroo  gedect, 
leggen  seer  wel  tot  bevrijdinge  van  den  Caapsen  bouw,  als  daer- 
mede  teenemael  de  landsijde  geiick  de  wint  bout  ende  Tafelbergen 
d’  andere  sijde  besluijtende,  ende  tot  meerder  versekeringe  diende 
de  gemaecte  sebuttingb  comende  van  ’t  strant  tot  voorbij  de 
reduijten  Kijckuijt  ende  Keert  de  koe  aen  de  eerste  Caapse 
bouhoff,  alwaer  de  rivier  door  baer  seborbeijt  ende  diepte  als 
ruijgte  niet  passabel  is,  sulcx ’t  land  daer  binnen  de  welcke  den 
gebeelen  Caapsen  bouw  bevatb,  voor  alle  Hottentotse  overlasten 
en  vbee  roverien  teenemael  verseeckert  bewaert  wert. 

Deerste  gemaecte  steene  reduijt  Coorenboop  leggende  ongevaer 
in ’t  midden  van  de  boulanden,  is  altbans  daer  onnodicb,  ende  en 
wert  geen  wacbt  opgebouden,  sulcx  ter  gelegener  tijt  tot  bet 
opmaken  der  bovengemelte  ruijterwacbts  sterekte,  off  wel  ander- 
sints, daer  den  dienst  der  E.  Oomp''^  soude  comen  te  vereijssen 
staet  opgenomen,  ende  de  materialen  weder  verbruict  te 
werden. 

Op  de  reduijt  Kijckuijt  leggen  drie  ruijters  met  baer  paerden 
op  de  wacbt,  principael  om  de  Hottentots,  die  als  geseijt  nu 
teenemael  buijten ’t  begrip  van  de  Caapse  bou  gebouden  werden, 
om  wanneer  dan  van  buijten  ende  uit ’t  lant  coomen  met  vbee  om 
te  verruijlen  off  andersints,  ende  aen  ’t  fort  willen  weesen,  te 
bouden  dat  alleen  langs  ende  door  den  wegb  baer  bij  den  Com- 
mandeur  daertoe  expres  aenge weesen,  buijten  den  Caapsen  bouw 
door  een  slagbboom  in  de  sebuttingb  bij  gemelte  leduijt  daertoe 
gemaect  incoomen,  ende  daerdoor  weeder  uijtkeeren,  waertoe  baer 
al  seer  wel  begonnen  te  scbicken,  ende  metter  tijt  beel  gewent 
sullen  werden,  dat  groote  gerustbeijt  aen  den  bourn  an  geeven  sal, 
ende  wanneer  nu  gemelte  wacbt  tot  op  ses  paerden  ende  de  groote 
ruijterwacbt  op  den  langen  beuvel  tot  op  14  a 15  paerden  sijnde 
tsamen  20  ^ 21  paerden  sal  connen  gebraebt  werden,  dat  aldaer  in 
omtrent  twee  jaren  uit  den  aenfock  der  veulens  staet  te  gesebieden, 
soo  sal  daerdoor  den  gebeelen  bouw  met  den  aencleven  van  dien 
binnen  tbegrip  leggende.  buijten  bedencken  van  alle  Caapse  Hot- 
tentos gewelden  ende  roverien  genoegbsaem  connen  verseeckert 
ende  besebermt  werden,  wanneer  alsdan  de  verderebuijtenwacbten, 
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vheewachten  ende  des  meer  sullen  eonnen  ingetrocken  ende  dien- 
volgende ’t  Caaps  guarnisoen  vrij  vermindert  werden. 

Wat  belangt  nu  den  lant  off  coorenbouw  aldaer,  dselve  sal  op 
verre  naer  soo  veel  niet  bescbieten  als  men  wel  badde  gemeent, 
alsoo  daer  dageliox  ondervonden  wert ’t  lant  tot ’t  bebouwen  van 
coom  800  bequaem  niet  en  sij  alst  hem  niet  gebrooeken  sijnde  is 
vertoonende,  sulcx  binnent  tbegrip  daer  den  bouw  bewaert  can 
werden  geen  meer  dan  stijff  drie  bondert  Hollantse  morgens  tot 
bouwen  van  saetcoorns  sal  eonnen  uitgevonden  werden,  waervan 
250  morgen  reets  onder  de  ploegh  gebraebt  sijn,  ende  lagen  daer 
noch  in  twee  partietjes  ongeveer  50  morgens  die  nocb  niet  uitge- 
geven  waren,  van  weleke  250  morgens  bij  de  Compagnie  stijff  75, 
bij  den  Comraandeur  Rietbeeck  particulier  70  endede  resteerende 
105  morgen  bij  nege  vrije  Coloniers  met  hare  medestanders  gecul- 
tiveert  werden,  als  specifics  bij  bet  apart  daer  aff  gem.aecte  eaertje 
bij  UBd.  des  begeerende  als  nu  meede  comende  can  naergesien 
werden. 

Wanneer  nu  gernelte  300  morgens  alle  onder  den  ploegh  gebraebt 
sullen  sijn  ende  met  coorn  besaijt,  ende  de  morgen  door  den 
anderen  gereeckent  op  een  quart  last  coorns  te  eonnen  voortbren- 
gen,  soo  sal  daer  niet  boven  75  lasten  coorns  eonnen  gewonnen 
werden,  waervan  alle  jaren  voor  vaegb  eude  overleggen  den  derden 
morgen  moet  afgerekent  werden,  soo  sal  daer  dan  teen  jaer  door 
’t  ander  maer  stijff  vijftigh  lasten  graens  eonnen  ingewonneu 
werden,  daer  de  Cabo  altbans  jaerlicx  weinicb  min  dan  bondert 
lasten  van  nooden  beeft  om  daervan  te  voeden  237  soo  Comp’*'^ 
dienaers,  bare  vrouwen,  kinderen,  lijffeijgenen  ende  bandijten, 
ala  144  sielen  die  den  Colonier  met  sijn  omslagb  sterek  is,  sijnde 
381  persoonen  te  samen,  ende  dat  buijten  voeJer  van  paerden,  als 
alder bande  cleen  vbee  ete“  sulcx  alsdan  daer  weijnicb  sal  coomen 
over  te  sebieten  tot  tbrouweu  ende  backen  van  vers  bier  en  een 
brood je  tot  verfrissing  van ’t  volck  der  passeerende  sebeepen,  waer 
uit  dan  comt  te  blijeken,  dat  binnen  begrip  der  Caapsen  bouw 
jaerlicx  niet  soo  veel  coorns  als  tot  haer  selffs  onderbout  van  nooden 
sij  sal  eonnen  gewonnen  werden,  maer  sal  voortaen  nootsakelijek 
alle  jaren  met  ten  minsten  vijftigb  lasten  rijs  van  buijten  moeten 
versorgt  ende  gespijst  werden. 

Buijten  gernelte  landerien  soo  sijn  omtrent  tfort  bier  ende  daer 
eenige  bequame  plaetsies  tot  tuijnen  aen  de  vrije  luijden  uitge- 
geven,  boven  twee  thuijnen  der  E.  Comp’'"  daervan  den  grootsten 
ter  sij  den  aebter  tfort  legt,  begrijpende  omtrent  21  morgen  lants, 
en  die  men  des  noodich  sijnde  achteruijt,  als  ist  juist  niet  op  eene 
rechte  roijinge  als  die  nu  street^  vrij  met  eenige  noch  goede 
stucken  soude  eonnen  vergrooten,  dandere  legt  onder  den  wint- 
bergb,  int  Caaps-bouw  begrip,  groot  ongevaer  3 a 4 morgen,  in 
weleke  tbuinen  allerbande  moescruijden  ende  aertvruchten  tot 
genoechsame  ververssinge  voor  UEd.  aldaer  remorerendo  als  been 
ende  weder  passerende  dienaren  can  gesaijt  ende  gewonnen  werden, 
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boven  d’  aenplantinge  van  alderbande  vruchtboomen,  waervan 
onder  deselve  den  olijff,  limoen  en  druijif  haer  van  apparantie, 
om  daer  te  eunnen  voortgeteelt  werden  vertoonen,  wanneer  bij 
goeden  uijtslagb  desselffs  daertoe  alomme  lants  genoegb  soo  int 
hangen  van  ’t  gebergte,  daalen,  ende  tusschen  steenen  alwaer 
juijst  de  ploegh  niet  gebruickt  can  werden,  te  vinden  sal 

Weijde  voor  ’t  beestiael  sal  meede  in  den  droogen  lijt  binnen 
gemelte  begrip  als  om  ende  aen  ’t  fort  coomen  te  manckeeren, 
doordien  de  beste  weijden  tot  den  bouw  gebroocken  sijn,  sulcx 
alsnu  de  ploegh  ende  melckbeesten  tot  schapen  toe  daer  dienst 
ende  genoth  van  willen  hebben,  boven  dat  se  altijt  noch  op  de 
beste  weijplaetsen  gedreeven  werden,  geduirigh  met  saet  caff  ende 
coolsbladen  moeten  gevoert  ende  bij  ’t  vlees  gehouden  werden, 
sijnde  de  reste  voorts  soo  mager  ende  dor,  dat  veel  in ’t  velt  ende 
de  coralen  neer  storten,  waer  over  als  aen  de  scheepen  verstrect 
werden  bet  slacbten  qualick  waert  sijn. 

Aldaer  waren  bij  de  E.  Comp‘®  noch  in  voorraet  soo  tot  den 
aenteelt  als  tot  verstreckinge  der  passerende  scheepen,  buijten 
ploegh-,  treck-  ende  melkbeesten  ongevaer  vier  hondert  stucks 
beesten  en  stijff  soo  veel  schapen,  dan  de  schapen  die  op ’t  Robben 
Eijlant  loopen  ende  weijden,  tieren  daer  soo  uijttermaten  wel,  dat 
een  derselver  beeter  als  een  der  gemeene  beesten  als  geseijt  bij 
den  droogen  tijt  is,  soo  stonden  mede  alle  dage  volgens ’t  voor- 
geeven  der  Hottentos  ende  de  daertoe  verthoonende  blijken  uijt  het 
land  noch  vrij  een  goede  qnantiteijt  beesten  ende  sohaapen  om  te 
ruijlen  aengebracht  te  werden,  dat  een  goede  sake  sal  sijn. 

’t  Oorael  ende  stallinge  voor  ’s  Comp'®  vhee  buijten ’t  eleene 
achter ’t  fort  als  sal  worden  gesegt  gelegen,  is  begreepen  omtrent 
midden  in  de  bouwin~e  aen ’s  Comp'®®  cooren  ende  dorsch  schuur, 
sijnde  te  samen  nieu  ende  hecht  van  sware  paggeringh  en  plancken 
seer  bequaem  gemaect  ende  versorght. 

Met  den  aenfoeck  van  jonge  paerden  begint  daermede  seer  wel 
te  slagen,  sijnde  daer  al  van  negen  merrien  die  onder  22  paerden 
successive  van  Battavia  gecomen  vijftien  stucx  aengewonnen  als 
drie  van  3 jaren,  vier  van  jaer  ende  acht  van  een  halff  jaer 
sulcx  men  daeruijt  ponder  quade  toevallen  in  omtrent  de  twee 
jaren  twintich  bequame  ruijter  paerden  sal  sadelen  ende  ter  wacht 
brengen  connen. 

Tot  stallinge  van  gemelte  paerden  waren ’s  Comp®  twee  aen  den 
anderen  staende  oude  steenovens  voorts  opgehaelt  ende  met  tichgels 
gedect  ende  doorgaens  met  een  goede  solderinge  beleijt,  tot 
bergingh  van  granen  als  anders,  waerin  bequamelick  dertich 
paerden  conden  gestalt  werden. 

Soo  was  mede ’s  Comp'®®  coornmolen  die  rondom  van  steen  opge- 
metselt  ende  met  tichgels  gedect  is,  staende  over  een  der  verse 
waterspruiten  van  de  rivier  daerdoor  omme  gedreeven  wort,  met 
een  doorgaende  dichte,  hechte  solderinge  tot  bergen  van  coorns 
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belegt,  vanwaer  divers  aff  opt  strant  aen  de  duijnties  tot  berginge 
van  ’s  Comp'“  sware  cabeltouwen  aldaer  gesonden  om  bij  verle- 
gentheijt  aen  een  der  te  passeren  retourscheepen  te  verstrscken, 
was  een  bequame  houte  loots  met  riet  gedect  opgeslagen,  die  bij 
continuatie  daer  teeniger  tijt  tot  voorcoominge  van  brant  als 
andersints  wel  van  steen  sal  dienen  gemaect,  olf  wel  anderwaerts 
begreepen  te  werden. 

Tot  stallinge  ende  verseeckeringe  der  beesten  ende  scbapen  die 
bij  ’t  fort  gebouden  werden  tot  verstreckinge  aen  de  sobeepen  als 
andersints,  ende  des  daegs  nevens  de  paerden  onder  den  Leeuwen- 
bergb  ende  in  de  cloofP  tusseben  de  Tafelbergb  weijden,  is  mede 
een  bequaem  corael  met  een  stallingb,  die  eerst  teenemael  van 
plancken  opgemaect  ende  met  riet  gedect  vernieut  is,  acbter 
tegens  de  gracbt  van ’t  fort  met  een  sware  paggeringb  ombeijnt 
begreepen,  waer  acbter  teegens  aencomt  de  plaetse  daer  men  de 
dooden  begraeft,  leggende  teenemael  open,  waerover  de  doode 
licbgamen  der  begravene  somwijlen  door  de  jackbalsen  ende 
leeuwen  uijt  de  aerde  opgecrapt  ende  verscbeurt  werden,  sulx  d’ 
E.  Rietbeeck  voorneemens  bleefi  bij  tijt  ende  geleegentbeijt 
gemelte  begraeffenis  plaetse  met  een  becbte  paggeringb  tot  bnij  ten 
bouden  van  dat  verslindent  gediert  te  laten  besluijten. 

Wat  nu  aengaet  de  Colonie  die  bebbe  gevonden  daer  al  fijn  toe 
te  neemen,  waertoe  vrij  gebolpen  beeft  dat  UEd"  aen  deselve  beb- 
ben  gelieven  toe  te  staen  de  vrije  jacbt  van  scbieten,  vissen,  aen 
de  scbeepen  te  bandelen  als  des  meer,  bet  ware  te  wenscben  men 
den  lantbouwer  daermede  met  genoecbsame  lijfieijgenen  conde 
version,  om  daerdoor  voor  te  coomen  ’t  groot  loon  dat  sij  nu  aen 
de  Nederlantse  knecbts  moeten  geven,  waeronder  blijven  smuoren 
ende  alsoo  de  verboopte  winsten  doen  verdwijnen,  dat  in  dat  werck 
al  traegbeijt  veroorsaeot,  daar  andersints  bij  genoecbsame  lijfieij- 
genen door  baer  ongetwijfelt  wat  meer  ijvers  sonde  aengewent 
werden  om  de  recbte  vrucbten  van ’t  lant  dat  daer  nocb  te  bebou- 
wen  is,  op ’t  nauste  te  trecken,  daer  seer  veel  mede  sonde  connen 
nitgewonnen  werden,  daer  sij  bet  nu  ten  principalen  aenleggen 
ende  de  sinnen  sebarpen,  alleen  op  den  aenqueek  van  gansen, 
eenden,  boenderen,  duijven,  booter,  caes,  melck,  eijren,  broot, 
gedroogde  en  gesouten  viscb  als  alderbande  tbuijn vrucbten,  om  de 
groote  proffijten  ende  voordeelen  die  daervan  weten  te  ti’ecken, 
met ’t  solve  aen  UEd"  dienaren  der  aldaer  eoomende  ende  keerende 
scbeepen  tot  seer  boogen  prijse  te  vercoopen,  dat  baer  dan  seer 
aenmoedigt,  ende  in  getal  als  bouwinge  van  bequame  woouiugen 
meer  en  meer  sal  doen  toeneemen,  den  colonier  bestont  in  144 
sielen,  als  73  Nederlanders  manspersoonen,  12  vrouwen  ende  20 
kinderen,  als  39  lijfieijgenen,  die  baer  boventgeene  van  de  vercoop 
baers  aenqueeckens  gesegt  is  waren  ernerende  met  lantbonwerij, 
thuijnen,  vissen  aen  d’eijlanden  en  daeromtrent  te  varen  omtraen, 
sout,  viscb,  eijeren,  etc"  als  met  timmeren,  cleermaken,  boutsagen, 
steenbacken,  cappen  als  diergelijcke  meer. 
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Den  lantbouwer  besath  tot ’t  bouwen  sijner  latiderien  als  den 
aenfock  130  stucx  treck  ende  ploegh  ossen,  73  melckbeesten  ende 
62  kalveren,  boven  goede  partije  echapen  ende  verckens,  die  bij 
alle  de  Coloniers  mede  mogen  gebouden  werden,  welckers  getal 
bestont  in  ongevaer  425  scbaepen  ende  200  verckens,  waervan 
metter  tijtnaede  seer  goede  voordeelen  staen  te  trecken,  door  boven 
verbaelde  genietende  als  noch  verder  te  gemoet  siende  voordeelen, 
begon  den  Colonier  sioh  daer  vrij  beter  te  sebicken  ais  voor  deesen 
gedaen  badde,  sulcx  nu  daer  gebeel  buijten  clagen  waren,  dan 
eenelijck  dat  alsdoen  soo  veel  broot,  coorens  als  wel  begeerden 
aen ’t  fort  daerom  eoomende,  niet  conde  becoomen,  maer  dat  baer 
tselve  voor  bare  familien  gelijck  als  bij  rantsoen  toegepast  wiert, 
waerbij  baer  te  nauwer  noot  selSs  qualick  conden  sustenteeren, 
dat  voor  dese  de  passerenden  man  met  een  vers  broot je  badden 
connen  version,  daerbaer  clagten  principael  op  siet,  om ’t  missen  der 
proffijten  die  daervan  badden,  welcke  schaersbeijt  van  coorn 
ontstaet  dat  de  Cabo  desen  jare  geenrijs  van  Battavia  toegecomen 
is,  ende  als  bier  vooren  aengewesen,  sij  op  de  belft  naer  baer  van 
baren  bouw  niet  connen  voeden,  welcke  clagte  dan  int  aenstaende 
bij  ruijmer  omcoomen  van  granen  mede  staet  op  te  bouden  ende 
alsoo  metter''tijt  de  Colonie  aen  de  Caebo  eenmael  volgens  UEd'' 
oogbwitb  in  efiect  te  coomen,  etc. 

Bij  den  Commandeur  aldaer  wierden  mede  alle  debvoiren  aenge- 
went  tot  verder  ontdeckinge  van  ’t  lant  omtrent  de  Cabo  gelegen, 
ende  opsockinge  van  eenige  vaste  steeden  als  bandel,waerdoor  onder 
seeckere  te  genieten  premies  bij  ZEd.  gestelt,  voor  de  geene  die 
eenige  plaetsen  off  bandel  bij  ondersoeck  quam  op  te  doen,  soo 
badden  baer  op  12  November  A"  passado  ende  ultimo  Januarij 
deses  jaers  telckensl3  vrijwilligeliefibebbersuit  guarnisoen  aldaer 
te  landewaerts  in  begeeven,  daervan  de  eerste  iraar  69  dagen  uit 
sijns  op  20  Januarij  sonderijets  vernoomen  off  opgedaen  te  bebben 
waren  gekeert,  ende  d’  andre  maer  39  dagen  uit  sijns  op  mijn 
aenweeseus  den  11  Maert  daeraen,  welcke  laetsten  bij  een  geslacbt 
de  Managuas  genoemt  waren  geweest,  sijnde  mede  caffers,  die 
baer  omtrent  60  mijlen  noortwaerts  van  de  Cabo  ontbouden,  ende 
mede  met  weijden  van  vbee  van  deene  op  dandere  plaets  bebielpen, 
Bonder  vaste  plaetse  off  wooningen|[als,Cdaer  goede  weijde  voor 
baer  vbee  vinden,  te  bebben,  dan  gemelte  Namaguas  waxen  van 
licbgaem  vrij  grooter  ende  cloecker  als  die  omtrent  de  Cabo,  eijn 
oock  geciviliseerder  in  omgangb  ende  leeven,  voerende  voor  geweer 
lange  breedacbtige  scbilden,  van  swaer  dubbelt  leer  met  boogb 
ende  pijl,  alsmede  assagaijeu  voor  met  ijser  beslagen,  gaende  alle 
met  bereijt  leere  vellen  gedect,  die  oock  om  op  needer  te  sitten 
gebruicken,  waren  om  den  middel,  hals  armen  als  in  d’ooren  ende 
hair  met  allerbande]'copere,®^isere ' als^'andere  coralen  ende  cauris 
bebangen,  welcke  coralen  seiver  weeten  te  maken  als  baer  vellen 
te  bereijden,  dragen  breede  ijvoore  scbildekens  voor  baer  scbamel- 
beijt,  baer  hooftdecten  sij  voor  de  son  met  een  plat  rent  schildeken 
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van  allerhande  gecoleurde  vederen  te  samen  geseth,  in  forme  van 
een  qiiitasol  daer  een  stoekjen  in  tmiddel  steeoken,  ende  datvoor 
int  vel,  dat  om  hebben  vastmaken,  soodat  daer  geen  moeijten  van 
te  dragen  en  bebben,  v elcke  Namaguas  baren  oppersten  eoninck 
noemden,  badde  drie  soonen  die  donse  in  baer  butties  seer  wel 
badden  ontbaelt,  oock  eenicb  vbee  om  te  eeten  gegeven,  daeren- 
boven  lieten  baer  vrouwen  singen  en  dansen  op  baer  wijse  om  se 
te  vermaken,  dan  op ’t  versoeck  van  d’  onse  aen  den  eoninck  dat 
bij  2 a 3 man  van  sijn  volok  mode  naar  de  Caab  soude  laten  gaen 
om  kennisse  met  den  Commandeur  te  maken,  als  om  de  coopman- 
sobappen  die  baer  voor  baer  vbee  als  die  quamen  verrnijlen  soude 
geeven,  soo  badde  dat  geexcuseert,  voorgevende  dat  bij  met  sijn 
volek  naert  gebergte  wilde  gaen  om  Oedasoa  te  soecken,  daer 
mede  in  oorloge  was,  om  daer  mede  te  slaen  en  wanneer  dat  gedaen 
was  off  met  baer  weder  in  vreede  quam,  dan  wilde  bij  sijn  volek 
aent  fort  senden  ende  goede  vruntsebap  onderbouden  ; van  bandel 
en  wisten  sij  gans  niet  te  seggen,  maei  wel  dat  noeb  verder  noord- 
waerts  op  andere  woonden  in  vaste  plaetsen,  die  baer  met  saijen 
ende  planten  erneerden,  daervan  groote  calebassen  badden,  die  sij 
tot  baer  water  en  melckvaten  gebruijeten,  sender  dat  iets  anders 
van  baer  meer  liadden  connen  verneemen,  waerop  weder  gekeert 
waren  als  UEd.  bij  de  aenteekeninge  op  die  lantreijse  geboudon 
ende  in  copie  nevens ’t  scbrijven  van  d’  E.  Rietbeeek  toecomende, 
gelieven  nader  te  loesen,  ende  is  te  boopen  daerdoor  int  aenstaende 
al  verder  sullen  coomen,  ende  van  tgeene  daer  te  bandelen  als 
andersints  te  doen  sal  sijn  de  reebte  kennisse  becoomende,  d’  B. 
Comp'®  alsoo  nocb  eenmael  de  geweuste  vruebten  van ’t  besitb  in 
dien  boeck  sullen  coomen  te  genieten. 

Alsoo  tot  opsoeckinge  vanteijlant  8"  Helena  Nova  tot  drie  jaren 
aen  den  anderen  van  de  Cabo  bevindingb  was  gedaen,  die  telckens 
sonder  ’t  minste  teecken  vrucbtelocs  uitgevallen  was,  soo  was 
d’  E.  Rietbeeek  in  twijffel  geweest  oft  al  geraden  was  desen  jare 
door ’t  galliotb  de  Perkietb  ten  principalen  mede  door  UEd.  ten 
dien  eijnde  daer  gesonden,  al  wederomme  besendinge  derwaerts  te 
doen,  dan  alsoo  sijn  E.  uijt  eenige  van  de  sobippers  der  retour- 
vlootb  badde  verstaen,  dat  sij  van  de  meestertimmerkneebt  van 
Battavias  rbeede  geboort  badden  dat  bij  met  de  Portugeesen  twee 
malen  aen  S‘  Helena  Nova  badde  geweest,  ende  dat  tselve  eijlant 
wel  een  beele  graet  svdjdelijcker  legt  als  de  caerte  nitwijst,  soo  was 
sijn  E vam  voornemen  geworden  andermalen  desen  jare  door 
gemelte  Parkitb  d’opsoeckinge  derselver  op  gemelte  breete  te  laten 
doen,  docb  alvorens  tselve  soude  laten  voortgaen,  soo  soude  UEd® 
berfst  scbrijvens  des  verledeu  jaers,  die  als  vooren  gesegt  daer  alle 
uijren  te  gemoet  sagb  affwacbten,  om  te  sien  off  UEd.  met  de 
voorgevallene  veranderinge  in  de  Engelse  regeringe  tsij  dienaen- 
gaende  off  wel  andersints  niet ’t  een  off ’t  anderals  van  ’tgebruijck 
vetu  ’t  galliotb  quamen  te  ordonneren,  om  alsdan  sicb  naer 
gelegentbeijt  van  vooryal  ende  den  dienst  der  E.  Comp'®  soude 
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comen  te  vereijssen,  te  reguleren.  Ondertusschen  om ’t  galliots 
volck  daer  niet  vruchteloos  te  bond  on  leggen,  hebbe  sijnEd.  mede 
acbtervolgens  XJEd.  wel  gegeven  ordre  op ’t  serieuste  gerecom- 
mandeert,  d’  solve  gestadigb  tot  tvissen  na  de  verlooren  anckers 
ter  rbeede  van  de  Tafelbbaij  te  bouden,  oock  bij  alle  oceasien  dat 
werek  door  alle  mogelicke  middelen  te  bebartigen,  elsoo  de  rbeede 
door  de  veelvuldige  anckers  die  daer  van  tijt  tot  tijt  sijn  blijven 
staen  gebeel  onclaer  is  geworden,  opdat  daerdoor  teeniger  tijt 
dat  God  de  Heere  genadelick  wil  verboeden,  geenige  van  UEd® 
scbeepen  soodanigen  ongeval  over  en  coome,  als  ‘t  Franse  scbip 
de  Maricbal  in  Mai  jo  anno  verleden,  daerdoor  aldaer  aengetroffen 
beeft,  die  daerenboven  daermede  3 anckers  waervan  maer  eenen 
nocb  weder  gevist  was,  badde  laten  staen,  sulcx  men  qualick  een 
touw  aan  ’t  scbeep  balen  dat  niet  scbaaloos  gevijlt  is,  als  nu  solver 
met ’t  scbip ’t  Wapen  van  Amsterdam  met  scbade  van  een  swaer 
touw  bebben  ondervonden. 

Ten  jongsten  mede  naer  gesien  bebbende  de  Caapse  negotie  als 
soldi]  boekjes,  die  wel  ende  naer  bebooren  bevonden  bebbe  gebou- 
den  wierden,  alsmede  dat  door  den  E.  Comraandeur  Rietbeeck 
desselffs  suppousten  alsints  naer  eijscb  van  UEd.  dienst  tot  bare 
scbuldige  plicbten  ende  debvoiren  was  boudende,  den  Colonier  de 
bant  biedende,als  allentbalven  UEd.  wel  gegeven  ordres  tot  bereijck 
derselver  oogbmerck  in  de  voortsettinge  des  Caapsen  stant  sijn 
E.  toebetrout,  met  alle  mogelioken  ijver  ende  getrouwigbeijt  was 
aebtervolgende  ende  waernemende,  soo  bebbe  sijn  E.  op  mijn 
vertreck  vandaer  niet  senders  anders  weeten  te  reeommandeeren, 
als  daer  bij  ten  waren  dienst  Uwer  Ed®  als  sijn  scbuldige  plicbt  te 
willea  blijven  continueeren,  ende  inmiddels  dat  UEd.  meermalen 
gerepeteerde  nader  advijsen  ende  ordres  te  gemoet  bleetf  sien, 
sicb  naer  de  volgende  memorie  die  sijn  E.  aldaer  gelateu  bebbe  te 
reguleren. 
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Memorie  voor  den  E.  Commandeur  Joan  van  Rietbeeck 
tot  desselffs  naerricbtinge  ter  tijt  nader  ordre  onser 
Ed.  Heeren  Majores  off  van  Battavia  bekomt. 

De  visite  voor  soo  veele  den  tijt  ende  de  gelegentbeijt  toege- 
laten  beeft  bij  mij  albier  gedaen  sijnde,  alsmede  geresumeert  de 
successive  ordres  door  d’  Ed.  Heeren  Majores  uit ’t  patria  gesonden 
als  door  d’  E.  Raat  ende  Commissaris  P.  Stertbemius  op  verleeden 
jare  na  gedane  visite  UEd.  tot  naerricbtinge  int  bevorderen  ende 
voortsetten  barer  Ed.  staat  ende  nieuwe  Colonie  met  den  aencleven 
van  dien  gelaten,  bevinde  UE.  sicb  conform  gemelte  ordres  gedra- 
gen  ende  de  vereijste  sorgen  ende  debvoiren  allentbalven  tot 
voortsettinge  van  den  Caapsen  Staet,  bouwingb,  bandel  ende 
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aenteelt  van  vhee  ende  vrucliten  geeontribueert  ende  toegebracbt 
hebt,  sulcx  tot  deselve  niet  wete  te  voegen  dan  eerstelick  tJEd  te 
:i  ecommanderen,  daerbij  als  nocli  tot  baer  Ed°  nader  ordre  die 
dagelicx  met  de  verschijninge  def  verleden  jaerse  herfst  scbeepen 
hebt  te  gemoet  te  sien  te  continueren. 

Ende  gemerckt  althans  ondervonden  wert,  door  de  steen  als 
verdere  onbequaemheijt  vant  Caapse  lant,  binnen  den  begreepen 
cirkel  leggende,  baer  Ed.  dienaren,  Coloniers  met  hare  familien 
ende  aencleven  van  vbee  als  des  meer,  op  verre  naer  niet  nit  den 
lantbonw  sullen  eonnen  werden  gevoet,  maer  nootsakelick  jaerlicx 
van  Battavia  of  wel  van  Madagascar  voortaen  met  rijs  sullen 
moeten  versorgt  werden,  off  wel  andersints  soodanigh  als  baer 
Ed.  tsijner  tijt  hierop  sullen  gelieven  te  ordonneren,  soo  blijft 
TJEd.  inmiddels  mede  opt  serieuste  gerecommandeert,  tcoorn,  meel 
ende  verdere  provisien,  die  TJEd.  altbans  in  voorraet  hebt,  ende 
noeb  staen  in  te  coomec,  die  deesen  jaretot  scaapsbeboeff  op  verre 
naer  niet  toe  sullen  eonnen  strecken,  eobter  soo  veele  te  mesna- 
gieeren  ende  uit  te  reoken  als  iramers  doenelick  sal  sijn,  om  bet 
lichten  van  hart  broot  uit  de  bier  uit ’t  Patria  aencomende  scbeepen 
tot  supplement  van  TIE.  gebreck  soo  veele  immers  mogelick  sal 
sijn  te  excuseeren,  alsoo  baer  Ed"  op  Battavia  jaerlicx  om  hart 
broot  voor  de  retourvlootb  ten  boogsten  benodigt  blij  ven  als  voor 
de  selve  om  veele  redenen  ten  boogsten  vereijssende. 

Alsoo  bare  meer  wel  gemelte  Ed"  uit  Patria  een  gallioth  voor 
de  Cabo,  om  daer  den  meesten  dienst  sal  coomen  te  vereijsseben 
gesonden  om  gebruict  te  worden,  als  onder  auderen  om  daermede 
een  keer  tot  opsoeckinge  van  S*  Helena  iMova  te  doen,  dat  nu 
jongst  op  verleden  jare  voor  de  derde  mael  door ’t  fluijtje  Loenen 
is  ondernomen  geweest,  dan  de  minste  teeckens  van  gemelte 
eijlant  niet  gevonden,  doch  geletb  hoe  althans  bij  eenige  sebippers 
op  de  retourvloot  gesegt  wert,  op  Battavia  van  den  mr.  timmer- 
kneebt  van  de  rheede  aldaer,  twee  malenmetde  Portugeesen  sonde 
aengeweest  sijn,  verstaen  te  bebben  dat  gemelte  S‘  Helena  Nova 
wel  een  graet  suidelicker  legt  als  de  caerten  uitwijsen,  soo  soude 
goet  vinden,  onaengesien  gemelte  gallioth  althans  tot  nader 
opsoeckinge  van  dat  eijlant  op  gemelde  breete  wel  buijten  verletb 
can  gebruict  werden,  daermede  echter  aff  to  wachten  tot  baer  Ed. 
scbrijvens,  die  als  geseijt  alle  uijren  metlieffte  gemoet  siet,  om  off 
bij  d’  berstellinge  van  Coningb  Carol  int  Engelse  rijek  de  saken 
aldaer  een  anderen  ploij  hadden  genomen,  voornamentlijek 
omtrent  out  S*  Helena,  door  die  natie  ten  tijde  der  protectorse 
regeringe  in  besitb  genomen  om  alsdan  op  die  nader  ondersoeo- 
kinge  volgens  te  beeomene  ordre  off  wel  andersints  naer  eijscb  en 
bevindinge  derselver  gebandelt  te  werden  etc"' 

Inmiddels  om  ’t  galliotbs  volck  niet  leedigb  te  houden,  sal  ten 
boogsten  noodigb  sijn,  alsmede  bij  alle  voorvallende  occasion  HE. 
in  gedaebten  bout,  deselve  naer  de  verlooren  anckers  in  dese  bhaij 
staende,  met  alle  mogelicken  ijver  onder  de  daerop  gestelde  premie 
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laet  vissclien,  alsoo  de  rheede  door  de  veelvuldige  anckers,  die  daer 
van  tijt  tot  tijt  in  sijn  blijven  staen,  geheel  onsuijver  is  geworden, 
ende  te  duchten  sij  d’  E.  Comp'®  teeniger  tijt  daerdoor  wel  eenioh 
ongeluck  aen  hare  costelicke  scheepen  sonde  eonnen  toebrengen, 
dat  de  Heere  wil  verhoeden. 

Booven  ’t  cruijssen  met  cleen  vaertuijgh  op  de  jaerlicse  bier 
van  Battavia  te  verscbijnen  retourvloothe,  soo  sal ’t  nodicb  weesen 
UEd.  voor  ’t  aenstaende  jaer  weeder  een  secreet  seijn  beraemt, 
ende  haer  Ed.  op  Battavia  tijdicb  laet  toecomen  als  verleden  jaere 
gescbiet  sij,  en  aengesien  de  saken  met  de  veranderinge  van 
regeringe  in  Engelant  op  een  anderen  goeden  voet  scbijnt  gebracht 
te  sijn,  soo  sal  tselve  om  verscbeijden  redenen  ecbter  tot  baer  UEd. 
nader  ordre  dienen  geoontinueert  te  v?erden  tot  groote  gerustbeijt 
der  te  verscbijnen  coomende  vlooten  als  andersints. 

De  aenfock  van  jonge  paerden  begint  bier  al  vrij  wel  te  slagen, 
sulcx  deselve  met  alle  mogelicke  middelen  sal  dienen  vervolgt  ende 
in  aebtinge  gebouden  te  werden,  om  vooreerst ’t  gemeende  getal 
van  twinticb  stucx  goede  ruijter  paerden  daeruijt  te  eonnen  vinden, 
waer  met  vertrouwt  wert  den  Caapsen  buijten  bouw  soo  der  E. 
Comp'®  als  der  vrije  Coloniers  met  baer  baeff  en  vbee  genoeebsaem 
voor  alle  Hottentotse  gewelden  ende  dietfstal  sal  eonnen  besebermt 
ende  dienvolgende  de  andere  buijten  waehters  ingetrocken  en  alsoo 
eenmael  tgroot  guarnisoen  der  Cabo  vermindert  werden. 

UE.  voorsorge  blijft  vereijst  over  de  verder  voortplantinge  van 
de  druijff,  limoen  ende  olijffboom,  die  baer  boven  dandere  vruebt- 
boomen  van  seer  goede  apparentien  vertoonen,  van  weeligen  tier, 
alsmede  over  de  begonnen  levendige  beijningb  van  ’t  wilt  (Jaaps 
geboomte  aen  teijnde  buijten  om  de  Caapse  bouwlanden  geplant 
om  daer  eenigb  stock  uijt  moebte  gegaen  sijn,  of  meer  aenplan- 
tingen  vereijssen,  te  vorderen,  als  een  dienstieb  work  sijnde  voor 
de  bevrijdinge  ende  weebdrij  vinge  van ’t  vbee. 

Ten  jongsten  de  voortsettinge  deser  Colonie  blijft  UEd.  door 
alle  mogelicke  middelen  te  bevorderen  nocbmaels  gerecomman- 
deert,  en  waertoe  veel  sal  he! pen  UEd.  den  lantbouw  als  dandere 
Colonies  in  alles  mogelick  de  bebulpsame  bant  blijft  biedende, 
als  deesen  jare  gescbiet  sij,  waerdoor  d’  solve  al  buijten  clagen  als 
voor  desen  veel  tijts  is  voorgevallen,  gebraebt  sijn,  dit  dan  sijnde 
alle ’t  geene  ick  UEd.  voor  alsnu  weete  in  aebtinge  te  geeven  ende 
voor  te  scbrijven,  blijvende  de  verdere  directie  ende  voorvallen 
van  saken  over ’s  Comp'®"  staat  albier  aen  de  Cabo  als  UEd.  toe- 
vertrout  sijnde,  ende  ons  in  eonnen  rusten  bevoolen  ende  blijft 
naer  groete  tsebut  des  Alderboogsten  in  genade  gerecommandeert. 

In ’t  fort  de  (doede  Hoope,  desen  11"  Maert  A"  1661  etc. 


1661. 
4en  J ulij . 


Van  welcke  voornstaende  memorie  als  ’tgeene  verder  aen  de 
Cabo  ondervonden,  ende  tot  daertoe  in  de  vlootb  voorgevallen  sij, 
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4en  Julij. 


hebbe  ick  baer  Ed.  op  Battavia  d’  afischriften  nevens  mijn 
scbrijvens  onder  voortbestellinge  van  d’  E.  Rietbeeck  toegesondeii. 

Voornstaende  dan  sijnde  tgeene  bij  mij  in  ’t  vi&iteeren  van 
UEd.  staet  ende  bedrijff  aen  de  Cabo  de  Goede  Hoope  ondervon- 
den  ende  verricbt  sij,  willen  verboopen  UEd.  int  selve  genoegen 
bullen  neemen  op  welck  vertrouwen. 

Edele,  erntfeste,  boogbaebtbare,  welwijse,  voorsinige,  seer 
bescbeijden  Heeren,  mijne  Heeren,  deese  naer  mijne  reverente 
gebiedenisse  in  UEd.  gonste  sullen  besluiten  met  beede  tot  God 
den  mildtrijcken  Geever  aller  goeden  bij  U‘“  staet  aen  de 
Cabo  als  in  India  allentbalven,  meer  en  meer  met  victorien  over 
bare  vijanden,  uitbreijdiuge  van  florisanten  bandel  met  een  voile 
maet  van  seegeningen  gelieve  te  overstorten  ende  croonen  dat  van 
berten  wenst 


UEd™  dienstscbuldigen,  trouveerdigen  ende  gebeelen 
dienaer, 

(Get.)  Andries  Frisius. 


In  Amsterdam,  den  4 Julij  1661. 


319 


EEPOET  OF  COMMI8SIOi\EE  EYCKLOFF 
VAN  OOENS. 


To  the  Lords  Seventeen  in  Session  at  Middelburgh. 

“ Having  left  the  Vlie  on  the  22nd  November  last  year,  we 
called  at  St.  Vincent  with  the  ships  Orangien  and  Malacca  in  order 
to  repair  the  latter’s  rudder.  Ijeft  again  on  the  28th  December 
and  arrived  at  the  Cape  on  the  17th  and  18th  (?)  having  only  lost 
two  men,  the  rest  being  all  well.  The  Malacca  only  sailed  to  the 
37th  degree  S.,  but  we,  in  order  to  fall  in  with  the  W.  wind,  to 
the  40th  degree,  where  we  were  so  beset  with  icebergs  that  we  did 
our  best  to  make  for  the  north  in  order  to  avoid  the  dangers 
surrounding  us.  This  was  in  the  middle  of  February,  a month 
in  which,  according  to  natural  judgment,  the  climate  there  should 
have  been  as  temperate  as  that  of  Spain  in  August,  so  that  one’s 
reason  stands  quite  still  here.  The  first  iceberg  we  saw  was  in  the 
night  of  the  23rd,  when  we  were  in  lat.  40°  9',  rapidly  sailing  at 
the  rate  of  48  nautical  miles  per  24  hours  with  a backstay  breeze 
(backslaege  windt)  ; our  longitude  was  on  an  average  10°  24'. 
About  midnight  we  found  ourselves  hardly  two  miles  from  a high 
island,  near  which  we  sailed  to  and  fro  until  daylight,  in  order  to 
reconnoitre  it  thoroughly,  as  we  could  not  believe  that  it  was  the 

island  Diego  Alvarez In  thus  keeping  on  and  off  the  said 

iceberg  revealed  itself  as  a barren  rock,  hardly  a mile  away  from 
us,  which  in  the  dark  night  was  a frightful  sight,  as  we  did  not 
know  in  which  direction  to  turn.  At  daylight  more  icebergs  were 
seen  on  both  sides  of  us,  and  as  we  had  no  idea  of  ice,  fear  made 
us  believe  that  they  were  all  rocks,  until  the  very  large  number 
and  the  clear  sunlight  revealed  the  truth.  I have  mentioned  this 
matter  very  fully,  that  by  your  care  the  position  of  the  island  may 
be  rectified  on  the  chart,  unless  there  be  at  that  distance  another 
island 

According  to  your  orders  and  the  special  Commission  entrusted 
to  us,  we  have  inspected  affairs  here,  as  far  as  time  permitted  me. 
In  order  to  do  it  well,  I carefully  perused  your  successive 
orders  to  the  commander,  as  well  as  all  his  suggestions  and  your 
replies,  and  acted  as  you  will  be  pleased  to  observe  from  what 
follows  as  my  report. 


1657. 

16th  April 
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16  th  A pril. 


It  is  not  necessary  to  refer  to  the  reasons  which  induced  you  to 
fortify  this  place,  so  that  I shall  only  speak  of  my  experience  and 
whatever  I have  redressed  in  accordance  with  your  purpose. 

I considered  it  on  my  arrival  my  first  duty  to  make  a thorough 
inspection  of  the  surrourding  country,  and  have  the  whole 
charted  by  a person  -with  some  experience  in  land  surveying,  as 
perfectly  as  practicable;  nevertheless  through  want  of  a good 
land-surveyor  it  is  not  what  I desired  it  to  be.  However,  the 
level  valley  marked  with  the  letter  A,  is  perfectly  correct  in  its 
distance.  At  its  narrowest,  from  the  one  bay  to  the  other,  it  is 
exactly  5,125  Ehineland  roods,  or  fully  2|  Grerman  or  Dutch  miles 
broad,  according  to  the  perfect  measure  observed  by  the  Magistrate 
(de  Heer  Scheepen)  Jan  Blaeuw  in  his  Atlas  in  the  Chart  of 
Holland.  Ere  this  I estimated  with  Dirck  Q-erritsz  and  other 
experienced  skippers  this  neck  at  about  3 miles  roughly  viewed,  and 
also  submitted  to  the  Govern  or- General  and  Councillors  of  India,  that 
in  course  of  time  it  might  be  cut  through,  so  that  at  once  the  Cape 
might  be  converted  into  an  island ; with  the  hope  that  the  sea 
during  the  N.W.  monsoon  would  not  only  keep  the  cutting  open, 
but  that  if  successful,  it  might  be  gradually  so  deepened  and 
widened,  that  even  ships  might  pass  through  it  and  anchor  inside. 
This  proposal  was  at  the  time  approved  of  as  good  by  all  the  chief 
officers  of  the  fleet  which  I had  the  honour  to  command.  After- 
wards it  was  again  considered  impracticable  by  others,  because  of 
the  magnitude  of  the  work  and  the  excessive  cost  connected  with 
it.  This  proposal  however  is  still  the  only  means  (?  of  keeping  the 
Hottentoos  out),  unless  the  whole  distance  be  fortified  with 
entrenchments,  ravelins,  and  not  less  than  15  redoubts,  if  your 
object  is  to  be  attained.  Having  carefully  investigated^  and  con- 
sidered the  whole  matter  I believe  that  the  cutting  will  be  the 
least  expensive  and  the  best,  in  order  to  have  a perfectly  free 
dominion  here  without  burdening  the  garrison,  which  might 
complete  the  work  without  burdening  the  Company  (unless  it  is 
desired  to  prevent  the  wearing  out  of  shovels  and  spades)  in  a very 
short  time,  for  the  place  now  beaconed  off  by  us  in  roods  is  a 
suitable  low  land  similar  to  the  flat  fields  in  Holland,  or  the  canal 
to  be  made  between  Haarlem  and  Leyden  from  the  one  sea  to  the 
other.  The  soil  is  clayish  white  sand,  or  sand  mixed  with  earth, 
in  some  places  more  sandy  and  in  others  more  earthy  which  is 
easily  worked  with  a spade.  The  sergeant  here,  who  for  a long 
while  belonged  to  the  army  under  the  Prince  of  Orange,  and  under- 
stands digging  and  delving  wonderfully  well,  (and  has  therefore 
accompanied  me  ever}*  where)  is  prepared  to  make  the  canal  with 
70  diggers  within  three  months,  twelve  feet  broad  and  6 feet  deep, 
calculating  a rood  square  daily  for  each  delver,  which  one  man  can 
do  easily  here,  W^ere  I (to  remain)  here,  I would  undertake,  if 
the  necessary  tools  be  at  hand,  to  ^ish  the  whole  work  in  two 
months  with  the  crews  of  the  Orangien,  Malacca,  and  Phcenix, 
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without  the  two  latter  having  lain  here  longer  than  a fortnight, 
80  that  the  objections  hitherto  raised  cannot  come  into  consideration 
for  hindering  it  in  any  way,  for  the  work  having  now  been 
inspected  with  more  attention  by  myself  and  others  experienced  in 
such  matters,  and  the  constitution  of  it  having  been  better  observed 
(than  time  permitted  last)  it  was  found  that  both  the  banks  and 
the  bottoms  (gront)  of  the  bays  are  covered  with  soft  sandy  downs 
or  drift  sands,  just  like  the  outer  coasts  of  Holland  and  many 
beaches  of  the  Zealand  Islands,  by  which  (sands)  the  strong  flowing 
Rhine  at  Catwyck  had  ere  this  been  blocked,  after  its  power  had 
apparently  been  diminished  by  its  manifold  branches.  The  same 
was  to  be  greatly  feared  here  also  in  False  Bay,  which  in  the  dry 
season  lies  quite  open  to  the  S.  Easter,  which  has  also  on  that  side 
spread  out  the  downs  from  2 to  14  hundred  roods ; but  the  place 
where  the  isthmus  is  the  narrowest  and  we  have  placed  our  beacons, 
is  altogether  without  downs,  the  few  that  are  there  being  very  low 
and  not  covering  more  than  80  roods  from  the  seashore  and 
accordingly  easily  dug  through.  In  my  opinion  therefore  a trial 
might  be  made  with  these  hundred  roods,  more  or  less ; but  against 
this  there  is  the  very  greatest  objection  and  a very  real  danger 
that  Table  Bay  may  be  spoilt,  for  when  the  opening  has  been 
made  in  the  N.W.  season  a very  large  rent  might  be  tho  result, 
through  which  the  soil  would  be  carried  and  deposited  in 
False  Bay ; whilst  during  the  S.E.  monsoon,  which  lasts 
eight  months  (four  of  which  are  very  severe)  the  sand  would 
probably  be  carried  back  into  Table  Bay  so  vehemently  that  the 
latter  would  in  consequence  become  totally  unflt  for  our  ships,  for 
which  there  is  no  other  harbour  here  except  Saldanha  Bay,  which 
is  too  far  away,  and  would  not  suit  your  purpose. 

Ere  this  the  Hout  bay  has  been  commended  to  you,  but  this  has 
been  done  without  judgment  and  with  little  observation,  as  in  my 
opinion,  after  having  personally  inspected  it,  it  will  cost  as  many 
ships  as  will  attempt  to  save  themselves  there. 

All  the  difficulties  in  the  way  of  the  canal  having  been  laid 
before  you,  we  now  come  to  the  fortifications,  which  will  entail 
the  burden  of  a larger  garrison  and  other  objections  (insichten). 
These  entrenchments,  ravelins  and  redoubts  would  cover  a distance 
of  not  less  than  6,800  roods,  as  is  pointed  out  in  the  aforesaid 
chart,  but  you  need  not  be  startled  so  much  at  the  great  distance, 
the  proposal  seeming  to  appear  a huge  hugbear,  but  should  you  be 
pleased  to  decide  on  a larger  garrison  or  a few  more  soldiers, 
the  work  will  in  time  adjust  itself  properly,  as  it  matters  little 
whether  the  work  be  made  now  or  two  years  hence.  Commander 
Riebeeck  thinks  that  the  cutting  need  not  be  wider  than  10  feet. 
I however  am  of  opinion  that  at  the  top  at  least  it  should  be  16 
feet,  as  a strong  man  could  easily  jump  across  10  feet,  especially 
these  Hottentoos  who  run  and  jump  well,  but  cannot  very  well 
swim.  The  appearance  of  the  entrenchment  is  accurately  shown 

VoU  IX.  X 


(657. 

16th  April. 


322 


1667. 

16th  April. 


on  the  chart.  Pifteen  redoubts  and  more  than  100  ravelins  are 
seen  on  it,  14  among  them  with  watch  houses,  which  with  the 
redoubts  would  require  44  iron  pieces  of  artillery,  viz.,  two  on 
each  redoubt  and  one  on  each  watch  house  and  of  such  calibre  as 
you  may  deem  netsessary  for  the  distance.  The  soldiers  required 
on  them  during  the  night  could  not  be  less  than  66  or  76,  in  order 
to  defend  the  15  redoubts  and  make  their  rounds  between.  These 
having  lost  their  night’s  rest,  would  not  be  very  fit  for  much  other 
work  (during  the  day),  such  as  has  already  been  brought  to  a good 
state  here. 

Having  pointed  out  to  you  the  two  methods,  you  may  now  in 
your  prudence  give  such  orders  as  you  may  deem  best  for  the 
benefit  of  the  Company.  In  my  opinion  I consider  the  fortifica- 
tion  iitside  along  the  downs  to  be  the  best,  in  order  to  avoid  the 
dangers  to  which  the  bays  may  be  exposed,  and  also  because  the 
canal  in  the  downs  is  not  conducted  to  the  sea,  so  that  it  is  not 
exposed  to  the  danger  of  being  continually  choked  with  drift  sand, 
and  the  more  so  as  two  large  marshes  come  in  very  conveniently 
here,  besides  many  suitably  placed  rivers. 

Ere  this  it  was  proposed  to  build  a redoubt  on  the  neck,  but 
whether  two,  three,  or  even  six  be  built,  they  would  be  as  nothing 
on  account  of  the  swift-footedness  of  the  natives  as  well  as  the 
great  distances  between  them;  and  to  cover  the  lands  in  all 
directions  with  watch  houses,  without  making  the  entrenchments, 
an  endless  number  would  be  required,  for  the  proposed  redoubt 
and  watch  houses  requested  by  Commander  van  Hiebeeck  that  you 
should  make,  can  have  no  further  use  than  protecting  the  lands 
that  are  near  them,  and  only  command  the  fields  of  those  biu’ghers 
who  have  divided  themselves  into  two  parties  (rotten).  _ 

Whether  necessity  will  force  u«  to  this  cutting  and  fortification, 
or  whether  other  means  may  be  available, _ the  Commander 
Itiebeeek  has  in  various  letters  explained  the  whole  to  you,  which 
is  also  briefly  embodied  in  this,  viz.,  that  the  brutal  and  bestial 
nature  of  the  natives  of  this  Cape  (hoeck)  (known  as  Berrys 
Caapmen,  Black  Captain’s  and  Great  Captaiu’s  hordes)  never  leave 
us  in  peace,  or  can  be  pacified  in  any  manner,  as  they  con- 
sider this  promontory  their  country,  having  already  shown  their 
displeasure  at  our  farming  pursuits;  some  of  them  asking  me 
where  their  cattle  would  find  their  food  if  we  annex  the  best  lands.'' 
Hitherto  they  have  dwelt  in  friendship  with  us,  but  avail  them- 
selves of  our  presence  in  order  to  create  awe  among  the  Saldanhars, 
whom  they  keep  away  from  this  Cape  with  deceit  and  violence. 
Iheir  own  cattle  they  will  not  sell  to  us,  being  already  sufficiently 
supplied  with  our  wares.  They  would  rather  steal  ours,  but 
in  order  to  realize  your  object,  we  shall  very  much  at  the  proper, 
yea,  in  a short  time  require  this  Cape,  especially  now  that  we  find 
that  the  salting  of  meat  will  be  fairly  successful,  lo  live  with 
them  in  friendship,  and  hold  equal  possessions  with  them,  is,  on 
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account  of  their  maliciousness,  impossible.  To  employ  them  all  in 
our  service,  is,  on  account  of  their  great  numbers  and  malignity, 
impracticable.  To  remove  them  by  violence  seems  unreasonable, 
because  this  could  not  be  done  without  the  danger  of  shedding  the 
blood  of  some  of  them.  Nor  AV'ordd  we  be  able  to  make  such  out- 
side entrenchments  that  would  prevent  some  of  them  from  not 
escaping,  who  would  make  us  hateful  everywhere  inland  as  well  as 
persecute  us.  For  many  promising  prospects  this  is  of 
serious  moment  to  us ; as  the  necessities  of  your  affairs  seem 
to  require  this  Avhole  region  (oort)  for  our  needs,  as  well  as  the 
friendship  of  the  Saldanhars,  for  when  the  good  corn  lands  have 
been  ploughed  and  sown,  not  much  pasture  grounds  will  be  left 
for  our  cattle,  so  that  these  matters  certainly  require  good  council 
and  Avise  consideration.  I remember  that  our  people,  some  years 
ago,  took  off  from  the  Island  Engano,  situated  40  miles  beyond 
the  Straits  of  Sunda,  more  than  160  persons,  in  order  to  civilize 
(policieeren)  them  and  imbue  them  with  our  morals  and  religion. 
Not  one  of  them  was  kept  as  a slave,  but  all  were  properly 
treated  on  equal  terms  with  our  own  people,  who  taught  them  the 
trades  of  carpenters,  masons,  smiths^  &c.  If  this  act  were  based  on 
justice  (and  I have  no  reason  to  believe  the  contrary)  we  might 
bear  with  these  fellows  so  long  until  they  gave  us  some  reasons, 
which  they  are  doing  daily  and  sufficiently,  which  we  might  then 
add  to  the  murder  of  our  boy,  so  that  after  the  aforesaid  entrench- 
ments have  been  closed,  they  might  all,  with  their  wives  and 
children  be  beguiled  into  the  Fort  by  strategem  and  with  brandy 
(of  Avhich  they  are  all,  big  and  small,  desperately  fond),  as  has 
now  and  then  happened,  and  when  drunk,  be  conveyed  in  our 
vessels  to  Robben  and  Dassen  Islands,  where  they  would  have 
sufficient  food  in  the  seals,  which  they  like.  Thence  we  might 
further  transport  them  whither  we  deemed  best  and  you  might 
order,  as  in  my  opinion  there  is  no  country  where  in  accordance 
with  their  natures  they  will  not  be  able  to  find  food,  in  case  we 
do  not  wish  to  convey  them  to  Batavia  or  elsewhere  in  India,  as 
they  swallow,  without  distinction,  everything  whatever  it  may  be, 
even  raw  whales  lying  dead  on  the  seashore.  To  carry  out  this 
plan,  the  Commander  feels  no  difficulty,  less  indeed 
than  I imagined,  so  that  it  will  be  for  you  to  decide  and 
approve. 

But  for  all  that  the  entrenchments  would  be  required,  in  order 
to  ward  off  the  Saldanhars  from  our  pastures,  and  serve  them  as 
doors  of  approach,  as  otherwise  this  place  would  be  occupied 
again  by  others  of  that  same,  or  of  another  more  malevolent 
class  named  the  Soquas,  who  now  often  are  at  war  with  these 
tribes  (Caapmen,  &c.)  for  the  pastures  and  the  cattle  which  they 
steal  from  each  other.  These  wars  are  carried  on  with  great 
fierceness  and  bloodshed.  Nevertheless  I have  in  the  meanwhile, 
instructed  Commander  Riebeeck  to  treat  them  all  well,  and  rather 
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suffer  injustice  than  to  take  vengeance,  until  your  further  orders 
have  been  received. 

Should  you  not  agree  to  the  trenches  or  cuttings,  or  the 
removal  of  the  Hottentoos,  the  only  plan  left  is  to  fortify  the 
land  with  5 strong  redoubts,  each  garrisoned  with  8 men  at 
least  during  the  night  But  during  the  day  25  of  this  number 
(40)  might  be  employed  in  guarding  the  cattle,  which,  as  they 
increase,  will  not  require  less  than  30  soldiers,  and  this  duty 
might  be  easily  performed  by  the  present  garrison.  Where  these 
redoubts  are  to  be  placed  you  will  exactly  see  on  the  chart,  on 
which  they  are  marked  with  the  letter  F.  These  are  all  the  spots 
used  by  the  Hottentoos  for  leading  their  cattle  through  and  behind 
the  mountain  range.  The  other  mountains  are  on  account  ot  their 
roughness  nearly  all  inaccessible,  whilst  at  present  they  have  no 
hiding  places  that  are  not  known  to  us,  so  that  they  will  not  be 
able  to  come  from  behind  the  mountain  range  to  the  great  plain 
between  both  bays,  as  these  5 redoubts  cover  all  their  Passages. 
The  lands  in  the  neighbouring  plains  must  be  piotected  by  the 
burghers  themselves,  as  laid  down  in  their  title  deeds ; but  it  is 
beyond  doubt  that  as  soon  as  the  Saldanhars  shall  have  arrived 
with  their  cattle  (of  which  wo  are  very  hopeful  at  present)  we 
shall  at  once  in  the  dry  season  quarrel  about_  the  pastures,  as 
according  to  the  Tartar  custom,  it  is  not  convenient  ±or  us  to  go 
far  from  home  to  look  for  pastures  for  the  cattle,  and  should  we 
once  come  into  strife  with  them  it  is  certain  that  from  fear  they 
will  abandon  this  Cape  (hoeck),  and  the  whole  land  of  Africa 
and  all  the  trade  of  the  Saldanhars,  yea!  also  the  trade  in  cattle 
will  be  wholly  cut  off  from  us.  This  is,_in  my  opinion,  a matter 
of  vital  importance,  for  reasons  which  will  be  given  in  the  proper 

^ Imagining  that  you  may  very  likely  decide  to  dig  a canal  or  an 
entrenchment,  I have,  among  other  divers  conditions  already 
mentioned,  made  the  freemen  promise  on  their  part  that  they 
shall  guard  such  forts,  redoubts,  watch-houses,  &c.,  as  the 
Company  may  at  the  proper  time  be  obliged  to  erect  *or  t e 
protection  of  their  lands.  These  burghers  are  at  present  8 in 
number,  and  will  beyond  doubt  grow  in  number  within  a short 
time,  as  (the  matter  having  been  represented  to  them  so  favoui- 
ably)  more  have  come  forward  (for  free  papers)  than  we  consider  at 
T)resent  expedient  to  discharge  into  freedom  ; not  that  the  number 
displeases  us  but  the  persons,  as  we  have  resolved  and  also 
instructed  Commander  van  Riebeeck  to  grant  no  freedom  except 
to  the  most  diligent  and  honest  who  _ are  married  and  have 
consented  to  order  their  wives  out  to  ]Oin  them.  Should  the 
number  have  increased  to  100  (of  which  the  appearances  are 
promising,  so  that  with  good  management  this  may  in  one  or 
two  years  be  realized),  some  of  them  shall  by  turns  have  to  gimr 
these^  redoubts.  In  that  case  each  one  would  require  two  men 
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only  by  day  and  by  night ; and  when  tbeir  number  has  increased 
to  200,  the  garrison  may  safely  be  cut  down  to  50  soldiers  witu- 
out  any  fear. 

Having  hitherto  wearied  you  with  a troublesome  statement  of 
expenditure,  I will  now  turn  to  something  more  palatable,  and 
commence  with  the  great  hope  and  infallible  appearance  of  (the 
success  of)  agriculture,  which  is  now  being  taken  in  hand  with 
great  courage  by  the  burghers  and  your  servants  (ministers) —all 
doing  their  best  to  outdo  each  other.  Only  seed  and  a sufficient 
number  of  plough  oxen  are  wanting ; however,  as  a commence- 
ment, it  is  wonderfully  satisfactory,  as  this  year  not  less  than 
150  morgen  of  land  have  been  ploughed,  of  which  only  28  could 
be  sown  in  consequence  of  the  want  of  seed.  What  quantity  of 
land  we  have  here  for  corn  and  pasture  is  shown  on  the  chart  and 
estimated  at  4,000  morgen  corn,  and  50  morgen  pasture  land. 
Of  the  cornlands,  we  consider  about  1350  morgen  fit  for  wheat, 
1,000  for  rye,  and  1,000  for  rice,  leaving  the  rest  for  oats,  barley, 
beans,  buckwheat,  hemp,  &c-  In  order  to  push  this  work  forward 
with  zeal,  I have  expressly  (according  to  your  intention)  ordered 
by  Instructions  that  all  other  work  here  shall  be  left  in 
abeyance  and  that  this  necessary  cultivation  shall  alone  be 
proceeded  with.  Hitherto  it  has  been  a mistake  on  the  part  of 
Commander  van  Riebeeek,  bad  management  on  his  part,  and  also 
an  injimous  course  pursued  by  him  to  search  across  the  sea  for  rice 
and  food,  which  God,  through  the  generous  nature  of  the  soil,  so 
surely  offers  us  here.  Hence,  in  order  to  tempt  him  away  from  the 
sea  and  encourage  him  to  develop  agriculture,  I have  somewhat 
precisely  directed  my  Instructions  to  the  land,  as  I consider  the 
saying  of  Cato  to  be  true  here,  who  bemoaned  it  that  he  had  ever 
voyaged  across  the  sea  in  order  to  obtain  something  that  he  might 
have  obtained  on  land  (te  lande) . It  is  also  beyond  doubt  that  if 
the  men  who  had  voyaged  thus  long,  first  in  two  and  afterwards 
in  one  galiot,  more  than  50  in  number,  had  been  employed  in 
agriculture,  the  food  supply  (de  cost)  would  already  have  been 
assured.  A visit  to  the  east  of  this  Cape  to  search  for  something 
might  certainly  be  carried  out  overland,  but  not  without  great 
danger  along  Terra  de  Natal  (which  the  Portuguese  have  always 
considered  unnavigable)  by  sea,  and  to  cruise  for  the  little 
Mosambique  gold  ship  would  be  like  looking  for  a needle  in  a 
bundle  of  bay.  Moreover,  that  coast  cannot  be  navigated  except 
in  the  months  of  October,  November,  December,  January, 
February,  and  at  the  very  latest,  March,  within  which  time  it  is 
navigated  besides  the  gold  vessel,  also  by  the  Portuguese  galleons, 
so  that  our  own  vessel  might  run  into  the  trap.  I have  advised 
him  by  Instruction  that  if  it  so  happened  (which  God  forbid)  tha* 
the  expected  small  vessel  returned  unsuccessfully  from  Angola, 
and  he  thought  that  the  profits  were  such  that  it  wordd  not 
be  worth  while  to  resume  the  voyage  thither,  to  employ  it 
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at  sea  only  after  careful  consideration,  should  you  not  have 
given  him  any  precise  orders  regarding  its  further  employment. 
Nevertheless  it  is  necessary  (subject  to  your  advice)  that  a 
suitable  galiot  should  he  kept  here  similar  to  the  Tulp, 
'which  has  been  wrecked,  in  order  to  sail  to  St.  Helena  in 
the  service  of  the  return  fleet  should  occasion  require  it, 
navigate  the  Gape  waters,  and  warn  our  ships  should  any 
strange  vessels  arrive  here,  as  well  as  to  search  for  the  bays 
along  the  W est  Coast  and  examine  the  ground  and  other  facilities  there. 
Such  a service  in  my  opinion  deserves  such  a vessel  -with  16  or  20 
sailors.  I heartily  wished  that  I had  found  such  a galiot  here  at 
present,  in  order  to  advise  the  return  fleet,  which  had  left  for  St. 
Helena  8 days  before  my  arrival,  to  go  on,  whilst  now  they  will 
remain  there  until  the  1st  of  May  waiting  for  the  last  ships, 
which  will  again  cause  a late  arrival  at  home  and  consequently 
also  a late  equipment  for  India.  I would  also  let  the  little 
vessel,  on  her  return  (as  she  has  to  go  quite  South  in  search  of  the 
N.W.  wind)  visit  the  islands  of  Trinidad,  . . . miles 
from  Brazil,  in  . . . degrees  . . . which  we,  and  those 
of  the  Malacca  saw  for  some  days  when  passing ; also  the  island 
discovered  by  us,  and  so  on  to  Diego  Alvares,  in  order  to  obtain 
exact  information.  It  is  also  my  opinion,  on  account  of  the 
icebergs  encountered  by  us,  that  in  that  latitude  the  south  land 
is  not  distant  thence  more  than  40  miles,  which  such  a small 
vessel  might  further  explore  during  the  months  of  December  and 
January. 

Of  the  lands  granted  to  the  burghers,  such  title  deeds  have, 
subject  10  your  approbation,  been  granted,  as  the  annexed  copies 
will  show.  Each  pei’son  has  received  40  roods  in  breadth,  and 
200  in  depth,  or  a total  of  13^  morgen,  because  the  land  is  the  best  in 
the  breadth  and  in  depth  becomes  bad  and  sandy.  In  this  way 
about  250  persons  may  be  favoured,  all  mostly  in  a line  on  either 
side  of  the  highway,  as  is  shown  on  the  chart.  All  the  pastures, 
however,  are  not  included  in  it,  as  it  is  separate  from  this  land, 
and  will  be  found  to  be  somewhat  poor ; hence,  the  ground  be- 
hind the  mountains  will  be  very  much  needed.  In  order  to 
encourage  these  people.  Commander  van  Riebeeck  has  given  them 
as  much  land  as  they  can  plough  in  3 years.  These  persons  would 
naturally  and  beyond  doubt  have  cultivated  the  best  land  in  every 
direction,  which  would  have  caused  a bad  condition  and  hampered 
those  who  followed.  These  first  (freemen)  I was  not  able  to 
engage  for  more  than  12  years,  and  even  then  I had  very  great 
trouble  in  succeeding,  as  I had  to  promise  them  beforehand 
that  their  lands  shall  during  the  first  12  years  be  exempt  from 
all  burdens  and  taxations.  I very  much  wished  that  I had 
had  some  instructions  from  you  regarding  your  intentions ; never- 
theless, I hope  that  you  will  approve  of  our  doings,  as  we  did  not 
wish  to  institute  these  first  and  tender  beginnings  in  a distasteful 
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form.  After  this  well  conducted  and  only  married  persons  shall 
be  accepted  for  not  less  than  20  years.  The  price  of  the  grain 
shall  be  ? guilders  per  last  of  wheat,  ? guilders  per  last  of  rye, 
and  ? guilders  per  last  of  rice.  (Note. — The  price  to  be  fixed 

according  to  your  further  orders).  At  this  price  the  Company 
shall  be  bound  to  receive  the  above  for  12  years,  and  will  never 
be  at  a loss  to  know  what  to  do  with  it.  All  other  produce, 
beans,  peas,  &c.,  they  may  sell  at  market  prices  and  for  as  much 
as  they  can  obtain  from  the  Company  should  the  latter  need  them. 
Until  your  further  orders,  tobacco  planting  has  been  forbidden 
them,  as  it  is  certain  that  through  covetousness  they  will  cover  the 
best  lands  with  it,  as  tobacco  will  only  grow  in  fat  soil.  More- 
over, should  the  natives  learn  to  know  the  seed,  they  would  no 
longer  require  any  from  us ; now,  however,  as  soon  as  they  have 
no  more,  they  are  obliged  to  barter  some  from  us  again  for  their 
cattle,  as  they  are  very  immoderately  addicted  to  tobacco  and 
brandy.  Hence,  in  my  opinion,  tobacco  planting  should  not  be 
allowed  until  we  have  such  an  abundance  of  corn  and  cattle  that 
we  no  longer  require  the  Hottentoos  for  their  cattle. 

I discovered  here  that  private  gardens  had  been  granted  to 
many  private  individuals,  yea  ! to  the  trumpeter,  smith,  soldiers 
and  sailors  included,  which  were  planted  with  carrots,  turnips, 
cabbages,  water-melons  and  such  other  produce  as  the  Company’s 
garden  supplies  to  its  ships  and  people.  And  it  was  especially 
injurious  that  the  Company’s  gardener  had  a special  garden  of  his 
own  with  which  he  held  a tight  rein  on  the  passing  ships,  which, 
if  they  refused  to  buy  his  produce  (if  it  were  only  all  his  own) 
received  so  much  less  for  the  crews,  which  instead  of  good  cabbages 
and  refreshments,  were  provided  with  turnip  leaves  and  plucked 
cabbage  leaves.  Water-melons  were  also  sold  by  him  in  great 
quantities,  the  small  ones  at  6,  and  the  larger  ones  for  as  much  as 
16  stivers  each.  This  was  likewise  done  by  every  other  owner  of 
a garden,  and  has  been  proved  to  me  by  abundant  attestations  (to 
the  discredit  of  the  Company) ; besides  the  gardener  himself  told 
me  that  for  his  fruit,  carrots,  &c.,  he  has  been  paid  by  ships 
arriving  from  home,  in  pork,  meat,  wine,  butter,  bread,  &c.,  and 
by  the  merchants,  burghers  and  the  richest  on  board  the  return 
ships,  in  money : the  stewards  and  such  like  paying  him  in  rice ; 
accordingly  I was  obliged  to  disrate  our  steward  on  board  the 
Orangie  because  he  had  exchanged  to  the  trumpeter  40  lbs.  of 
bread  for  some  carrots,  &c.,  which  bread  he  had  stolen  from  the  Com- 
pany. Because  the  gardener  is  an  old  man,  burdened  with  a wife 
and  five  children,  the  Council,  subject  to  your  approval,  has  over- 
looked it  on  his  promise  of  better  behaviour.  It  may  also  be  pre- 
sumed that  the  owners  of  these  gardens  have  employed  for  them- 
selves much  of  the  time  which  they  owed  the  Company ; hence, 
they  were  deprived  of  all  their  gardens,  for  no  one  suffers  want 
here,  and  God  grant  that  your  servants  in  Amboina,  Banda, 
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Ternaten,  Solor  and  similar  places  could  be  treated  balf  as  well, 
besides  being  every  hour  exposed  to  the  danger  of  being  killed. 
They  would  then  have  reason  specially  to  thank  God  and  you. 
This  taking  away  of  the  gardens  has  particularly  encouraged  the 
burghers,  and  Commander  van  Riebeeok  will  have  henceforth  to 
pay  closer  attention  to  the  doings  of  the  servants  and  not  permit 
them  to  take  more  out  of  their  plantations  than  what  they  require 
for  their  own  use,  until  your  further  orders  have  been  received,  as 
it  is  only  exchanged  (versoetelt)  for  bread  and  ships’  provisions, 
and  again  given  to  the  Hottentoos  for  such  labour  as  the  latter 
perform  in  the  gardens. 

All  these  private  gardens  considerably  enlarge  that  of  the  Com- 
pany, as  they  adjoin  it  on  all  sides.  I had  this  garden  properly 
surveyed  as  will  be  seen  on  this  chart,  and  as  the  fort  would 
otherwise  be  too  much  obstructed,  I had  surveyed  around  it  a plain 
of  50  roods  outside  the  canal,  in  order,  should  in  time  houses  be 
built,  it  may  be  in  an  open  plain  and  have  an  open  view.  The 
battery  for  protecting  the  roadstead  will  be  built  on  poles  and 
filled  in  with  .stone,  just  as  Commander  van  Riebeeck  so  well 
and  praiseworthily  ordered  the  building  of  the  jetty  for  fetching 
water.  God  grant  that  we  may  find  more  durable  timber,  otherwise 
the  heaviest  timber  of  the  Company  will  be  totally  exhausted, 
unless  in  time  you  also  order  that  the  fort  shall  be  converted 
into  stone,  which,  with  the  present  garrison,  might  be  easily 
done. 

The  said  fort  has,  according  to  the  facilities  of  the  water  or  the 
river,  been  well  placed,  but  can  from  the  heights  of  the  downs  and 
the  Lion  Mountain  on  the  N.W.,  side  be  very  easily  bombarded. 
The  landing  of  an  enemy  of  any  note  we  would  not  very  well  be 
able  to  prevent,  because  the  Bay  is  so  broad  and  a landing  may 
be  efliected  anywhere  on  the  opposite  side ; nevertheless  it  could 
be  made  very  strong  if  it  were  necessary.  At  present  there 
have  been  mounted  on  it,  in  front  and  in  the  rear,  26  guns, 
viz. : — 


On  the  Point  Walvis  on  the  East — 


An  iron  pederero  of  8 lbs.  facing  the  sea. 

„ „ 6 lbs.  „ land.  [medaris. 

„ „ 4 lbs.  „ flank  towards  Point  Drom- 

„ „ 6 lbs.  „ „ „ „ Reyger. 


On  the  Point  Reyger  on  the  North — 

An  iron  pederero  of  8 Ihs.  facing  the  sea. 

„ ,,  6 lbs.  on  the  flank  towards  the  Walvis. 

„ „ 4 lbs.  „ „ Eliphant, 
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On  the  Point  Eliphant  on  the  West — 

An  iron  pederero  of  8 lbs.  facing  the  Tail  Valley  (Steert  Valley). 
„ j,  6 lbs.  „ Table  Mountain. 

„ ,,  6 lbs.  „ the  Point  Eeyger. 

„ „ 4 lbs.  flanking  towards  the  Drommedaris. 

On  the  Point  Drommedaris  on  the  South — 

An  iron  pederero  of  8 lbs.  facing  the  Lion  Kloof. 

„ „ 6 lbs.  „ Windherg. 

„ „ 6 lbs.  flanking  towards  the  Walvis. 

„ „ 4 lbs.  „ „ Eliphant. 

In  the  cattle  kraal  behind  the  fort  are  2 pieces — three  pounders. 

On  the  flat  roof  of  the  Commander’s  residence  2 metal  pieces  (Prince 
Stucken),  marked  with  the  mark  of  the  Hon.  Company  at 
Amsterdam,  weighing  378  and  380  lbs — both  three  pounders. 

1 light  small  iron  piece  firing  1 Ih.  iron. 

In  the  battery  before  the  Fort — 

2 metal  pedereros  marked  with  the  arms  of  Portugal,  the  one 

marked  Portallgre  (?  Portalegre),  weighiug  r s.  2.  16  and  26. 
0.  8.(t’  eene  onders''  Portallgre  wegende  r s.  2.  16  en  26. 
0.  8.),  firing  10  Ih.  balls.  Two  iron  quick-firing  pedereros 
firing  10  lb  balls.  Total — 24  pieces  on  the  fort. 

On  the  Redoubt  Duynhoop — 

2 iron  “ saackers  ” firing  12  lb.  balls. 

On  Dassen  Island — 

Hurriedly  left  buried  after  the  seal  fishing  had  been  broken  up,  in 
order  on  occasion  to  be  placed  on  Robben  Island — 

2 English  iron  pieces  firing  6 lb.  balls. 

In  order  to  be  used  on  one  of  the  redoubts  on  the  “ Bosheuvel,” 
there  are  still  lying  in  the  fort  unmounted — 

2 iron  two-pounders. — Total,  30  iron  guns. 

Besides 

3,200  lbs.  powder  and  1,580  assorted  balls  for  the  above  mentioned 
guns,  as  well  as  all  other  war  material,  which,  according  to 
the  books,  have  been  found  to  be  correct. 

Among  divers  papers  I have  also  examined  the  petitions  of 
CommanOer  Van  Riebeeck  successively  sent  to  yoUj  and  on  them 


1657. 

16th  April. 


330 


1657. 

16th  April. 


found  a request  for  300  planks  to  be  sent  in  every  vessel  for  the 
jetty  here,  also  40  or  50  casks  of  cement,  100  wheelbarrows,  and 
8 or  10  large  hackney  horses.  This  demand  has  been  made  with 
little  experience  of  the  Company’s  affairs.  Nor  are  these  things 
necessary  here  in  consequence  of  the  large  abundance  of 
timber,  whilst  it  is  also  certain  that  the  planks  ordered  would 
be  unsuitable  for  the  jetty.  Split  beams  will  be  much  better, 
and  we  have  therefore  resolved  accordingly.  The  wheelbarrows 
are  also  of  too  large  a bulk,  and  may  very  well  be  made  here. 
The  cement  may  also  be  excused.  If  the  horses  were  here  they 
would  be  of  great  service,  but  I cannot  believe  that  one  would 
come  over  here  alive,  a trial  having  ere  this  been  made  for  Japan. 

I find  the  said  Commander  zealous  and  sufficiently  vigilant  in 
your  service,  besides  of  unblemished  conduct  (goet  van  leven),  but 
it  is  desirable  that  he  should  have  an  able  and  good  councillor  as 
his  Secunde,  in  order  to  moderate  his  windy  ideas  (winderige 
concepten),  which  often  carry  him  away,  because  there  is  no  one 
who  would  dare  to  contradict  him ; nevertheless,  I do  not  doubt 
that  you  will  find  that  this  visit  will  make  him  more  prudent 
(voorsichtiger),  and  on  my  arrival  at  Batavia  I shall  not  fail  to 
report  on  this  subject  to  the  Governor- Greneral  and  Councillors  of 
India  also,  and  submit  to  them  a copy  of  this,  that  they  may 
select  one  of  the  most  able  persons  for  that  office  (of  Secunde) 
who  would  also,  in  case  of  the  death  or  removal  (of  the  Com- 
mander) be  able  to  take  the  latter’s  place,  which  also  agrees  with 
your  orders  long  ere  this  issued. 

As  time  allowed  me  I inspected  also  the  books  and  accounts 
and  found  that  they  had  been  kept  with  good  attention  and  care- 
ful accounting  for  everything.  In  some  of  these  accounts,  however, 
some  changes  should  be  made ; they  have  never  been  sent  to 
Batavia,  but  I shall  now  take  the  last  yearly  statement  away  with 
me  that  thence  the  alteration  according  to  the  India  form  may  be 
ordered  hither.  Besides  his  free  table  the  Commander  has  drawn 
monthly  board  money,  according  to  the  advice  of  passing  friends — 
as  he  alleges — 28  reals  of  48  stivers  each  and  brought  the  same  into 
account,  viz.  : — 20  for  himself  and  8 for  his  servants,  which  he 
also  received.  The  8 reals  I have  abolished,  and  as  regards  the 
20  he  has  in  the  meanwhile  to  request  you  or  the  Governor- 
General  and  Councillors  for  them. 

I have  cut  down  the  garrison  to  100  paid  men,  making  with  10 
burghers,  6 convicts,  10  slaves,  6 women  and  12  children,  144 
souls,  who  are  perfectly  able  to  carry  out  the  work  here.  They 
have  been  distributed  in  such  a manner  as  will  appear  from  the 
instructions  left  by  me  for  Commander  Yan  Riebeeck.  The  rest, 
30  in  number,  have  been  sent  to  Batavia  in  the  Phenix,  so  that 
tliis  curtailment,  we  hope,  will  also  agree  with  your  intentions. 

In  case,  as  seems  probable,  you  intend  to  plant  a larger  colony, 
you  should  be  mindful  of  privileging  some  burghers  with  a license 
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to  brew  beer  and  distil  brandy,  &c.  The  beginnings  of  brewing 
are  fairly  successful,  but  the  beer  cannot  as  yet  be  kept  longer  in 
summer  than  four  or  five  weeks.  This  will  no  doubt  be  bettered 
in  time.  The  aforesaid  sergeant,  a Gueldrian  by  birth,  I have 
authorized,  subject  to  your  approbation,  to  brew  beer  as  a trial. 
This  man  is  here  with  his  wife  and  two  children,  and  very  useful 
in  many  ways,  especially  in  carrj'ing  out  the  excavation  works. 
He  has  also  asked  us  for  his  freedom,  but  in  order  to  reconcile 
him  somewhat  more  to  your  service,  and  with  an  eye  en  the  ex- 
piration of  his  term  of  service,  we  have  raised  his  salary  from  20 
to  32  guilders  per  month,  provided  that  he  serves  four  years 
longer,  and  besides  the  rank  of  sergeant  given  him  also  the  title  of 
first  superintendent  of  works,  so  as  to  look  after  all  the  wor-ks,  and 
also  to  plough  for  the  Company,  in  which  he  is  already  being 
employed. 

Since  the  beginning  he  has  assisted  in  making  the  little  Ifort, 
fully  understanding  how  to  pack  the  sods,  as  well  as  farming 
(’t  boeren),  brewing,  &c.  In  granting  licences  you  should  also 
remember  this  man,  who,  according  to  every  one’s  opinion  deserves 
one  as  well  as  any  one  else.  His  wife  will  keep  an  ordinary  table 
(but  no  tap  business)  for  the  going  and  coming,  until  he  becomes 
free,  or  there  are  other  more  suitable  married  burghers.  You  will  be 
pleased  to  provide,  with  good  accommodation  on  board,  the  wives 
of  such  burghers  as  have  asked  for  them  in  connection  with  their 
new  contract  (to  remain  here  for  a number  of  years).  This  they 
have  earnestly  requested.  The  names  will  be  mentioned  to  you 
by  Commander  van  Riebeeck. 

A depot  for  cordage  and  other  ships’  material,  I consider 
(subject  to  your  better  judgment)  likewise  not  necessary  there, 
excepting  for  ships  that  may  require  them,  a cable  or  two.  All 
the  rest  would,  in  my  opinion,  cause  a double  consumption,  as  the 
outward  bound  vessels  are  ordinarily  provided  with  a double 
supply  of  everything,  and  the  return  ships  are  properly  provided 
at  Batavia,  so  that  they  need  be  in  want  of  nothing.  The  worst 
that  they  suffer  here  is  generally  the  loss  of  an  anchor  and  as 
much  cable  as  has  been  let  out.  Moreover  the  skippers  are 
accustemed  always  to  demand  something  more  for  shrinkage,  which 
they  generally  manage  to  obtain.  This  would  happen  here 
especially  where  there  is  no  harbour  master.  I am  therefore  of 
opinion  that  if  6 or  8 anchors  and  2 cables  for  heavy  ships  are 
kept  here  in  stock,  no  more  need  be  added  except  at  a less  to  the 
Company. 

Among  divers  profits  which  may  in  time  crop  up,  I by  no  means 
consider  those  that  maybe  derived  from  Eland  and  Hart  skins,  which 
animals  are  as  abundant  here  as  anywhere  in  the  world,  running  in 
whole  troops,  and  covering  the  plains  behind  the  mountains  of  Africa. 
We  shall,  subject  to  your  approbation,  offer  some  reward  fer 
inland  exploration  by  courageous  young  men.  A certain  sum  for 
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those  who  advance  50  (Dutch  miles) ; double  that  amount  for  those 
who  penetrate  as  far  as  100  miles,  and  so  on,  in  proportion  as  they 
advance  from  200  to  280  or  300  miles,  that  a knowledge  of  every- 
thing may  be  obtained,  and  you  may  receive  an  exact  report  on 
Africa.  All  this  was,  however,  interrupted  by  our  contentions  with 
these  wild  natives ; but  we  shall  now  soon  hear  of  the  success  of 
your  later  orders. 

Above  we  have  estimated  the  garrison  for  the  entrenchments 
at  75  men,  but  you  will  understand  that  in  that  case  not  more 
than  25  will  he  required  at  the  Fort,  and  that  the  wage  earners 
need,  only  for  one  or  two  years  be  increased  to  130,  for  as  the 
number  of  burghers  increases,  they  can  be  again  reduced  to  70. 

During  my  presence  here  the  ship  MarecMal  of  Nantes, 
equipped  by  the  Governor  of  that  Province — la  Miliery — on  which 
there  was  Admiral  (for  so  he  called  himself)  Mons.  la  Roche  — 
arrived  here.  The  said  la  Roche,  on  his  way  to  Madagascar,  had 
been  here  with  4 ships,  and  made  a great  hubbub  of  wonderful 
ideas.  At  the  time  they  had  pressed  us  hard  for  sail  cloth,  which 
was  refused  them  by  reason  of  our  own  necessity.  Now  it  is 
certain  that  this  want  has  been  the  cause  that  they  had  to  leave 
one  of  their  ships  there,  as  well  as  two  others  for  want  of  men,  as 
they  had  lost  not  less  than  400  men  there  through  poverty,  sick- 
ness, &c.  The  one  ship  is  on  shore  at  the  Island  St.  Maria,  and 
the  other  two  at  their  Port  named  Tolohaer,  near-  the  bay  St.  Lucia, 
which  ships,  no  doubt,  before  their  return,  will  have  completly 
perished,  because  the  w'ater  flows  into  them  at  ebb  and  flood,  as 
testified  by  our  men  of  the  wrecked  Till}).  Their  idea  was  to  erect 
fortifleations  on  certain  spots  in  Madagascar,  fancying  that  the 
earth  there  contained  hidden  treasures ; and  to  cruize  on  the  Red 
Sea  for  booty.  This  Admiral  had  cruized  with  this  vessel  MarecMal 
before  the  mouth  (of  that  sea)  under  the  Abyssinian  coast  and 
captured  a Moorish  prize  sailing  to  Surat,  in  which  he  found  the 
remainder  of  some  fine  clothing  which  had  not  been  sold  at  Mocha. 
Most  of  the  booty  were  reals  of  8 and  some  ducats.  The  quantity 
however,  we  could  not  discover.  The  French  mention  it  as  very 
little,  and  our  people  also  say  that  it  was  not  big ; nevertheless,  as 
she  was  on  her  way  to  Surat  where  she  had  been  fitted  out,  it  is 
beyond  doubt  that  it  must  have  been  valuable.  It  would  not  have 
been  desirable  that  he  should  have  dug  up  more  (meer  gegraaft 
had),  lest  he  might  be  induced  to  fit  out  another  expedition  (om 
haer  tot  geene  nieuwe  equipagie  aan  te  Zoeten),  as  otherwise  it 
might  induce  the  Moors  to  remoin  away  from  there  and  cause  us  a 
wished  for  trade.  Whilst  here  they  begged  of  us  many  things  in 
pitiful  language,  which,  however,  they  did  not  always  obtain. 
We  were  not  wanting  in  courtesy  to  them,  whilst  in  a friendly 
manner  we  took  out  of  their  vessel  5 Netherlanders  captured  by 
them^in  an  English  wine  prize.  Whether  in  course  of  time  they 
will  resume  the  voyage  with  the  same  munber  of  ships,  time  will 
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show.  OP  profits,  however,  I am  sure  they  will  not  he  able  to 
boast,  and  Grod  knows  whether  they  will  be  able  to  proceed  in 
safety,  as  according  to  our  people  tPieir  vessel  is  so  leaky,  that 
they  have  to  pump  continually.  They  left  this  for  St  Helena, 
hoping  to  find  our  ships  there  in  order  to  obtain  some  necessaries 
from  the  latter.  In  order  not  to  be  betrayed  by  foreigners,  we 
have  ordered  that  no  other  than  those  of  our  own  nation  shall 
reside  here,  and  that  all  others  shall  be  sent  away,  as  is  being 
done  now. 

The  present  requisition  of  the  commander  is  very  necessary,  and 
you  will  be  pleased  in  due  time  to  send  the  articles,  esoecially  the 
wheat.  The  boxes  with  plants,  vines,  etc.,  have  arrived  here  in 
such  good  condition,  that  having  been  planted,  they  are  now 
quite  green  and  growing.  The  skippers  should  be  ordered  to  air 
the  wheat,  as  otherwise  it  gets  musty  and  are  suffocated  in  the 
casks.  The  fatherland  fruit  will  undoubtedly  thrive  here,  but 
what  we  are  principally  in  want  of  here  is  fresh  wheat-seed,  as  we 
have  found  that  the  European  thrives  better  than  the  Indian. 
When  sending  over  some  married  person  desirous  of  settling 
here,  you  will  be  pleased  also  to  select  three  or  foTir  farmers  who 
have  a knowledge  of  hemp  and  whatever  is  connected  with  it  In 
ray  opinion  it  would  also  be  a pity  to  settle  here  other  nations 
than  our  own,  because  the  latter  thrive  here  so  excellently  well 
and  we  may  always  implicitly  depend  on  their  faithfulness. 
Moreover  the  Batavia  Mardyckers  are  too  lazy,  as  will  appear 
from  the  letters  of  the  Q-overnor-Geneial  and  Councillors  to  the 
Commander  here. 

llegarding  the  cattle  employed  here  for  breeding  and  draught 
purposes,  we  find,  exclusive  of  those  possessed  by  private  in- 
dividuals, that  there  are  12  horses,  and  105  cows,  including  48 
serviceable  yoke  oxen,  which  draw  the  wood  wagons  and  the  plough, 
11  calves,  36  pigs,  which  thrive  well,  but  food  is  too  scarce  to 
enable  them  to  breed  well,  3 goats,  42  geese  and  wild  ducks, 
90  fowls,  10  Dutch  sheep,  10  Bengalese  and  about  250  native 
ones  on  Robben  Island,  from  which  you  will  see  that  little  is  left  for 
the  ships  which  have  still  to  depend  on  the  Netherland  provisions. 
The  conquest  of  the  mighty  aud  incredibly  strong  town  of  Colombo 
has  very  much  rejoiced  us  all,  but  very  unsavoury  on  the  other  hand 
was  the  loss  of  such  a large  number  of  brave  men,  including  the 
valiant  General  Gerrard  Hulst,  who,  I heartily  wished,  might  have 
lived  some  years  longer  in  your  service.  How  you  are  going  to 
manage  the  affairs  of  Ceylon,  (which  has  truly  been  bought  with  the 
blood  of  your  servants),  I do  not  know,  but  as  I understand  it,  we 
must  maintain  Colombo  and  Galle,  and  the  sooner  the  better  make 
ourselves  masters  of  Jaffeuampatnam,  for  various  reasons  well 
known  to  you,  as  we  can  reach  it  at  all  times  of  the  year,  and  obtain 
it  with  a small  force.  Nor  do  I doubt  that  the  Governor-General 
and  Councillors  are  of  the  same  opinion  unanimmislv,  the  loss  of 
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tlie  well  known  little  island  would  be  tbe  further  total  ruin  of  the 
Portuguese,  but  I fear  that  the  matter  has  become  too  well  known. 
Nevertheless  we  hope  that  you  will  find  that  by  this  victory  the 
Company’s  respect  and  many  other  matters  of  yom’  dominion  will 
socn  take  a better  turn  ; which  God  grant. 

What  has  further  been  done  in  the  interest  of  the  Company, 
you  will  see  from  the  annexed  instructions  to  Van  Riebeeck, 
which  I have  drawn  up  somewhat  precisely  for  the  reasons  already 
mentioned.  The  same  can  now  be  amended  according  to  your 
wisdom  and  pleasure  as  affairs  may  require  here,  as  we  have  in 
this  and  in  the  said  Instructions  had  no  other  object  than  to  carry 
out  in  the  strictest  manner  your  orders  and  maintain  your  service, 
at  least  as  far  as  I could  during  the  short  time  of  my  presence 
here,  and  were  my  services  (?  not)  required  in  India  or  elsewhere, 
I would  have  let  my  wife  proceed  in  the  Orangien,  which,  however, 
I could  not  now  resolve  to  do,  otherwise  I would  not  have 
omitted  to  explore  the  Cape  so  thoroughly  50  or  60  miles  around, 
and  march  through  it,  that  in  two  months  we  would  have 
discovered  more  than  has  been  done  during  the  last  60  years.  I 
therefore  beg  that  you  may  be  well  pleased  with  the  Commission 
fulfilled  by  me,  as  far  as  I was  honestly  able  to  do  so. 

As  the  wind  is  unfavourable  for  departing,  and  I imagined  that 
the  excavations  above  mentioned  might  be  hindered  by  impressions 
of  others,  I had  the  most  probable  spots  examined  which  might 
justify  such  impressions  somewhat,  but  nothing  bad  was  found. 
On  the  contrary  it  was  ascertained  that  the  first  50(i  roods  from 
the  Salt  River,  after  a depth  of  three  feet,  were  composed  of  a 
hard  and  close  clay  two  feet  thick,  resting  on  black  soil,  which  can 
be  easily  worked  by  the  men  of  the  passing  ships  without  any  loss 
of  time  to  the  latter.  After  these  500  roods  the  rest  will  easily 
follow,  and  if  a man  with  a square  rood  is  given  time  for  rest  after 
his  day’s  work  is  done,  he  can  leave  off  after  eight  hours  labour, 
the  summer  days  here  being  fully  fourteen  hours  long. 

Last  night  two  more  burghers  were  granted  their  freedom. 
They  are  the  first  who  have  accepted  your  condition  of  20  years. 
The  one  is  named  Jan  Reijnierse.  His  wife  lives  in  Amsterdam, 
and  liis  sister  is  named  Stynt  Reijnierse  who  is,  as  he  says,  in  the 
service  of  Burgomaster  de  Graaff.  He  prays  that  his  wife 
Lysbet  Jansen,  cloth  napster  in  the  “ Koningstraat  ” may  be  sent 
over  with  her  niece.  These  two  persons  have  eacli  received  ten 
roods  in  breadth  more  than  the  others,  because  in  accordance  with 
your  intentions  they  have  set  an  example  to  those  that  follow. 
The  Company’s  cows,  which  he  knows  how  to  manage  very  well,  we 
have  transferred  to  Reijniersz;  because  the  gardener  has  sufficient 
to  do  without  them. 

Though  at  present  more  suitable  persons  offer  themselves  for 
freedom,  we  cannot  to  our  regret,  owing  to  want  of  seed,  grant 
their  request,  but  once  having  been  provided  with  sufficient,  you 
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will  soon  be  relieved  of  a good  number  of  wage  earners.  Ending 
with  this  hope,  I commend  you  after  my  respectful  and  dutiful 
gr<^eting  to  the  beneficent  protection  of  God.  May  He  overshadow 
you  with  wisdom  for  the  expansion  of  the  praiseworthy  Company. 
Amen.” 

Your  very  humble  and  obedient  servant, 

(Signed)  Byckloff  van  Goens. 

In  the  Fort  “ The  Good  Hope,”  this  16th  day  of  April,  1657. 


Autograph  Postscript  by  B.  v.  Goens  mentioning  that  as  a 
vacancy  had  occurred  in  the  number  of  Ordinary  Councillors,  he 
wished  to  remind  the  Governor-General  and  Councillors  of  himself 
and  their  promise  made  to  him  in  his  favour,  and  that,  if  he  were 
raised  to  that  rank  he  would  make  himself  with  all  his  might 
worthy  of  it,  &c. 


To  the  Amsterdam  Chamber. 

“ I wrote  you  Gvo  letters,  the  first  from  St.  Vincent  and  the 
other  two  days  ago  with  the  French  ship  of  the  Marshal  La 
Mlilgerey  named  the  Marechial,  which  took  the  copies,  to  which  I 
refer  you;  and  as  regards  my  doings  at  the  Cape  to  the  annexed 
letter  addressed  to  the  Seventeen  which  treats  at  large  of  that 
settlement  as  far  as  time  permitted.  We  arrived  here  on  the  18th 
March  last,  in  the  Orangie  and  Malacca,  eight  days  after  the 
departure  of  the  return  fleet,  the  latter  left  again  on  the  28th,  and 
two  days  ago  the  Phenix  of  Delfshaven.  The  cases  with  plants 
arrived  in  excellent  condition,  most  of  them  covered  with  green ; 
also  all  the  seeds,  so  that  henceforth  the  Cape  will  be  able  to 
produce  its  own  supplies  from  them.  We  delivered  one  more 
sheep  than  the  number  received,  whilst  two  have  since  lambed 
here.  These  form  at  present  the  whole  number  of  Dutch  sheep 
here.  The  large  ships  which  leave  in  winter  mighf  easily  each 
one  bring  over  five  or  six  sheep.  The  latter  give  each  as  much 
milk  as  six  native  ones,  which  is  surprising,  because  the  Cape  sheep 
are  so  fat  and  with  the  exception  of  one  not  so  big  (?  as  the  Dutch 
ones).  At  present  all  we  require  is  turnip  seed  for  sowing,  so 
that  you  should  as  far  as  possible  comply  with  the  requisitions  of 
the  Commander.  If  we  had  seed  enough  we  might  next  year 
have  had  150  lasts  of  wheat,  judging  from  the  land  which  might 
have  been  ploughed.  Be  so  good  when  sending  wheat,  to  order 
the  skippers,  on  pain  of  a tine,  not  to  let  it  lie  longer  than  18  or 
20  days,  and  after  that  to  air  it  on  sails  when  the  weather  is  fine. 
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What  arrived  in  the  Malacca  and  Orange  was  quite  fresh.  The 
rye,  however,  was  not  as  good  as  the  others.  This  year  the  Cape 
will  still  have  to  he  provisioned,  but  we  do  not  doubt  that  next 
year  it  will  be  able  to  supply  itself.  At  present  there  is  not 
sufficient  land  here  for  planting  sugar  and  tobacco,  accordingly 
this  has  been  held  in  abeyance  until  your  further  orders,  and  the 
planting  forbidden  in  order  to  advance  the  cultivation  of  wheat 
and  provide  for  the  wants  of  the  stomach.  Moreover,  we  could 
not  proceed  to  do  so  (planting  sugar  and  tobacco)  without  going 
beyond  the  limits  marked  in  the  little  chart.  If  you  could 
persuade  two  or  three  Dutch  farmers  and  their  families  to  come 
out,  it  would  be  a most  desirable  thing,  especially  persons  who 
have  a knowledge  of  hemp  planting  and  such  things.  Henceforth 
it  will  not  be  necessary  to  send  any  brandy  or  provisions  to  the 
Cape,  as  these  articles  can  be  obtained  in  sufficient  quantities  from 
the  outward  bound  ships.  How  the  ships  were  provisioned  here 
and  how  everything  was  conducted  will  appear  from  the  annexed 
papers,  we  trust  that  you  will  be  pleased.  This  system  will  be 
maintained  here  until  your  further  orders. 

With  these  ships  we  send  back  to  you  our  chief  surgeon  (of  the 
Orangien),  who  is  totally  unfit  for  any  duty,  having  been  the 
whole  voyage  half  silly  and  half  mad,  which  strange  combination 
did  not  cost  us  less  than  three  men  every  night  in  order  to  watch 
him  on  account  of  his  strange  pranks,  besides  a lamp  kept  with 
great  anxiety  alight  in  the  gunner’s  room,  contrary  to  custom. 
As  there  did  not  appear  the  slightest  hope  of  recovery,  we  deemed 
it  advisable  to  send  him  back.  His  account  has  been  closed  as 
far  as  this,  and  written  off,  should  he  claim  the  rest.  We  also 
send  you  fom’  persons  from  our  ship  and  the  Malacca,  very  bad  in 
health,  who  had  already  once  before  been  sent  home  from  India  for 
the  same  reason.  This  shows  the  deceit  of  the  so  called  crimps. 
Moreover,  you  also  receive  by  this  an  attestation  of  a boy  who 
has  been  accepted  as  a man.  He  and  another  have  been  placed 
on  boys’  wages.  Ending  with  this,  we  commend  you,  after  my 
respectful  greeting,  to  God’s  Holy  Protection,  Amen.” 


Your  very  humble  and  obedient  Servant, 


(Signed)  Ryckloff  van  Gobns. 

In  the  Fort  “ The  Cape  of  Good  Hope,” 
this  14th  April,  1657. 


M.B. — The  same  postscript  attached  to  the  Report,  is  attached  to 
this  letter. 
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EEPORT  OF  COMMISSIONER  RYCKLOFF  VAN 
GOENS  TO  THE  OOVERNOR-OENERA.Ii  JOAN 
MAETSHTOKER,  AND  THE  HON.  COUNCILLORS 
OF  INDIA. 

Sirs, — What  the  Seventeen  have  resolved  and  what  force  of 
men,  cash,  ship?,  merchandize  and  necessaries  are  being  sent  out 
by  them  to  India  this  year  (1667),  we  hope  you  will  hear  by  the 
flute  Hilversum.  She  left  this  on  the  1 2th  February  last  (with  54 
men)  . . . Arrived  here  in  the  Orangien  in  company  of  the 

Malacca  on  the  17th  and  18th  instant,  both  ships  having  lost  only 
9 men,  including  two  of  our  vessel  who  had  fallen  overboard,  a 
small  number  in  comparison  with  that  of  750,  the  total  of  the 
crews  of  both  ships  . . . Because  the  Malacca  contained  the 

Japan  cargo,  I did  not  dare  to  detain  her  longer  here  than  to- 
day ; she  could  not  have  been  despatched  sooner  as  the  men 
had  to  be  properly  refreshed ; and  as  it  is  beyond  doubt 
that  you  are  in  the  greatest  want  of  men,  we  have  instead 
of  the  dead  and  sick  on  board  of  her  supplied  her  with  the 
healthiest  and  best  soldiers  of  the  Orangien ; and  as  the  Directors 
have  entrusted  me  with  the  thorough  inspection  of  this  place,  I 
shall  detain  the  Orangien  a few  days  longer,  trusting  that  soon 
some  of  the  outward  bound  may  arrive.  Should  this  not  happen 
within  12  or  15  days  after  date,  we  shall  at  once  follow,  trusting 
that  in  that  time  I shall  have  completed  my  commission.  But  if 
I have  not  completed  my  work  within  that  time  (for  to  do  it  well, 
requires  time),  I shall  within  15  days  let  the  Orangien  follow  with 
my  wife,  and  embark  later  on  in  the  flrst  vessel  or  flute  that  may 
arrive,  fully  confident  that  this  will  please  you  . 

In  order  to  make  a beginning  with  my  work  here,  I personally, 
in  company  of  Commander  van  Riebeeck,  made  a tour  through 
the  whole  land  of  the  Cape,  excepting  a portion  of  the  wild  and 
inaccessible  mountains,  and  only  returned  yesterday.  We  also 
had  laid  down  in  a chart  by  a fairly  able  landsurveyor  all  the 
mountains,  as  well  as  all  the  suitable  and  unsuitable  lands,  to  the 
best  of  our  ability  in  accordance  with  chorography.  But  it  is  not 
yet  of  such  a complete  character  that  we  would  dare  to  submit  it 
to  the  Masters  or  yourselves  as  an  accurate  work,  so  that  the  tour 
will  have  to  be  made  once  more  by  the  said  Riebeeck  accompanied 
by  the  landsurveyor  and  a good  mate ; nevertheless,  we  may 
(according  to  all  experience)  assure  you,  that  a year  hence  by 
good  vigilance  on  the  part  of  Commander  van  Riebeeck,  matters 
could  be  advanced  so  far  that  this  Cape  will  be  able  to  supply 
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1657. 

26th  March, 


1657. 

12th  April. 


hprself  Avith  all  the  most  necessary  foodstufis,  hut  as  I will  soon 
follow  this,  I shall  in  due  time  explain  everything  exactly,  deem- 
ing it  unnecessary  to  insult  you  with  raw  material. 

The  Directors  of  the  inditddual  chambers  have  earnestly 
by  word  of  mouth  urged  me  to  maintain  a sharp  super- 
vision over  the  provisions,  ships’  material  and  all  the 
goods  of  the  Company,  nothing  excepted,  in  accordance 
with  the  new  lists  framed  by  order  of  the  Seventeen  as  well 
over  the  vessels  of  this  year’s  fleet  that  I might  meet,  and  in 
accordance  with  the  high  penalties  decreed  on  the  subject ; so 
that  here  also  nothing  shall  be  taken  from  any  vessel,  no  matter 
how  trifling  it  may  be,  that  shall  not  he  annually  accounted  for 
on  a separate  statement  transmitted  to  the  Seventeen  and  your- 
selves ; so  that  whatever  less  is  brought  at  Batavia  and  has  been 
consumed  without  this  written  order,  shall  he  charged  against  the 
officers.  I have  accordingly  made  a commencement  with  the 
Jlalacca.  What  has  been  consumed  by  her  as  far  as  this,  you 
will  gather  from  the  enclosed  statement  and  our  Resolution  in 
connection  with  Cape  provisions,  by  which  we  trust  that  we  have 
fully  complied  with  their  Honours’  orders  to  your  satisfaction. 
After  my  departure  I shall  order  Commander  van  Riebeeck,  in 
writing,  to  observe  it  promptly  with  aU  other  ships,  that  thus 
their  Honours’  orders  may  be  carried  out  and  satisfaction  given 
to  you.  Having  at  present  no  more  material,  I will  end  with 
my  proper  duty,  commending  you  to  the  protection  of  Grod. 

In  the  Fort  the  Good  Hope,  this  26th  day  of  March,  16o7. 

(Signedl  Your  humble  servant, 

RyCKLOFF  VAX  Goexs. 


To  the  Hon.  Joan  Maetsuycker,  Govern  or- General  and  the  Hon. 

Councillors  of  India. 

Sirs, — The  annexed  is  «opy  of  my  letter  sent  per  Malacca,  the 
28th  last.  Since  then  the  Phenir,  of  Delft,  arrived  here,  on  the 
3rd  instant,  with  309  healthy  men.  Having  been  well  refreshed, 
she  was  despatched  without  delay.  We  placed  on  her  22 
additional  men,  who  were  corsidered  too  many  here.  Some  more 
will  follow,  for  I shall  send  on  all  that  are  over  the  number  of 
100  wage  earners  here,  with  express  orders  to  the  Commander 
not  to  draft  anyone  on  shore  without  express  orders  from  the 
Directors  or  yourselvts,  for  it  is  beyond  doubt  that  if  the  persons 
who  had  been  employed  in  unnecessary  building  operations. 
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masoning,  and  especially  useless  navigations,  had  been  set  to 
work  at  agriculture,  the  Cape  would  long  ago  have  been  able  to 
feed  itself.  As  soon  as  the  proper  inspection  has  been  effected, 
we  shall  follow  without  delay  in  the  Orangien.  We  trust  that 
this  will  he  next  week  and  not  later.  Our  hearty  longing  at 
present  is  for  the  three  remaining  return  ships,  which  will  now 
not  be  able  to  overtake  the  former  six.  Should  they  arrive  here, 
we  will  consult  with  the  friends  whether  it  would  not  be  better 
for  them  to  go  straight  on  without  calling  at  St.  Helena, 
permitting  them  rather  to  refresh  here  three  or  four  days  longer, 
and  assisting  them  with  some  empty  water  casks. 

In  order  to  carry  out  your  orders  to  visit  the  Southland  to 
search  for  the  men  of  the  wrecked  Draeck  (because  it  is  now 
winter  and  stormy),  no  other  small  vessel  will  be  better  suited  for 
the  purpose  than  the  little  flute  Vincg,  of  Zealand.  The  Oyemer 
and  Venenhurgh  are  heavy  and  strong  vessels  ( ? too  heavy  for  the 
purpose)  ; nevertheless,  should  any  others  arrive  during  my  stay 
here,  I shall  ponder  the  matter  with  the  skippers,  and  if  not,  will 
leave  it  in  the  hands  of  the  Commander. 

The  bookkeeper  of  the  faid  Phenix  has  in  a very  pitiful 
manner  requested  to  remain  here  on  account  of  the  fright  which 
seems  to  have  been  the  result  of  the  voyage,  and  his  innate 
weakness.  He  desired  to  be  permitted  to  return  home.  He  has 
hardly  a tooth  in  his  moutli  that  is  not  loose,  as  Skipper  Stamper 
will  be  able  to  tell  you.  I reminded  him  that  he  would  in  that 
case  forfeit  his  salary,  to  which  he  at  once  submitted.  Accordingly 
we  appointed  in  his  stead  our  junior  merchant  (Anthony  van 
Leeuwen),  who  had  ere  this  been  chief  merchant  in  the  Moluccas, 
and  for  some  time  also  President  there.  The  books  of  the 
Orangien  I will  be  able  to  have  attended  to  by  an  assistant,  as  I 
hope  to  follow  within  a few  days.  Will  end  with  my  respectful 
greeting  to  your  Honours,  collectively  and  individually,  com- 
mending you  to  God’s  holy  protection. 

In  the  Fort  the  “ Good  Hope,”  this  day,  the  12th  April,  1657, 
and  signed  (?).  P.S. — The  Statement  of  the  Provisions  con- 
sumed on  the  Phenix,  and  of  the  remainder,  is  annexed  to  this. 
Pegardirg  the  presence  here  of  the  French,  and  the  loss  of  the 
Tulp,  you  will  be  advised  by  the  Commander.  I have  amicably 
demanded  from  the  French  5 Netherlanders,  who  were  also 
delivered.  In  any  case,  we  would  have  taken  them  out  of  the 
vessel  with  or  without  their  leave. 


(Below  stood)  “ Tour  humble  servant,”  and  was 

jiLED  -t-cu  •.  ■... 

(Signed)  Eyckloff  van  Goens. 

Y 2 
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EEPOET  OF  COMMISSIONER  ANDEIES  FEISIUS 
SUBMI'i'TED  TO  THE  LOEDS  SEVENTEEN,  RE- 
OAEDINO  HIS  INSPECTION  OP  CAPE  AFFAIRS 
AS  COMMISSIONER. 

“ In  accordance  with  your  special  order  that  annually  the 
Commander  of  the  return  fleet  on  its  arrival  at  the  Cape  shall 
inspect  affairs  there,  in  order  properly  to  report  its  condition,  the 
Grovernor-General  and  Councillors  of  India  ordered  me  by  Special 
Commission,  dated  the  16th  December  last,  that  if  I safely  arrived 
there  with  the  fleet  I should,  whilst  the  latter  was  being  refreshed, 
make  the  proper  inspection.  Accordingly  when  on  the  24th 
February  last  we  had  safely  arrived  at  the  roadstead  in  Table 
Bay,  I landed  and  showed  ray  Commission  to  Commander  van 
Riebeeck  and  his  Councillors,  who  in  consequence  acknowledged 
me  in  my  capacity  and  gave  me  access  to  all  the  books  and  papers 
concerning  the  Cape  and  also  verbal  information  on  many  other 
matters. 

In  the  first  place,  we  heard  with  pleasure  that  shortly  after  the 
departure  of  the  last  year’s  return  fleet  the  Company  there  had 
again  made  a permanent  peace  with  the  chiefs  of  the  surrounding 
wandering  Hottentoos,  and  that  the  fruits  of  the  same  had  already 
been  plucked  in  the  number  of  cattle  and  sheep  which  had  been 
obtained  in  abundance.  Moreover,  from  the  Cape  increase,  also 
geese,  ducks,  fowls,  garden  and  earth  fruits  were  to  be  had  for 
refreshing  the  men  of  your  vessels.  This  will  in  course  of 
time  develop  more  and  more,  as  I am  with  Commander  Riebeeck 
of  opinion  that  in  consequence  of  the  brick  ( ? stone)  redoubts, 
‘ Kyckuyt,’  ‘ Keert  de  Koe,’  and  ‘ Hout  den  Bui,’  and  the  other 
defences,  especially  the  mounted  guard  stationed  around  the  Cape 
fields,  those  brutal  Hottentoos  will  not  again  easily  set  the 
Company  at  defiance  and  make  war  on  it,  as  by  means  of  those 
defences  the  stealing  of  cattle,  which  is  their  only  object,  has 
been  made  impossible,  so  that  the  Cape  and  the  Colony  are  on 
the  eve  of  progressing  very  much,  and  your  real  object,  for  which 
you  have  had  such  a heavy  expenditure,  will  be  realized. 

Having  further  resumed  the  successive  orders  given  by  you  for 
carrying  out  your  business  here,  that  is,  in  the  Colony  with  its 
appendices  at  the  Cape,  as  well  as  the  written  memorandum  left 
for  the  guidance  of  the  Commander  by  the  Councillor  Extra- 
ordinary and  Commissioner,  Pieter  Sterthemius,  dated  the  12th 
March  last  year,  I found  that  the  orders  it  contained,  as  far  as 
they  were  practicable,  had  been  carried  out  by  Commander  van 
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Riebeeek.  The  autumn  ships  not  having  arrived  during  my  stay 
at  the  Cape,  I devoted  my  attention  to  the  inspection  of  its 
affairs,  in  order  to  submit  to  you  a proper  report  on  my  arrival 
home.  I was  often  out  with  Mr.  Riebeeek  on  foot  and  on  horse- 
back, and  the  result  of  my  investigations  have  been : — 

1st. — On  the  S.E.  side  within  the  fort  a storehouse  with  a cellar 
underneath  it,  was  being  built  and  nearly  completed  when  I left ; 
BO  that  now  the  fort  inside  is  all  round  faced  with  brick  and 
covered  with  tiles  against  fire,  and  suflhciently  provided  with 
dwellings  for  your  servants,  and  storehouses  for  the  storing  of  all 
kinds  of  provisions,  merchandize,  &c , so  that  for  the  present 
nothing  more  need  be  erected  there. 

The  said  fort  had  also  last  year,  when  the  rainy  season  was 
over,  been  with  its  curtains  and  points  again  provided  Avith  sods, 
and  enclosed  with  new  palisades.  For  greater  security  a strong 
wooden  fence  five  feet  high  was  made  above  the  berm.  The 
canal  had  also  been  deepened  and  in  some  places  widened,  into 
which  one  of  the  fresh  water  rivulets  was  to  be  let,  in  order 
to  keep  it  continually  full  of  water.  This  could  not  yet  be 
done  in  consequence  of  the  causeway  lying  in  the  canal,  over 
which  one  enters  the  fort.  This  causeway  would,  however,  be 
soon  removed  and  replaced  by  a small  drawbridge,  which  was 
already  lying  ready  to  be  placed  in  position,  when  at  the  same 
time  the  ground  round  about  and  the  sides  of  the  canal  would  be 
studded  with  shin  traps  and  caltrops.  Thus  the  fort  would  be 
fairly  defensive  against  violence  from  outside.  Before  the  plain 
of  the  fort,  between  the  horn  works  on  the  S.E.  side,  stands  the 
hospital,  the  smithy  and  the  wagon  makers’  shops,  made  of 
planks,  which  will  necessarily  have  to  be  repaired  one  day  or 
another,  and  brick  substituted  iustead,  the  more  so  as  the  hospital 
is  somewhat  too  small  and  cannot  at  the  utmost  accommodate 
more  than  25  or  30  sick.  Opposite  on  the  N.W,  side  stands  a 
kitchen,  mess  room  and  brewhouse  of  baked  bricks,  good  and 
strong  work. 

The  jetty  before  the  fort  running  from  the  beach  into  the  sea, 
for  the  convenience  of  boats  to  take  in  water,  cannot  on  account  of 
the  shallowness  of  the  beach  be  reached  at  low  tide,  thus  causing 
great  hindrance.  Accordingly  the  Commander  intends  to  lengthen 
it  10  or  12  roods  further  if  he  be  allowed  to  use  for  the  purpose 
the  timber  of  the  abandoned  French  wreck  Marhchal. 

His  Honour  also  built  around  the  old  watering  place  a small 
dike  in  order  to  collect  the  water,  so  that  now  even  as  many  as 
twenty  parties,  if  necessary,  can  at  once  easily  draw  water. 
In  order  to  discharge  the  latter  during  the  rainy  season,  a suitable 
sluice  has  been  built  at  the  lower  end. 

The  embankments  and  breastworks  of  the  redoubt  ‘ Duijnhoop,’ 
situated  between  the  Fort  and  iSalt  River  has  been  completely 
washed  away  by  the  rains,  and  as  it  is  necessarily  required  there. 


1661. 
4tli  July. 


342 


1661. 
4th  JtxIj  . 


because  it  can  command  the  whole  shore  between  the  Fort  and 
Salt  River  wherever  a vessel  might  attempt  to  land,  and  is  also 
of  service  to  inspire  the  Hottentoos  with  awe,  it  is  intended  to 
repair  it  when  the  rainy  season  sets  in,  when  suitable  sods  will  be 
obtainable,  and  the  work  may  be  done  by  the  men  of  tlie 
garrison. 

The  brick  built  (steene)  redoubts,  ‘ Kyckuyt,’  ‘ Keert  de  Koe,’ 
and  ‘ Hout  den  Bui,’  as  well  as  the  large  cavalry  watch  house,  on 
the  back  of  the  long  hill,  provisionally  composed  of  planks,  and 
covered  with  straw,  are  well  situated  for  protecting  the  Cape  lands 
which  they  completely  enclose  on  the  side  of  the  Continent,  as  the 
‘ Wind,’  ‘ Hout,’  and  Table  Mountains  do  so  on  the  opposite  side. 
Additional  security  is  afforded  by  the  fence  erected  from  the 
beach  to  past  the  i edoubts  ‘ Kyckuyt  ’ and  ‘ Keert  de  Koe  ’ at  the 
first  Cape  Farm,  where  the  river,  in  consequence  of  its  steepness 
and  depth  as  well  as  the  weeds  it  contains,  is  not  fordable,  so  that 
the  land  within,  which  contains  the  whole  of  the  Cape  husbandry, 
is  quite  safely  protected  against  all  trouble  from  the  Hottentoos 
and  their  cattle  thefts 

The  first  made  brick  redoubt,  ‘ Coornhoop,’  situated  about 
the  centre  of  the  Corn  lauds,  is  unnecessary  there,  and  no  guard 
is  stationed  in  it,  hence  at  the  proper  time  it  will  be  broken  do'wn 
and  the  material  used  for  building  the  cavalry  stables,  fort  or 
otherwise  as  the  Company’s  service  may  require. 

On  the  Redoubt  ‘ Kyckuyt  ’ three  horsemen  are  stationed 
with  their  horses,  mainly  in  order  to  make  the  Hottentoos,  who,  as 
already  stated,  are  now  kept  entirely  outside  the  limits  of  the  Cape 
Settlement — when  they  come  from  the  country  or  the  interior  to 
sell  us  cattle,  take  the  road  pointed  out  expressly  for  the  pur- 
pose by  the  Commander,  and  to  enter  beyond  the  limits  of  the 
cultivated  lands  through  a turnpike  placed  for  that  purpose  in  the 
fence  at  the  said  Redoubt,  through  which  they  have  also  to  leave. 
To  this  they  are  already  accustoming  themselves  and  in  course  of 
time  will  become  thoroughly  used  to  it,  which  will  give  great 
security  to  the  husbandman.  And  when  the  said  guard  has  been 
increased  to  the  number  of  6 horses,  and  the  large  cavalry  watch 
on  the  long  hill  to  14  or  15  horses,  or  a total  of  20  or  21  horses, 
which  will  in  about  two  years  be  possible  by  means  of  the  breed- 
ing of  foals,  the  whole  settlement  will  in  consequence  be,  so  to  say, 
completely  protected  from  the  violence  and  thefts  of  the  Hottentoos, 
so  that  the  other  outside  guards,  the  castle  watchers  and  others 
can  be  withdrawn  and  the  Cape  Garrison  considerably  reduced. 

Regarding  agriculture,  that  will  not  yield  nearly  as  much  as  has 
been  expected ; as  it  h,as  been  daily  found  that  the  soil  is  not  so 
suitable  for  rearing  corn  as  it  looked  when  still  unbroken,  so  that 
within  the  limits  in  which  agriculture  can  be  protected,  not  more 
than  about  300  Dutch  morgen  will  be  available  for  seed  corn, 
of  which  250  have  already  been  brought  under  the  plough.  About 
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50  morgen  are  still  lying  there  in  two  plots,  not  yet  given  out. 
Of  the  250  morgen  fully  75  have  been  cultivated  by  the  Company, 
70  by  Commander  van  Kiebeeck  privately,  and  the  remaining  l05 
morgen  by  nine  free  colonists  and  their  assistants,  as  will  he  seen 
more  specifically  from  the  annexed  little  chart. 

When  the  said  250  morgen  have  all  been  brought  under  the 
plough,  and  sown  with  corn  and  every  morgen  on  an  average 
yields  a quarter  of  a last  of  corn,  not  more  than  75  lasts  will  be 
gathered,  from  which  each  year  every  third  morgen  is  to  be  de- 
ducted to  lie  fallow  and  rest,  hence  annually  on  an  average  only  a 
little  more  than  50  lasts  of  grain  will  be  gathered,  whilst  the 
Cape  annually  requires  little  less  than  100  lasts,  with  which  to 
feed  the  Company’s  servants,  237  in  number,  their  wives,  children, 
slaves,  convicts,  as  well  as  144  additional  souls,  the  number  of  the 
colonists  and  their  dependents,  or  381  persons  altogether,  exclusive  of 
fodder  for  the  horses  and  all  kinds  of  small  cattle,  so  that  little  will 
be  left  over  for  brewing  fresh  beer  or  baking  a small  loaf  to  refresh 
the  passing  ships.  From  all  which  it  appears  that  within  the 
limits  of  the  Cape  farming  establishments,  not  as  much  corn  will 
be  raised  annually  as  they  will  require  for  their  own  subsistence, 
so  that  henceforth  it  will  be  necessary  to  supply  them  annually 
with  at  least  50  lasts  of  rice  from  outside. 

Besides  the  lands,  there  are  here  and  there  near  the  Fort  some 
suitable  places  for  gardens,  granted  to  freemen,  besides  two 
gardens  of  the  Company,  the  largest  of  which  is  situated  near 
and  at  the  hack  of  the  Fort  (ter  syden  Achter ’t  Fort),  comprising 
about  21  morgen  of  ground,  and  which,  if  necessary,  might  be 
extended  still  further  backward  even  if  not  laid  out  in  a straight 
line,  as  at  present,  and  be  enlarged  with  some  very  good  pieces. 
The  other  lies  under  the  Wintbergh  in  the  Cape  agricultural  area, 
about  3 or  4 morgen  in  extent,  in  which  gardens  all  kinds  of 
vegetables  and  ground  fruits  can  be  raised  as  refreshments  for 
the  calling  vessels,  besides  the  planting  of  all  kinds  of  fruit  trees, 
of  which  the  oHve,  orange,  and  grape  give  promise  of  success. 
Should  this  be  the  case  there  will  be  land  enough  for  them  on  the 
mountain  slopes  and  valleys  and  among  the  rocks  where  the 
plough  cannot  be  used. 

Pasturage  will  in  the  dry  season  he  wanted  within  the  said 
boundaries  and  near  the  Fort,  as  the  best  pastures  have  been 
broken  up  by  the  plough,  so  that  the  draught  cattle  and  milch 
cows,  even  the  sheep,  if  we  wish  to  have  any  benefit  from  them, 
besides  being  always  driven  to  the  best  feeding  spots,  are 
continually  to  be  fed  on  seed,  ehafi  and  cabbage  leaves,  in  order 
to  be  kept  in  flesh.  The  rest  are  so  lean  and  withered,  that  many 
of  them  drop  down  in  the  veld  and  kraals,  so  that  it  would  be 
hardly  worth  while  to  kill  them  for  supplying  the  ships. 

There  were  still  on  hand  both  for  breeding  and  refreshing  the 
vessels,  exclusive  of  plough  and  draught  oxen  and  milch  cows, 
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about  400  head  of  cattle  and  as  many  sheep.  Some  of  the  latter, 
depastured  on  Robben  Island  are  thriving  so  well  there,  that  one 
of  them  is,  in  the  dry  season,  better  than  an  ordinary  ox. 
According  to  the  statement  of  the  Hottentoos  and  other  signs 
observed,  every  day  a large  number  of  cattle  and  sheep  may  be 
expected  for  barter  : which  will  be  a good  thing. 

The  kraal  and  sheds  for  the  Company’s  cattle,  besides  the 
small  one  behind  the  Fort,  are  situated  near  the  centre  of  the 
Company’s  corn  lands  and  threshing  garner  (schuur).  They  are 
together  new  and  strong,  made  of  heavy  palisades  and  planks, 
and  very  suitable  for  their  purpose. 

The  breeding  of  horses  is  beginning  to  be  very  successful.  Of 
nine  mares  among  the  twenty-two  that  arrived  from  Batavia, 
fifteen  foals  have  already  been  obtained,  viz. : three  of  3 years, 
four  of  years  and  eight  of  six  months,  so  that,  barring 
accidents,  in  two  years  time  there  will  be  twenty  fit  cavalry 
horses  for  the  saddle  and  the  guard. 

For  stabling  the  said  horses  two  old  brick  kilns  adjoining  each 
other  were  built  up  (voorts  opgehaelt)  and  covered  with  tiles  as 
well  as  provided  with  a good  loft  for  the  storage  of  grain,  &c. 
The  building  can  easily  accommodate  30  horses 

In  the  same  manner  the  Company’s  Cornmill,  masoned  up  all 
round  with  brick  and  covered  with  tihs,  standing  on  the  other 
side  of  one  of  the  fresh  water  rivulets  which  drives  it,  was 
provided  with  a strong  solid  loft  for  the  storing  of  corn. 

Obliquely  from  this  on  the  beach  at  the  “ duynties  ” (downs) 
a suitable  wooden  shed  has  been  erected  and  covered  with  reeds 
for  storing  the  Company’s  heavy  cables  sent  thither  in  order  when 
required,  to  be  supplied  to  the  return  ships.  In  order  to  insure 
them  agaiost  fiie,  the  building  should  give  place  to  one  of  brick, 
or  be  erected  elsewhere. 

For  stabling  and  protecting  the  cattle  and  sheep  kept  near  the 
Fort,  for  the  vessels,  &e.,  and  which  daily  graze  with  the  horses 
below  the  Lion  Mountain  and  in  the  Kloof  between  the  latter 
and  Table  Mountain,  a suitable  kraal  has  also  been  made, 
together  with  a shed,  which  having  been  originally  made  of 
planks  and  covered  with  reeds,  has  been  renewed,  and  is  situated 
behind  the  Fort  against  the  Canal  protected  with  a heavy 
palisade.  Behind  this  is  the  place  where  the  dead  are  buried. 
It  lies  entirely  open  so  that  the  corpses  are  sometimes 
scratched  out  of  the  earth,  and  devoured  by  jackals.  Accordingly 
the  Hon.  Van  Riebeeck  intends  one  time  or  another  to  enclose 
this  cemetery  with  a strong  palisade  in  order  to  keep  out  those 
beasts  of  prey. 

As  regards  the  Colony,  I found  that  it  was  developing  finely. 
Your  having  allowed  the  colonists  free  hunting  aud  fishing  as 
well  as  trading  with  the  ships,  &c.,  has  greatly  hel[)ed  in  that 
direction.  At  the  same  time  it  is  desirable  that  the  agriculturists 
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should  be  provided  with  slaves,  in  order  to  do  away  with  the  high 
wages  which  they  are  now  compelled  to  pay  to  their  Netheriand 
servants,  under  which  they  are  smolhered  so  that  all  their  profits 
disappear.  This  causes  slowness  in  their  industry,  whilst  if  they 
had  slaves  in  sufficient  numbers  they  would  no  doubt  display  more 
zeal  in  securing  the  full  production  of  the  land  still  cultivable 
there.  Much  might  be  saved  in  tliis  way,  whilst  now  their 
principal  object  is,  and  they  bring  their  whole  mind  to  bear  on  it, 
to  rear  geese,  ducks,  fowls,  pigeons,  butter,  cheese,  milk,  eggs, 
bread,  dried  and  salted  fish,  and  all  kinds  of  garden  produce,  for 
the  sake  of  the  heavy  profits  which  they  know  how  to  derive  from 
them,  by  selling  them  at  high  prices  to  your  servants  arriving 
there  in  your  vessels.  This  encourages  them  very  much,  so  that 
their  number,  as  well  as  that  of  suitable  dwelling  houses,  is 
increasing.  The  Colony  consisted  of  144  souls,  viz. : — 73  Nether- 
land  males,  12  females,  20  children  and  39  slaves,  who  were 
supporting  themselves  from  the  sale  of  their  produce,  agriculture, 
gardening,  fishing,  and  sailing  to  the  islands  in  the  neighbour- 
hood for  train  oil,  salt,  fish,  eggs,  &c., — also  by  building, 
(timmeren),  tailoring,  wood  sawying,  brick  making,  chopping,  &c. 

The  agriculturists  possessed  for  the  cultivation  of  their  lands 
and  for  breeding  purposes,  130  draught  and  plough  oxen,  73 
milch  cows,  and  62  calves,  besides  a considerable  number  of  sheep 
and  pigs,  which  all  the  colonists  may  likewise  keep.  The  numbers 
were  about  425  sheep  and  200  pigs,  from  which  in  time  great 
profit  will  also  he  obtained.  By  the  above  mentioned  advantages 
and  others  in  prospect,  the  colonists  are  faring  better  than 
formerly,  so  that  they  are  now  no  longer  complaining,  except  that 
they  are  unable,  when  coming  to  the  Fort  for  bread  corn,  to 
obtain  as  much  as  they  desire,  as  it  is  measured  o3  to  them  for 
their  families  in  the  form  of  rations,  in  consequence  of  which  they 
can  with  difficulty  maintain  themselves,  whilst  formerly  they 
had  been  able  to  provide  the  passing  stranger  with  a fresh  loaf. 
To  this  mainly  their  complaint  referred,  as  they  had  to  forego  the 
profits  acoi'uing  to  them  from  such  sales.  The  scarcity  of  corn  is 
in  consequence  of  the  Cape  not  having  this  year  received  any  rice 
from  Batavia,  for,  as  already  pointed  out,  they  cannot  obtain  from 
their  crops  half  of  what  they  annually  require  for  their  subsistence. 
This  complaint  will,  however,  as  soon  as  the  harvests  are  more 
bountiful,  also  cease,  so  that  in  time  the  Colony  at  the  Cape  will, 
in  accordance  with  your  intentions  become  a fact. 

The  Commander  is  making  every  effort  to  explore  the  territories 
situated  about  the  Cape,  and  discover  permanent  towns  for  trading 
purposes.  For  that  purpose  he  has  offered  certain  rewards  to 
those  who  might  discover  such  settlements  or  trade  openings. 
Consequently  on  the  12th  November  last  year  and  the  31st 
January  last,  13  volunteers  from  the  garrison  offered  their 
services.  The  first  Company  after  having  been  away  69  days, 
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returned  without  having  effected  anything,  and  the  other  returned, 
after  an  absence  of  39  days,  on  the  11th  March,  when  I was  there. 
They  had  been  with  the  Manaquas,  a Caffre  tribe,  dwelling 
about  60  Dutch  miles  to  the  N.  of  the  Cape,  who  travelled  from 
one  place  to  another  for  pasturage  for  their  cattle,  without  possessing 
permanent  cities  or  dwellings,  only  remaining  on  one  spot  as  long 
as  there  was  good  pasturage  on  it  for  their  cattle.  These  Namaquas 
were  of  much  larger  stature  and  stronger  build  than  the  natives 
about  the  Cape,  and  are  also  more  civilized  in  intercourse  and 
living.  As  arms  they  used  long  broad  shields  of  heavy  double 
leather,  with  how  and  arrows  as  well  as  assegays  with  iron  points. 
All  are  dressed  in  prepared  skins,  which  they  also  use  for  sitting 
upon.  Around  their  waists,  necks,  and  arms,  as  well  as  in  their 
ears  and  hair,  they  were  adorned  with  all  kinds  of  copper,  iron  and 
other  beads  and  cowriee.  The  heads  they  know  how  to  make 
themselves,  just  as  they  know  how  to  prepare  their  skins.  They 
wear  broad  ivory  shields  before  their  private  parts,  and  cover  their 
heads  as  a protection  from  the  sun  with  a small  flat  round  shield, 
composed  of  all  kinds  of  coloured  feathers,  in  the  form  of  a parasol 
(quitasol),  in  the  middle  of  which  a small  stick  is  stuck,  which  they 
tie  in  front  of  the  hide  which  they  are  wearing,  so  that  they  need 
not  carry  it.  These  Namaquas  mentioned  their  supreme  king 
who  had  three  sons,  who  had  received  our  people  very  well  in  their 
little  huts  and  given  them  some  cattle  to  eat.  Moreover  they 
made  their  women  sing  and  dance  in  their  way  in  order  to  please 
our  men.  At  the  request  of  our  people  made  to  the  King,  that  he 
should  send  two  or  three  of  his  people  with  them  to  the  Cape  in 
order  to  make  the  acquaintance  of  the  Commander,  and  inspect 
the  merchandise  which  we  would  give  for  their  cattle,  in  case  they 
came  down  to  trade  with  us,  he  excused  himself  by  saying  that  he 
and  his  people  were  going  towards  the  mountains  to  search  for 
Oedasoa,  with  whom  he  was  at  war,  in  order  to  do  battle  with  him ; 
and  when  this  had  been  done,  or  he  had  again  made  peace  with  him, 
he  would  send  his  men  to  the  Fort,  and  maintain  good  friendship 
with  us.  They  could  tell  us  nothing  about  traflfic,  but  only  that 
further  to  the  North  there  were  other  nations  dwelling  in  perma- 
nent places,  who  subsisted  by  sowing  and  planting,  from  whom 
they  obtained  large  calabashes  (gourds)  which  they  used. for  hold- 
ing their  drink  water  and  milk.  Id  ore  information  could  not  he 
obtained  from  them,  so  that  the  party  returned,  as  will  he  seen 
from  the  Journal  kept  during  the  journey,  annexed  to  this,  and  from 
the  letter  of  the  Hon.  van  Riebeeck.  It  is  to  be  hoped  that  next 
time  we  may  penetrate  still  further  and  obtaining  the  right  know- 
ledge of  the  trade  that  is  possible  there,  the  Company  will  once 
come  to  enjoy  the  desired  fruits  of  her  possessions  in  the  pro- 
montory. 

As  already  three  years  in  succession  the  island  St.  Helena  Nova 
had  been  fruitlessly  searched  for  from  the  Cape,  the  Hon.  van 
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Riebeeck  doubted  whether  it  would  be  advisable  to  make  a fresh 
trial  with  the  galiot  Perkieth,  purposely  despatched  by  you  for  ^ 
that  object;  but  as  His  Honour  had  understood  from  sorne  of  the 
skippers  of  the  return  fleet,  that  they  had  heard  from  the  journey- 
man carpenter  on  Batavia’s  roadstead  that  he  had  been  twice  on 
that  island  with  the  Portuguese,  and  that  it  was  situated  a whole 
degree  more  to  the  south  than  shown  on  the  chart.  His  Honour 
had  decided  once  more  to  renew  the  search  with  the  Perkieth ; but 
before  Anally  deciding,  he  intended  to  await  the  arrival  of  the 
autumn  ships  with  your  last  years’  letters,  which  were  daily 
expected^  in  order  to  know,  whether,  in  consequence  of  the  change 
of  Government  in  England,  the  galiot  was  to  be  employed  for 
that  purpose  or  any  other,  so  that  he  might  be  able  to  act 
accordingly. 

In  the  meanwhile,  in  order  not  to  let  the  men  of  the  galiot  lie 
idle.  His  Honour,  according  to  your  orders,  was  earnestly  advised 
hy  me  to  employ  them  constantly  in  Ashing  for  anchors  in  the 
roads  of  Table  Bay,  and  to  attend  to  this  work  at  all  times  and 
in  every  possible  manner,  as  the  roadstead,  in  consequence  of  the 
many  anchors  which  had  been  dropped  there,  had  become  altogether 
foul,  lest  at  any  time,  which  may  God  in  his  mercy  prevent ! 
any  of  your  ships  should  meet  the  same  fate  as  that  of  the  French 
vessel,  the  Marichal,  in  May  last  year,  which  had  moreover  lost 
three  anchors,  of  which  hitherto  only  one  has  been  recovered. 
Hence  hardly  a cable  can  be  hauled  in,  which  has  not  been  badly 
chafed,  as  we  experienced  in  the  case  of  Set  Wapen  van 
Amsterdam,  which  lost  a heavy  cable. 

The  books  having  been  examined  by  me,  were  found  properly 
kept.  'Ihe  officials  were  properly  kept  to  their  duties  and  the 
Colonists  given  a helping  hand,  in  accordance  with  your  orders, 
to  realize  your  object  in  advancing  the  Cape  settlement  entrusted 
to  the  Commander’s  care,  who  is  doing  his  duty  faithfully  in  every 
way ; so  that,  when  I left.  His  Honour  could  say  no  more  than 
that  he  would  continue  in  the  faithful  discharge  of  his  duties 
and  that  he  was  looking  forward  to  your  further  orders  often 
referred  to.  The  following  memorandum  was  left  by  me  for  His 
Honour’s  guidance  until  further  orders  shall  have  been  received  by 
him  from  the  Seventeen  or  Batavia. 

Having  as  far  as  time  and  opportunity  permitted,  completed 
my  inspection  of  affairs  here,  and  read  the  successive  orders  of  the 
Directors  sent  out  to  you,  as  well  as  those  left  here  for  your 
guidance  by  the  Hon.  Councillor  or  Commissioner,  P.  Stertheraius, 
for  promoting  the  interests  of  this  new  Colony 
Proof  that  orders  appendices,  I find  that  you  have  con- 

■ttdth  zeah"^  ° ^ ducted  yourself  in  accordance  with  the  said 

orders,  and  displaved  the  necessary  care  and 
attention  in  promoting  Cape  affairs,  agriculture,  trade  and  stock 
breeding  and  raising  of  produce,  so  that  we  do  not  know  what 
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to  add,  except  to  recommend  yo  i to  continue  in  that  course  until 
the  arrival  of  the  autumn  ships  of  last  year,  daily  expected  with 
fresh  orders  from  the  masters. 

And  as  it  has  been  found  that  the  hard  nature  of  the  ground, 
and  other  unfitness  of  the  Cape  soil  within  the  fixed  boundaries, 
are  such  that  their  Honours’  servants  and  Colonists  with  their 
families,  cattle,  &c.,  will  be  unable  to  support  themselves  from 
agriculture,  and  will  necessarily  have  to  be  supplied  annually 
from  Batavia  or  Madagascar  with  rice,  or  in  some  other  way,  as 
their  Honours  may  in  future  determine  on,  you  are  earnestly  urged, 
as  much  as  possible  to  economize  the  corn,  meal  and  further  pro- 
,,  , , visions,  which  you  have  at  present  in  stock,  or 

necessary  in  order  'which  are  still  commg  to  you,  and  which  Will 
to  have  a full  not  by  far  meet  the  necessities  of  the  Cape  this 
depot  for  everyone’s  year,  and  to  make  them  go  as  far  as  possible,  in 
order  as  much  as  may  be,  to  avoid  the  landing  of 
biscuits  from  the  outward  bound  vessels,  as  their  Honours  in 
Batavia  are  annually  in  much  need  of  hard  bread  for  the  return 
fleet,  which  for  many  reasons  require  it. 

As  the  Directors  are  sending  from  Patria  a galiot  for  the  Cape,  in 
order  to  be  employed  there  in  the  most  necessary 
services  wherever  required — amongst  others,  to 
make  a fresh  efiort  to  discover  St.  Helena  Nova, 
which  had  for  the  third  time  been  tried  last  year 
by  the  little  flute  Loenen,  which,  however,  had 
not  found  the  slightest  trace  of  the  island  —and 
as  it  had  been  stated  by  some  of  the  skippers  of 
the  Return  Fleet  that  they  had  understood  from 
the  journeyman- carpenter  on  the  roadstead  at 
Batavia,  who  had  been  there  twice  with  the 
Portuguese,  that  the  said  St.  Helena  Nova  was 
situated  a full  degree  more  southerly  than 
shown  on  the  charts,  it  would  be  good,  notwith- 
standing the  aforesaid  galiot  may  he  employed 
without  loss  of  time  to  search  for  the  said  island 
in  the  said  latitude,  to  await  the  orders  of  the 
Directors,  which  may  arrive  any  hour,  that  we 
may  know  whether  in  consequence  of  the 
Restoration  of  King  Charles  in  the  English 
kingdom,  affairs  have  taken  another  turn  there, 
especially  as  regards  Old  St.  Helena,  taken  pos- 
session of  by  that  nation  during  the  Protectorate, 
in  order  to  be  able  to  act,  as  regards  the  further 
search,  in  accordance  with  orders  received,  or  otherwise,  as  circum- 
stances require.* 


This  economizing 
has  been  always 
the  greatest  source 
of  dissatisfaction, 
especially  among 
the  freemen.  How- 
ever, in  ( rder  to 
carry  out  this  order 
faithfully,  the  land- 
ing of  bard  bread 
from  the  ships  has 
always  been  avoide  1 
as  much  as  poss'ble, 
and  when  there  was 
any  over  in  the 
stores  on  the  arrival 
of  a return  squad- 
ron, we  always  ex- 
changed it  for  rice, 
so  that  it  has  always 
been  of  service. 
The  last  crumb  was 
given  to  the  fleet 
under  the  Hon. 
Frisius,  so  that 
every  opportunity 
is  always  seized  to 
meet  such  wants. 


* By  the  non-appearance  of  the  galiot  this  rectified  itself. 
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In  the  meanwhile,  not  to  let  the  men  of  the  galiot  lie  idle, 
they  shall  fish  for  all  lost  anchors  in  the  Bay, 
subject  to  the  rewards  fixed  for  the  purpose,  as 
the  roadstead,  in  consequence  of  the  many 
anchors  lost  in  it,  has  become  very  foul,  so  that 
it  is  to  he  feared  that  at  any  time  the  Company 
may  suffer  from  some  disaster  to  their  valuable 
vessels  there — which  may  God  forbid  ! 

Besides  cruizing  with  a small  vessel  for  the  return  fleets  annually 
expected  here,  it  will  he  necessary  that  you 
shall  for  next  year  again  plan  a secret  signal, 
and  send  it  to  Batavia  in  good  time,  as  was 
done  last  year;  and  as  affairs  in  England,  in 
consequence  of  the  change  of  Government  there,, 
appear  to  have  been  placed  on  another  good 
footing,  you  shall  nevertheless  continue,  for 
various  reasons,  this  course,  for  the  greater 
security  (gerustheyt)  of  the  arriving  fleets,  until  you  receive 
further  orders. 


We  could  only  as 
yet  think  of  fishing 
for  fhe  anchors. 
But  God  thrt  Lord 
has  hitherto  saved 
the  ships  from  loss 
in  this  respect. 


The  secret  signals 
have  been  sent  in 
tripdcate  to  Batavia 
in  the  yacht 
Anckeren.  as  well  as 
to  Patria  with  Mr. 
Bouoheljon  in  the 
flute  Venen. 


1661. 
4th  July.. 


The  breeding 

We  shall  next  year 
already  have  20 
cavalry  herses  at 
our  service,  inde- 
pendent of  the  mares 
kept  for  breeding, 
and  those  also  some- 
times used  for  riding 
purposes,  and  in 
the  grass  and  man- 
ure wagons,  &c. , 
as  well  as  for  the 
gardens,  &c.,  where 
they  do  goo  i service. 
At  present,  9 horses 
are  in  the  country 
and  5 in  the  stables 
here,  which,  besides 
the  mares,  jf  neces- 
sary, are  also 
stationed  outside. 
But  with  horsemen 
and  all,  we  shall 
never  be  able  to  do 
here  with  less  than 
120  men. 


of  horses  seems  to  succeed  well  here,  so  that  it 
must  be  continued  in  every  possible  manner,  in 
order,  in  the  first  place,  to  obtain  the  20  good 
cavalry  steeds  required.  With  that  number  wo 
trust  that  the  Cape  country  culture,  both  of  the 
Company  and  of  the  burghers  as  well  as  their 
goods  and  cattle,  will  be  sufficiently  protected 
against  all  violence  and  thefts  on  the  part  of  the 
Hottentoos,  so  that,  in  consequence,  all  the 
outside  guards  may  be  withdrawn,  and  once  for 
all  the  large  garrison  of  the  Cape  reduced. 


Your  care  is  required  for  the  further  cultivation  of  the  grape, 
, , . „ . orange  and  olive,  which  more  than  any  other 

In  this  and  m every-  , o . ^ p , Ii.  • • ^ 

’ ‘ trees  snow  signs  oi  success  and  are  thriving 
luxuriantly  ; also  the  living  hedges  of  the  wild 
Cape  trees,  planted  at  the  further  end,  around  the 
Cape  lands,  so  that  not  a single  sprig  is  lost,  and 
more  may  be  planted  wherever  necessary.  This 


thing  entrusted  to 
our  change  we  have 
always  been  inclined 
to  apply  the  utmost 
diligence. 

These  hedges  have 
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in  1661  {this  year) 
been  carefully  filled 
in  and  re-planted  ; 
but  as  we  could  not 
easily  keep  the 
Saldanhars  away 
from  them,  they 
have  been  much 
trodden  down,  so 
that  they  will  once 
more  be  taken  in 
hand  in  the  begin- 
ning of  May  next. 


is  a serviceable  work  for  the  security  of  the  cattle 
order  not  to  be  driven  away. 


Finally,  the  advancement  of  this  colony  by  all  possible  means 
The  Agriculturists  is  once  more  recommended  to  you.  Much  will 
help  in  realizing  this  by  lending  a helping  band 
to  agriculture  and  the  colonists  in  everything 
possible,  as  was  the  case  this  year,  so  that  the 
freemen  have  been  pre\ented  from  complaining 
as  they  had  often  been  doing  before.  This 
being  all  that  I know  at  present  to  prescribe  to 
you,  the  further  direction  of  affairs  here  at  the 
Cape  remains  entrusted  to  you,  on  whom  we 
safely  rely.  With  greeting,  we  commend  you 
to  the  protection  of  the  A1  ost  High  in  mercy. 


have  always  been 
and  are  still  assisted 
more  than  the  other 
burghers  who  live 
near  the  Fort,  who, 
by  buying  from  and 
selling  all  kinds  of 
articles  to  the  mfn 
of  the  passing  ships, 
make  sufficient 
money,  as  plainly 
appears  from  their 
loose  sleeves  (voor- 
mouwen). 

These  orders  having 
been  concluded,  we 
trust  that  it  will  be 
understood  that  they 
have  been  fully 
attended  to  and 
carried  out  by  us  on 
every  point  and  on 
all  occasions. 


In  the  Fort  the  “ Good  Hope,”  this  11th  day  of  March,  1661.” 

Copies  of  this  memorandum,  and  of  what  further  happened  at 
the  Cape  and  on  board  the  Fleet,  I have  sent  with  my  own  letters 
to  Batavia,  in  the  care  of  the  Hon.  van  Eiebeeck. 

The  above  being  what  I experienced  when  investigating  your 
condition  and  doings  at  the  Cape,  I trust  that  you  will  be  pleased 
with  it — on  this  I depend  ! 

Noble,  honourfast,  most  venerable,  very  wise  and  very  discreet 
Sirs, — Submitting  this  with  my  respectful  compliments,  and 
recommending  myself  to  your  favour,  we  close  with  the  prayer 
that  God  the  bountiful  Giver  of  all  good  things  may  be  pleased 
to  pour  forth  and  crown  more  and  more  with  victory  over  your 
enemies,  your  affairs,  both  at  the  Cape  and  in  India,  extend  your 
trade  so  that  it  may  be  always  flourishing,  and  grant  you  an 
abundance  of  His  blessings.  This  I heartily  wish. 

Your  obedient,  faithful  and  entire  servant, 

(Signed)  Andkies  Frisius. 


In  Amsterdam,  the  4th  July,  1661. 


PROCLAMATIONS 


ISSUED  BY 


COMMANDER  JOHAN  VAN  RIEBEECK 


AND  COUNCIL. 
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EDICTS  (Plakkaien.) 
1652—1662. 


Whereas  we  have  been  ordered  by  the  Directors  to  proceed  to» 
the  Cape  in  the  Drommedaris,  &c.,  and  build  a fortress  for  the 
safety  of  the  Company’s  possessions  there ; and  whereas  such  a new 
undertaking,  especially  as  regards  the  natives  of  that  country,  who- 
are  very  brutal,  should  he  proceeded  with  with  much  prudence,, 
and  it  will  he  necessary  to  be  thoroughly  on  our  guard,  and  in  a 
state  of  thorough  defence,  and  likewise  to  give  them  no  cause  for 
dissatisfaction,  hut  on  the  contrary  to  do  everything  to  show  them 
all  friendship  and  amiability,  in  order  by  afiectionate  intercourse  to 
make  them  inclined  to  associate  with  us,  and  provide  us  with  cattle 
of  all  sorts,  and  furthur  to  minimize  whatever  inconvenience  we 
might  otherwise  suffer  from  them  in  our  agricultural  pursuits,  &c.,, 
to  he  undertaken  for  the  refreshment  of  the  Company’s  ships,  at 
present  the  chief  object  of  the  Directors,  <^c.  Therefore  to  prevent 
all  misfortune  and  promote  the  purpose  mentioned,  and  _ further  to 
maintain  proper  discipline  and  good  order  among  the  privates,  who 
think  little  of  the  chief  object  to  be  attained,  we  have  considered  it 
highly  necessary  according  to  Eesolution  of  8th  April,  1652,  to 
promulgate  in  the  form  of  a placcaat  the  following  articles,  together 
with  other  very  useful  ones  extracted  from  the  general  articul  brief y 
and  to  affix  them  where  they  can  he  seen  and  read. 


Everyone  on  hoard  of  the  three  ships,  sailors  or  soldiers,  shall  he 
hound,  according  to  their  oath  sworn  on  the  articul  brief  when 
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PLACCATEN. 

Johan  van  Eiebeeck,  oppercoopman  ende  opperhoofft  wegen  d’ 
Ed.  Heeren  Bewinthebberen  van  de  G-enerale  Nederlantze 
ff’ootroijeerde  Cost  Indiscbe  Oompagnie  over_  derselver  te 
maeoken  fortresse,  scbepen  ende  ommeslagb,  mitsgaders  bare 
Ed.  te  kiesen  possessie  aen  Cabo  de  Boa  Esperanse  ende 
bijbebbende  raedt  doen  to  weten  ! 

Alsoo  wi]  door  welgemelte  Haer  Ed.  d’  Ed.  ^leeren  Mijn 
Heeren  de  bewinthebberen  voornoemt  g’ordonneert  ende  daertoe 
de  scbepen  Drommedaris,  Heijger  ende  Hope  geprojecteert  zi]n 
omme  met  derselver  bulpe  aen  Cabo  de  boa  Esperanse  gemelt 
voor  baer  Ed.  te  bouwen  sodanige  fortresse  ende  sterekte  ais  tot 
bewaringe  van  Compagnies  te  nemen  possessie  t baren  dienste 

sal  nodich  gevonden  werden.  _ i • j 

Ende  vermits  in  sodanigb  nienw  te  beginnen  saecke  insonder- 
beiit  omtrent  de  wilde  natie  van  ’t  lant  (seer  brutael  wesendel 
met  groote  voorsigbtigbeijt  dient  geprocedeert,  ende  insonderbei]t 
naeu  toegesien  dat  wij  in  alles  wel  op  boede  ende  in  posture 
van  difEentie  mogen  wesen  mitsgaders  bij  ons  oftte  d onse  aen 
die  natie  geen  oorsaeck  van  misnoegen  gegeven  maer  mtegendeel 
alle  vruntscbap  ende  minnelijckheijt  betboont  ende  alsoo  door 
onsen  liefitaligen  ommeganck  deselve  tot  onse  _ correspondentie 
ffenegen  gemaeckt  worden,  ten  eijnde  door  die  middel  te  meerder 
toevoer  van  alderbande  vee  becomen  ende  te  minder  molesten 
ofi  overlast  van  baer  comen  te  lijden  in  onse  te  doene  plantagien 
etc.  aldaer  te  cultiveren  ende  aentequeecken  tot  verversinge  van 
Comp“  been  ende  weder  navigerende  scbeepen  t welok  vooreerst 
principael  oogbmerck  van  onse  Heeren  Principalen  is  ende  was 
meer  metter  tiit  tot  dienst  van  d’  Ed.  Compagnie  t enquesteren. 

Soo  ist  dat  wij  tot  bewaringe  van  alle  onbeilen  ende  bevor- 
deringe  der  gemelte  saecken  als  onderboudingbe  van  goede  ordre 
ende  dissipline  onder  bet  gemeene  volcq  die  doen  anders  weijnigb 
op  ’t  acbterste  dencken  boogb  nodigb  bebben-  geacbt  als  bi] 
resolntie  van  dato  den  8 April  1652  dese  navolgende  artioulen 
placcaetsgewijse  ten  fine  voorsz.  te  consipieeren  ende  na  genomen 
resumptie  ende  goedvinden  van  den  raedt  voor  bun  alias  nevens 
eenige  dienstige  posten  uijtten  generalen  articulbriefl  te  pronun- 
cbieeren  ende  affigeren  ter  plaetsen  daer  ende  sulcx  beboordt  als 

In  den  eersten  dat  een  ijgelijck  van  de  3 gemelde  scbeepen 
Boewel  matrozen  als  soldaten  in  Compagnies  dienst  op  den  eedt 
van  den  generalen  artioul  brieff  aengenomen  sullen  beright  ende 
Voi.  rs.  ^ 
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required,  readily  to  proceed  on  shore  hy  our  order,  and  with  such 
tools  as  may  he  i-equired  for  building  a fort,  &c.  They  shall 
further  lahorrr  with  all  possible  zeal,  as  it  behoves  all  honest 
servants  to  display,  without  trying  to  get  ofi  with  a fine. 


That  no  one  may  complain  of  having  to  do  more  or  less  than 
another,  the  guards  shall  regularly  and  equally  he  selected  from 
soldiers  and  sailors,  without  exception  of  person.  Should,  however, 
the  Commander  decide  to  proceed  towards  the  interior  for  the 
purpose  of  exploration  he  shall  he  at  liberty  to  select  such  soldiers 
or  sailors  as  he  may  deem  necessary  for  his  protection.  And  as 
this  wild  nation  is  very  bold,  thievish,  and  not  at  all  to  be  trusted,, 
everyone  shall  take  good  care  of  his  arms  and  tools,  that  the  natives 
may  not  steal  them,  as  we  in  nowise  wish,  or  for  any  consideration 
whatever  desire  that  they  should,  without  our  knowledge  and 
consent,  be  pursued,  beaten,  or  frightened  with  a sour  face  hy 
anyone  for  the  purpose  of  regaining  what  has  been  stolen.  All 
arms  and  tools  therefore  shall  he  debited  to  those  who  have 
received  them,  and  should  anyone  lose  them,  he  shall  receive  60 
stripes  at  a post  and  forfeit  his  rations  8 days,  or  undergo  such 
other  heavier  punishment  as  the  importance  of  the  case  shall 
require.  And  should  anyone  ill  treat,  beat,  or  push  a native — 
whether  he  he  right  or  wrong — he  shall  in  the  presence  of  the 
latter  receive  50  lashes,  that  the  natives  may  he  made  to  understand 
that  the  deed  has  been  against  oru  will,  and  that  we  desire  to 
associate  with  them  in  all  kindness  and  friendliness,  according  to 
the  orders  and  object  of  our  Lords  Principals.  Therefore  the 
various  guards  shall  likewise  be  specially  ordered  to  keep  an 
eye  on  this.  And  should  they  connive  at  any  harm  done  to  the- 
natives  they  shall  (if  convicted)  receive  the  same  punishment. 


Every  one  is  therefore ; earnestly  admonished  and  ordered  to 
show  all  friendliness  and  amiability  to  the  natives,  that  in  course 
of  time  they  may  be  made  accustomed  to  us  by  our  friendly 
intercourse  and  help  to  realize  the  object  of  the  Masters. 

Every  one,  however,  shall  be  on  his  guard  and  not  venture 
among  them  so  far,  or  trust  himself  among  them,  that  they  may 
overpower  and  massacre,  or  carry  him  off. 
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gehouden  oock  te  vreden  wesen  haer  op  onse  ordre  te  vervoegen 
aen  landt  met  sulok  gereetsohap  dies  sodanigh  werck  als  tot 
voltreckiuge  van  Oompagnies  te  maecken  fortresse,  &c.  hun  sal 
aenge  wesen  worden,  ende  daeraen  met  alien  ijver  werck en  ende 
dat  sulokx  ende  soo  een  eerUjck  dienaar  volgens  schuld  plight 
betaempt  sender  sigh  op ’t  een  off ’t  ander  tsij  soldaet  off  matroos 
offte  wie ’t  oock  mochte  wesen  te  mogen  expieren. 

Ende  opdat  hem  niemandt  hebbe  te  beclagen  van  rain  off  meer 
als  andere  te  doen  sullen  de  schilt  ende  andere  wachten  ront  ende 
eguaf'l  gaen  soo  onrler  de  soldaten  als  matrosen  sender  uijtne- 
minge  van  ijemanden. 

Onvermindert  nochtans  dat  bet  opperhooft  ondertussohen  goet- 
vindende-ijts  te  lande  waert  in  te  gaen  ondersoecken  vrij  sal  staen 
sodanige  soldaten  offte  matrosen  tot  sijn  geleijde  ende  bewaring 
uijt  te  kiesen  als  nodigb  achten  sal. 

Ende  alsoo  dese  wilde  natie  vrij  stoud  dieffachtigh  ende  gansch 
niet  te  vertrouwen  sijn  sal  ijder  wel  toesien  dat  sijn  geweer  ende 
wercktuijgh,  etc.,  twelk  hem  bevolen  en  daer  hij  opgestelt  sij  wel 
be  waert  ten  eijnde  hem  sulcx  niet  van  de  wilden  ontstolen  wordt, 
alsoo  wij  in  geenen  deelen  nochte  om  eenige  consideratie  begeren 
deselve  daeromme  van  ijmandt  buijten  ons  voorweten  ende  consent 
nagejaeght  geslagen  ja  eenigh  bangh  gesight  gegeven  worde, 
maer  sal  een  ijder  sijn  gestolen  geweer  offte  gereetschap  tot  een 
amende  gestelt  ende  voor  sijne  onachtsaemheijt  met  50 
slagen  voor  de  pael  gelaerst  werden  ende  daer  en  boven 
sijn  wijn  rantsoen  acht  dagen  langh  missen,  offte  soodanige 
andere  zwaerder  straffe  genieten  als  de  wightigheijt  der  saecken 
sal  vereijschen. 

Ende  soo  wie  derhalven  ijmandt  van  de  inwoonderen  qualijek 
bejegent  slaet  off  stoot  tsij  hij  gelijek  offte  ongelijek  heeft  sal  in 
’t  aensien  van  deselve  met  50  slagen  geleerst  werden  op  dat 
sijluijden  daeraen  mogen  bespeuren  sulckx  tegen  onsen  wil,  ende 
wij  genegen  sijn  omme  met  haer  in  alle  minne  vrundelickheijt 
te  correspondeeren  volgens  den  last,  ende  ooghmerck  van  onse 
heeren  principalen. 

Waeromme  de  scbildt  ende  andere  bevolen  wachten  bij  desen 
mede  wel  expresselijek  belast  worden  daerop  oock  helpen  toesien 
off  sullen  onder  haer  gesieht  t quaedt  doen  aen  de  wilden  ge- 
dogende  gelijeke  straffe  als  de  handtdadigers  schuldigh  sijn. 

Wort  ten  dien  eijnde  een  ij gelijek  serieuselijek  veimaent,  ende 
gelast  alle  vrnndelijckheijt  ende  liefftaligheijt  te  bewijsen  opdat 
sij  metter  tijt  door  onsen  minnehjeken  ommeganck  tot  ons  ge- 
wendt,  ende  genegen  gemaeckt  mogen  worden  om  alsoo  tot  onser 
heeren  principalen  ooghmerck  te  geraecken. 

Mits  nochtans  dat  elck  marcke  wel  op  sijn  hoede  te  wesen 
sender  sigh  onder  haer  soo  verde  te  begeven  offte  te  vertrouwen 
dat  sij  imanden  van  dense  mochten  meester  worden,  ende  mas- 
sacreren  offte  wegh  voeren. 

z 2 


1652. 

9en  April- 


366 


1652. 
9th  April. 


For  that  purpose  every  one  is  expressly  forbidden  to  go  any 
distance,  either  alone,  or  in  company,  from  his  place  of  watch  or 
work,  by  day  or  night ; whether  for  fishing  or  otherwise ; and 
under  no  pretext  whatever  ; except  with  special  permission  of  the 
Commander,  on  pain  of  severe  punishment. 


We  therefore  order  all  the  guards  at  the  outposts  to  remember 
this  order,  that  no  one  may  stray  away  or  proceed  beyond  the 
fui’thest  sentinels ; as  those  neglecting  this  order  or  conniving  at 
any  transgression  of  the  same,  shall  he  punished  in  like  manner. 

Whoever  neglects  his  work  or  watch,  or  is  found  asleep,  shall 
for  the  first  time  receive  50  lashes,  and  forfeit  his  wine  rations  for 
8 days;  the  latter  shall  go  to  the  informer.  But  for  the  second 
offence  he  shall  receive  such  heavier  punishment  as  martial 
discipline  requires. 

That  the  work  may  in  every  respect  proceed  better  and  quicker, 
every  one  shall  obey  such  persons  as  shall,  in  the  absence  of  the 
chief  ofl&cers,  be  placed  over  them.  Offenders  to  he  punished  as 
above. 

No  fishing,  therefore,  or  no  throwing  of  lines  shall  he  allowed 
except  by  consent  of  the  Commander  after  having  consulted  with 
the  Council.  Everj^  one  is  likewise  expressly  forbidden,  whatever 
his  position  or  rank  may  be,  to  undertake  the  least  barter  or  trade 
with  the  savages  without  the  consent  of  the  Commander ; whether 
the  articles  be  cattle,  refreshments,  or  anything  else,  that  they 
may  not  be  made  to  think  too  much  of  their  cattle  by  the  cupidity 
or  imprudence  of  the  men,  and  the  Company  in  that  way  thought 
little  of.  Whoever  transgresses  this  order  shall,  according  to  the 
articul  brief,  be  prosecuted  in  the  severest  possible  form,  forfeit  his 
position  and  pay,  and  sent  home  disgraced.  Tbe  cattle  so  bartered 
shall  be  confiscated  for  the  Company,  as  it  is  our  opinion  that  the 
interests  of  the  Company  greatly  depend  on  this.  All  ofl&cers 
having  any  high  or  low  authority  over  the  sailors  and  soldiers  are 
therefore  ordered  to  carry  out  oiu  instructions,  and  both  on  hoard 
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Ten  welcken  eijnde  mede  wel  expresselijck  ijder  een  bij  desen  opt 
hooghste  verboden  sij  sigh  alleen  ofite  met  veelen  in  compagnie 
van  hare  bevolen  wacht  ofEte  werokplaetsen  te  begeveu  tsij  bi] 
nachte  ofp  bij  dage  ofp  om  te  vissen  off  andersints  onder  wat 
preteckst  oSte  wie  dat  bet  oock  soude  mogen  wesen  dan  met 
speciael  consent  ende  goetvinden  van  bet  Opperboofft  versz : op 
pene  van  swaerlijck  gestrafft  te  worden. 

Derbalven  wij  alle  uijtstaende  sebildt  waebten  bij  desen  be- 
velen  daerop  mede  toesien  ten  eijnde  niemandt  van  de  bandt 
gaet,  nocbte  sigh  buijten  de  uijterste  sebildt  waebten  begeeft  offte 
sal  bij  versuijm  off  oogblnijckingb  van  dien  soodamge  scbilt- 
wacbt  int  gelijex  straff baer  gebouden  worden. 

Ende  die  op  sijn  bevolen  werck  ende  waebten  niet  wel  en  past 
offte  slaeppende  gevonden  wordt  sal  voor  d’  eerste  mael  met  50 
slagen  geleerst  ende  8 dagen  sijn  wijn  rantsoen  ontbouden  wor- 
den, ende  soodanigb  rantsoen  wesen  voor  den  genen  die  den 
slaepert  offte  luijaert  aenbrengbt,  maer  ten  tweeden  offte  meer« 
mael  slaeppende  gevonden  sijnde  met  soodanigbe  swaerder  straffe 
geeorrigeert  worden  als  naer  crijgs  discipline  gebruijckelijck  is. 

Opdat ’t  werck  in  alles  te  bet  ende  rasser  mjcbte  voortgaen 
sal  een  jegelijck  geboorsamen  soodanige  persoonen  als  bij 
absentie  van  d’ opperbooffden  over  baer  d’ opsigbt  sal  bevolen  sijn 
op  pene  als  vooren. 

Soo  sal  ooek  niet  mogen  gevist  offte  ten  dien  eijnde  eenige 
segens  getrocken  worden  als  met  voor  weten  ende  consent  als 
voorsz  : na  d’  ordre  daerop  met  advijs  van  rade  gestelt  ende  nocb 
te  stellen. 

Word  mede  bij  desen  wel  expresselijck  verboden  ende 
g’interdiceert  aen  ijder  een  dat  sigh  niemandt  wie  ende  van  wat 
qualiteijt  bet  oock  sij,  sigh  vervordre  buijten  weten  ende  consent 
van  bet  opperboofft  ende  raet  versz : eenige  de  minste  ruijlinge 
otfte  bandelinge  met ’d  inwoonders  offte  wilden  te  doeu  t’  sij 
beesten  verversinge  offte  van  wat  natuijre  bet  oock  moebte  wesen 
opdat  deselve  door ’t  gemeene  volck  off  andere  bare  graegbeijt 
ende  onbedaebtsaembeijt  niet  deur  en  de  trots  met  baer  vee  ende 
goet  gemaeckt  ende  Compagnies  waren  alson  in  disrepitatie 
gebraebt  werde  ende  soo  wie  in  desen  boven  ons  gebodt  sigh 
peleert  offte  contraindert  sal  volgens  den  generalen  articulbrieff 
ten  bardsten  ende  opt  rigoreusten  tegen  geprosedeert  worden  bij 
mulcte  aen  qualiteijt  ende  gagie  om  sonder  tractement  off 
bedieninge  offt  andersints  gedeporteerd  na  huijs  gesonden  te 
worden  ende ’t  verruijlde  offte  verbandelde  voor  d E.  Compagnie 
geconfisqueert  blijven  alsoo  wij  verstaeu  den  dienst  van  d.  E. 
Compagnie  bier  aen  ten  alderhoogbsten  gelegen  te  zijn. 

Bevelen  derbalven  alle  otficieren  eenigb  hoogb  ofte  laegb 
gesacb  over  matrosen  off  soldaten  tot  uijtvoeringe  van  onsen  last 
hebbende  offte  gegeven  wordende  soo  wel  aen  boordt  als  aen  landt 
soodanig  sorge  te  helpen  dragen  dat  dese  onse  bevelen  ende 
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and  on  shore  to  take  care  that  these  orders  are  promptly  obeyed 
and  maintained,  and  the  service  of  the  Company  properly  conducted. 
Whosoever  shall  he  found  indifferent  or  negligent  on  this  point, 
shall  be  declared  unfit  to  hold  any  office,  and  further,  be  fined  in 
such  a manner  as  the  exigency  of  the  circumstances  requires.  Let, 
therefore,  everyone  avoid  personal  injury. 

Whosoever  may  offend  in  other  matters,  not  mentioned  here, 
shall  be  tried  according  to  the  Articul  brieff  and  the  circumstances 
of  the  case. 

That  no  one  may  plead  ignorance  of  these  orders  we  have  had 
them  and  some  paragraphs  from  the  Articul  brieff  read  on  hoard  of 
all  the  ships,  and  affixed  on  shore  to  a post  erected  for  the  purpose. 


Thus  done  by  the  broad  Council  in  the  ship  Drommedaris,  this 
9th  April,  1652. 


(Signed)  J.  van  Riebeeck. 


Whereas,  diming  the  preceding  night  Jan  Blankx  of  Malinefe, 
arquebusier  on  the  yacht  Goede  Hoop,  Willem  Huijtjens  of 
Maastricht,  sailor,  Grerrit  Dirkx  van  Eltsen  of  Maastricht  and  Jan 
van  Leyen,  soldiers,  stationed  here,  deserted  inland  and  we  know 
not  whither ; and  whereas  we  are  told  that  more  persons  know  of  it 
and  also  intend  to  desert,  contrary  to  the  Articul  brieff ; and 
whereas  this  may  cause  very  serious  results,  especially  here,  as  the 
fugitives  may  incite  the  natives  against  us,  and  as  far  as  possible 
betray  the  fort  and  the  Company’s  servants  to  these  heathen  and 
brutal  people,  or  at  least  prevent  us  from  carrying  on  any  trade 
in  cattle,  &c.,  with  them,  men  being  especially  requii’ed  for  this 
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ordornantien  promptelijck  achtervolght  ende  onderhoiiden  mits- 
gaders  den  dienst  van  d.  E,  Comp ; na  behooren  magh  gevordert 
ende  soo  wie  daerinne  te  slap  offte  te  nalatig  sijn  sal  om  eenigh 
bevel  off  ampt  te  becleden  inhabil  verclaert  ende  wijders  soodanigb 
gemulcteert  worden  als  nae  exigentie  van  saecken  daeromme  elok 
wacht  bem  voor  scbade  ende  schande. 

Dio  sigh  vorders  in  andere  saeoken  (in  deseu  niet  g’insereert) 
mochte  verloopen  salna  luijt  van  den  generalen  articulbrieff  ende 
vereijscb  van  saecken  gecorrigeert  worden. 

Ende  opdat  niemant  oorsaecke  hebbe  ignorantie  te  pretenderen 
soo  bebben  wij  deson  nevens  eenige  nodige  articulen  uijtten  gemel- 
ten  articulbrieff  op  alle  de  voorgemelte  scbeepen  ’t  volck  doen 
voorlesen  mitsgaders  ter  beboorlijcke  plaetse  ende  aen  landt  aen 
een  gestelde  pael  doen  affigeren. 

Onderstondt : Aldus  gedaen  bij  den  bredenrade  int  scbip  den 
Drommedaris  den  9 April  a®  1652 ; was  geteijckent 

Johan  van  Riebeeck. 


Joban  van  Riebeeck,  oppercoopman  ende  opperboofft  wegen 
d’  Mog.  Heeren  Staten-Generael  der  vereenighde  IS  ederlanden 
ende  d E.  Heeren  Bewintbebberen  der  generale  Nederlantse 
g’octx'oijeerde  Cost  Indisebe  Compagnie  over  Compagnies  f ortresse, 
scbepen  ende  ommeslagb  aen  Cabo  de  Boa  Espiranse  ende  bij- 
bebbende  raedt. 

Doen  te  weten. 

Alsoo  desen  verleden  nacbt  vier  persoonen  namentlijck  Jan 
Blanckx  van  Mecbelen,  boss"'  op  ’t  jacbt  de  Goede  Hoope  ende 
Willem  Huijtjens  van  Mastrigbt,  bootsman.  mitsgaders  Gerrid 
Dirckx  van  Eltsen  van  Mastrigbt  ende  Jan  van  Leijen,  sol- 
daten  in  dienst  van  d’  E.  Compagnie  bier  aen  landt  bescbeij- 
den  bun  niet  ontsien  bebben  figitiff  te  stellen  ende  landewaerts 
in  te  loopen  sender  dat  wij  weten  werwaerts  vervaren  sijn 
off  boenen  (?  beenen)  willen  ende  uijt  eenige  inditien  ver- 
namen  datter  meer  luijden  apparent  van  weten,  ende  soodanigb 
wegbloopen  mede  in  den  sinne  bebbende  strijdende  regelrecbt 
tegens  den  generalen  beslooten  articulbrieff  ende  streckende  tot 
seer  dangereusen  gevolge  voornamentlijck  bier  ter  plaetse 
daer  sij  de  inwoonders  tegens  ons  soude  cunnen  opmaeoken 
ende  soo  veel  in  baer  is  Compagnies  f ortresse  ende  dienaren 
dese  beijdense  ende  brutale  menseben  ten  proje  stellen  offte 
altoos  te  minsten  beletten  eenigen  bandel  van  vee  off  ander- 
sints  (bier  voor  al ’t  voloq  ten  boogbsten  nodigb  wesende)  te 
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purpose ; aud  whereas  the  roads  would  everywhere  he  made 
unsafe,  so  that  we  would  he  prevented  from  carrying  out  many 
matters  for  the  benefit  of  the  Company : —We  have  to  make  timely 
provision,  deemed  it  necessary  to  warn  each  and  all  to  refrain  from 
such  desertion,  and  to  notify  that  those  who  know  anything  about 
such  intentions  should  at  once  communicate  them ; failing  which 
they  shall  he  liable  to  such  pains  and  penalties  as  have  been 
decreed  for  fugitives  and  deserters,  according  to  the  Articul  hHeff. 


Informers  shall  receive  a present  of  50  Carolus  guilders,  and 
should  they  likewise  be  guilty,  they  will,  in  addition,  be  pardoned, 
and  on  the  first  occasion  promoted  to  the  first  official  vacancy. 
Those,  however,  who  are  not  guilty  and  disclose  any  treason  shall 
receive  twice  as  much. 

And  that  no  one  may  plead  ignorance,  &c. 

In  the  fort  “ Good  Hope,”  the  25th  September,  1652. 


(Signed)  J.  van  Riebeeck. 


As  at  present  some  inhabitants  of  Saldania  are  commencing  to 
make  an  appearance  here,  who  are  very  audacious,  thievish,  and  not  at 
all  to  be  trusted,  and  as  they  are,  besides,  very  fond  of  copper  and 
iron,  every  one  is  warned  and  expressly  ordered  to  take  good  care 
of  his  arms  and  tools  (of  every  description)  that  those  natives  may 
not  rob  him.  Whatever  may  be  stolen  shall  be  debited  against 
him,  and  he  shall,  moreover,  receive  100  lashes,  or  even  be  punished 
more  severely,  as  circumstances  may  require,  as  we  do  not  in  any 
way  and  for  no  consideration  in  the  world  desire  that  any  of  our 
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drijven  ende  consequentelijck  de  wegen  overal  seer  onveijligh 
maecken  waerdoor  wij  belet  soudon  blijyen  verscbeijde  saecken  tot 
dienst  van  de  Compagnie  na  vereiscb  uijt  te  ricbten.  ^ 

Soo  ist  dat  wij  omme  daerinne  bij  tijts  te  versien  een  i]der  bi] 
desen  waerscbouwen  ende  bevelen  bun  voor  soodanig  weghloopen 
te  wacbten  ende  die  eenigbsints  kennisse  van  saecken  bebben  ob 
becomen  ounnen  sulckx  bij  tijts  aen  te  dienen  op  _ pene  van 
sodanige  sware  straffe  te  sullen  genieten  als  op  de  fugitiven  ende 
wegbloopers  volgens  den  generalen  articul  briefi  is  gestatueert 
wanneer  na  desen  vernomen  wordt  dat  eenigbsints  t minste  uaer 

van  sullen  geweten  bebben.  i i j ^ 

Derbalven  soodanige  persoonen  die  van  voorbaelde  saecken 
ijts  ende  dagb  brengbt  voor  een  vereringe  genieten  de  somma  van 
50  Carolus  guldens  ende  daer  en  boven  aen  de  saecke  sobul^gb 
siinde  van  straffe  vrij  wesen,  ende  tot  bet  eerste  vacante  omtie 
g'advanceert  worden  ende  die  niet  scbuldigb  ende  eenig  verraedt 
voor  den  dagb  brengbt  genieten  eens  soo  veel. 

Ende  opdat  bem  niemandt  op  ignorantie  soude  bebben  te 
beroepen  bebben  desen  bij  openbare  aficundinge  en  de  affictie 
gepubliceerdt  Onderstondt  in’t  Fort  de  Goede  Hoope  den  25 
September  1652. 

Was  geteijckent 

J,  VAN  iiiBBEECK. 


Johan  van  Riebesck,  oppercoopman  ende  opperbooft,  wegen  de 
Hoog  Mogende  Heeren  Staten- Gen erael  der  Vereenighde 
Nederlanden  ende  d’  E.  Heeren  Bewintbebberen  van  de 
Generaele  Nederlantze  g’octroijeerde  Oost  Indiscbe  Com- 
pagnie’s  fortresse,  scbepen  ende  ommeslagb  aen  Cabo  de  Boa 
Espiranse, 

Doen  te  weten. 

Alsoo  j egenwoordigb  eenige  inwoonders  van  Saldania  bier  om- 
trent  beginnen  te  verscbijnen  dewelcke  vrij  stout,  dieffacbtig  ende 
ganscb  niet  te  vertrouwen  ende  bovendien  seer  begerigb  na  ijser 
ende  coper  sijn  soo  wert  een  ijder  bij  desen  gewaerscbouwt  ende 
wel  expresselijck  geboden  sijn  geweer  ende  wercktuijgb  van 
scboppen,  spaden,  spitten,  bouwelen,  spillen  ende  ringens  van  de 
wagens  daerop  gestelt  is  wel  nauwe  te  bewaren  opdat  hem  sulcx 
van  deselve  niet  ontstolen  nocbte  wygb  gedragen  wordt  op  pene 
van  sulcx  op  sijn  rekeningbe  te  crijgen  ende  bovendien  met  100 
slagen  gelaerst  offte  oock  wel  swaerder  na  vereijscb  van  saken 
gestrafit  te  worden  also  wij  in  genen  deelen  nocbte  om  eemge 
consideratien  ter  werelt  begeren  door  d’  onse  dese  natie  eenigb 
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people  shall  do  the  natives  aiiv  harm ; or  that  the  latter,  should 
they  steal  or  carry  anything  away  shall  he  pursued  or  frightened, 
hut  rather  treated  Avith  kindness  to  make  them  accustomed  to  our 
friendly  intercourse  and  more  inclined  towards  us,  that  we  may 
the  more  readily  find  out  what  profits  may  in  course  of  time  fall 
to  the  Company  hy  trading  with  them,  &c. 


All  therefore,  without  exception,  on  board  or  on  shore,  are 
expressly  ordered  not  to  cause  the  least  annoyance  to  any  one  of 
the  natives,  or  to  trouble  them  in  any  way,  hut  to  treat  them  in  a 
friendly  manner,  on  the  pains  and  penalties  above  mentioned. 
Moreover,  no  one  shall,  without  our  knowledge  or  consent,  buy  or 
barter  any  thing  from  them ; and  should  he  find  musk,  civet,  ivory, 
cattle,  sheep,  &c.,  among  them,  he  shall  induce  them  to  bring  these 
articles  to  the  fort,  to  be  bought  for  the  Company.  Offenders  to 
forfeit  what  they  have  bought,  and  to  be  arbitrarily  punished 
according  to  circumstances. 


And  as  we  observe  that  notwithstanding  om’  daily  admonitions 
and  reiterated  orders,  some  do  not  hesitate  in  the  least  to  run  into 
the  gardens  and  there  pluck  the  young  fruit  and  spoil  it,  all  are 
warned  henceforth  to  refrain  from  doing  so  and  not  to  come  near 
to,  or  enter  the  said  gardens,  as  all  offenders  will  be  punished  for 
12  months  at  the  Public  Works  without  pay,  and  receive  in 
addition  100  lashes,  without  any  nonsense.  (Sender  Simulatie). 


No  one  shall  on  Sundays  or  any  other  day  without  our  consent 
proceed  outside  the  Fort  a greater  distance  than  half  a musket  shot, 
and  always  remain  v/ithin  sight  of  the  same.  Offenders  will  forfeit 
8 days’  wine  allowance  and  receive  50  blows  with  the  butt  of  a 
musket  or  a cat ; as  in  consequence  of  the  arrival  of  the 
Saldanhars  the  roads  are  no  longer  so  safe.  Let  every  one  there- 
fore take  care  and  avoid  punishment. 

Much  less  shall  anyone  absent  himself  in  the  evening  or  remain 
outside,  but  every  one  shall  proceed  to  his  proper  quarters  and 
sleeping  place  and  take  care  that  when  the  roll  is  called  he  is 
inside.  Offenders  shall  be  heavily  punished  according  to  the 
exigencies  of  the  case. 

And  as  the  barracks  and  other  dwellings  are  made  of  wood  and 
covered  with  reeds,  and  therefore  can  be  easily  burnt,  every  one 
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leet  ffedaen  ofite  ijts  stelende  off  wegh  nemende  daeromme  nage- 
jaeght  noch  bangh  gesigbt  getoont,  maer  met  alle 
iijckbeijt  bejegent  worden  omme  deselve  onse  vruiideli]eken 
ommeeanck  gewoon  ende  te  meer  tot  ons  genegen  te  maecken  ten 
eiinde^daerdoor  mogen  tonen  mitsgaders  occasie  erlangen  omme  te 
inquireren  ende  ondersoecken  wat  bij  offte  omtrent  haer  boo  in 
bandel  als  andersints  ten  voordeele  van  onse  beeren  meeste 

metter  tilt  moobte  te  doen  vallen.  . 

Derbalven  een  ijder  soo  wel  officieren  als  slegbte  soidaten  end 
matrosenniemant  uijtgesondert  van  wat  qnaliteijt  hi] 
wesen  soo  wel  te  scbeep  als  bier  aen  lant  wel  expresselijck  gelast 
wordt  niemandt  vande  gemelte  inwoonders  eenige  de  minste  over- 
last offte  quellinge  offte  terginge  aen  te  doen  maer  in 
vrundeliick  te  beiegenen  ten  eijnde  ende  op  pene  voorsz  : 

Gelijck  mede  dat  sigh  niemandt  en  vervordere  buijten  onse 
kennisie  ende  weten  ijts  te  bandelen  offte  reuijlen  maer  alles  dat 
bii  bem  vinden  ’t  sij  muscus,  civets,  obphants  tanden,  beeste  , 
scbaepen,  offte  wat  bet  oock  sonde  mogen  wesen  aen  te  brenge 
omme  bij  ons  voor  d’  E.  Oompagnie  te  mogen  negotieren  op  pene 
van ’t  verbandelde  te  verbeuren  ende  arbitral]]  ck  na  exigentievan 
saeeken  gecorrigeert  te  worden. 

Ende  alsoo  wij  bemercken  dat  niet]  egenstaende  onse  dageii]c^ 
vermaningen  ende  iterative  bevelen  echter  sommige  aer  nie 
weijnigb  scbromen  nocbte  ontsien  daer  en  boven  in  e 

lopen  ende  aldaer  de  jonge  vruobten  ui]t_te  plncken  ende  be  - 

ven,  soo  weit  bij  desen  alien  ende  een  i]geli]ck  gewaersc 
sigh  daer  voortaen  van  te  wacbten  ende  met  bi]  offte  omtrent  veel 
min  in  de  voorbaelde  Ibuijnen  te  comen  off  sullen  degene  welcke 
daerop  bevonden  ende  dese  onsen  bevele  bebben  overtreden  voor  I 
maenden  aen  de  gemeene  wereken  voor  den  Heeren  sender  gape 
.arbeijden,  gebannen  ende  bovendien  nocb  met  100  slagen  gelaemt 
offte  wel  swaerder  naer  exigentie  van  saeeken  sender  simulatie 
gestrafft  ende  gecorrigeert  worden.  _ 

Soo  sal  bem  oock  niemant  voortaen  tsi]  _ Sondaegbs  offte  in  de 
weeok  sender  ons  consent  vervordere  u buijtendt  Fordt  verdp  als 
een  balff  musquets  seboodt  ende  dat  nocb  maer  int  gesigbt  p 
begeven  op  pene  van  8 dagen  wijn  rantsoen  ende  50  slagen  mette 
colff  offte  dagge  alsoo  jegenwoordigb  met_  de  compste  van  de 
Saldaniers  de  wegen  soo  veijligb  niet  en  sijn  als  wel  pagen  des 
bem  ijder  beefft  te  wacbten  om  voor  ongeluck  ende  stratte  bevri]t 

teblijven.  . ret  r. 

Veel  min  sal  sigh  ijmant  savonts  absent  maecuen  offte  bui]ten 

blijven  maer  iider  bun  op  sijn  beboorlijeke  wagbt  ende  slaap 
plaetse  vervoegen  ende  maecken  op ’t  leste  van  de  rolle  binnen  te 
wesen  off  sullen  na  gelegentbeijt  van  saeeken  daerover  swaerli]ck 

gestrafft  worden.  . , 

Ende  alsoo  de  corps  du  guarden  ende  ander  womngen  van  bout 
^emaeckt  ende  met  riedt  gedeckt  wesende  seer  den  brandt 
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withoixt  exception  is  forbidden  to  burn  any  light  either  by  day  or 
night  or  to  bring  any  burning  matches  in  the  houses  or  the 
barracks,  or  to  drink  any  tobacco,  or  allow  any  to  be  drunk,  except 
at  the  spot  beneath  the  gate  appointed  for  the  purpose.  Offenders 
in  addition  to  their  usual  work  to  do  half  as  much  more  and  to 
receive  no  wine ; or  to  he  punished  more  severely  according  to 
circumstances.  The  sergeant  and  corporals  of  the  guard  shall  pay 
strict  attention  to  this,  and  should  any  offence  of  this  nature  occur 
through  their  connivance,  they  shall  be  held  liable. 


And  as  many  absent  themselves  from  daily  prayer,  and  the 
Stmday  Christian  exercises  and  exhortations — attending  very  little 
to  their  religion,  which  all  true  Christians,  for  the  sake  of  their 
consciences  should,  however,  principally  and  before  all  other  things 
cherish  carefully,  if  the  blessing  of  the  Lord  on  this  place  is  not  to 
be  withheld,  and  he  does  not  wish  to  forfeit  the  grace  of  the  Lord 
— every  one,  whoever  he  may  be,  is  warned  henceforth  to  attend 
at  the  place  appointed  for  the  purpose  ; and  those  remaining  absent 
are  notified  that  they  shall  forfeit  6 days’  wine  rations,  for  the  first 
offence,  and  one  month’s  pay  for  the  second  in  addition ; whilst 
for  the  third  time  they  shall  be  condemned  to  work  in  chains  for  a 
whole  year  at  the  public  works.  And  that  no  one  may  plead 
ignorance  ....  &c.,  this  has  been  publicly  read  and  affixed  with 
some  Batavia  Statutes  concerning  soldiers  and  arquebusiers 
stationed  here,  for  their  information. 


In  the  Fort  Good  Hope,  9th  October,  1652. 

(Signed)  J.  v.  Eiebeeck. 


Arrival  of  Saldanha  natives,  thievish  and  not  to  be  trusted 
likewise  hankering  after  iron  and  copper.  All  warned  to  be 
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onderworpen  sijn  soowerteenijgelijckwiehet  oockisverbodengeen 
lig-bt  altoos  bij  dage  ofEte  des  avonts  te  branden  noohte  eenigb 
vuijr  oH  brandende  lonten  in  de  huij  singe  offte  corps  du  guarden 
te  brengen  noohte  eenighen  tabaoq  te  drincken  offte  laten  drincken 
anders  als  ter  plaetse  onder  de  poordt  daertoe  g’ordonneert  op 
pene  van  een  maendt  langh  boven  sijneu  ordinarisen  arbeijt  nogh 
halff  800  veel  meer  te  doen  ende  geen  rantsoen  wijn  te  genieten 
offte  wel  zwaerder  gecorrigeert  worden  na  gelegentheijt  van  de 
persoon  ende  saecken  daer  den  sergeant  ende  oorporaels  van  de 
wachten  goede  sorge  voor  sullen  helpen  dragen  off  sullen  de 
faulten  door  derselver  ooghlui j ckingh  gesehiedende  op  hen  verhaelt 
worden. 

Ende  vermits  wij  sien  datter  veele  sijn  die  hun  dagelijckx 
uijt  het  gebet  ende  uijt  Sonnedaaghse  Cristelijcke  oefeninge 
ende  vermaningen  absenteren  ende  vrij  weijnigh  op  baren  Grods- 
dienst  letten  die  alle  ware  Cristenen  van  consentien  wegen 
noehtans  prineipalij  ok  ende  voor  alle  saecken  behoorden  in 
achtinge  te  nemen  in  ge  7alle  den  segen  des  Heeren  over  dese 
plaetse  ende  van  sijn  Heer  de  genade  over  onse  sielen  niet  willen 
ontbloot  blijven,  soc  ist  dat  een  ijder  wie  het  soude  mogen  wesen 
bij  desen  waerschouwen  hun  voortaen  ter  plaatse  daartoe  gedes- 
tineert  vervougen,  op  pene  van  de  absenten  te  onthouden  6 dagen 
wijn  rantsoen  deerste  en  de  2'  malen  bevonden  wordende  een 
maent  gagie  daer  en  boven,  maer  ten  derden  maele  absent  blijven- 
de  sullen  een  jaer  langh  sender  gagie  in  de  kettingh  aen  de 
gemene  wercken  te  arbeijden  gebannen  worden. 

Ende  opdat  sigh  niet  van  oncunde  soude  te  pretenderen  hebben, 
hebben  desen  den  volcke  int  openbaer  voorgelesen  ende  ter 
behoorlijoker  plaetse  aengeplackt  nevens  eenige  articulen  uijt  de 
Bataviase  statuten,  conoernerende  den  soldaten  ende  bossohieters 
hier  aen  landt  leggende  ende  onder  desen  g’annexeert.  Onder- 
stondt  aldus  gedaen  in  ’t  Fort  de  Goede  Hoop  den  9“  October 
1652,  mitsgaders  gepronunchieert  ende  g’affigeert  ten  selven  dage. 

Was  geteijckent, 

J.  VAN  Riebeeck. 


Jan  van  Riebeeck,  oppercoopman  ende  opperhooit  wegen  d’  Hoog: 
Moog:  Heeren  Staten-Generael  der  Vereenigde  Nedorlanden, 
ende  d’  Ed:  Heeren  bewinthhbberen  van  de  Generate 
Nederlantze  g’octroijeerde  Oost  Indische  Comp®  over  Comp® 
fortresse,  schepen  ende  ommeslagh  aan  Cabo  de  boa 
Esperance  ende  bijhebbende  Raat  doen  te  weien. 

Alsoo  j egenwoordigh  eenige  inwoonders  van  Saldanha  hier- 
omtrent  beginnende  te  verschijnen  dewelcke  vrij  stout  dieffachtigh 
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particularly  careful  of  their  arms  and  tools  lest  they  he  stolen  ; 
defaulters  to  be  charged  with  the  loss  and  likewise  to  receive  100 
ants  or  even  severer  punishment  as  circumstances  may  require. 

The  natives  to  he  injured  under  no  consideration  whatever  and 
when  stealing  not  to  be  followed  or  frightened,  but  to  he  kindly 
treated,  to  create  a friendly  feeling  in  them  and  likewise  con- 
fidence, that  we  may  know  them  better  and  be  able  to  treat  with 
them  to  discover  what  trade  may  be  opened  with  them  for  the 
benefit  of  the  Company. 


Order  consequently  to  all  without  exception  not  to  molest  the 
natives  in  any  way  but  to  treat  them  kindly  punishment  as 
above — or  in  presence  of  the  natives. 


No  one  to  barter  with  the  natives,  hut  to  inform  the  Commander 
of  everything  discovered  in  the  shape  of  musk,  civet,  ivory,  cattle,, 
sheep,  &c.,  that  the  exchange  may  he  for  the  benefit  of  the 
Company.  Defaulters  to  suffer  confiscation  of  the  goods,  &c.,  and 
to  he  punished  according  to  circumstances. 


All  garden  thieves  stealing  the  young  fruit  cautioned.  Offenders 
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en  gantsch  niet  te  vertrouwen  ende  bovendien  seer  begeerigb  na 
ijser  ende  coper  zijn,  soo  wort  een  ijder  bij  desen  gewaerschouwt 
ende  wel  expressel:  geboden,  zijn  geweer  ende  wercktuijgh  van 
scboppen,  spaden,  picken,  boewelen,  spillen  ende  ringen  van  wagens 
daarop  gestelt  is,  wel  nauwe  te  bewaren  opdat 
Zijn  geweer  ende  hem  sulcx  van  deselve  niet  ontstolen,  nochte 
beTaer^nTnotten!  weggedragen  wort,  op  pene  van  sulcx  op  zijn 
tose  (eo  die ’t  mochten  reeck®  te  crijgen,  ende  bovendien  met  100 
gestolen  hebben)  glagen  gelaerst,  ofte  oocq  wel  swaerder  naar 
feTe^dieTweirns  vemjsch  van  saken  gestraft  te  worden,  alsoo 
aen  te  doen.  wij  in  geenen  delen,  nochte  om  eenige  consi- 

deratie  ter  werrelt  begeren  door  d’  onse  dese 
natie  geenich  leet  gedaen  off  iets  stelende  off  wechnemende 
daeromme  nagejaeght  noch  bangh  gesicht  getoont,  maer 
met  alle  minne  ende  vriendelijckheijt  bejegent  worden,  omme 
deselve  onsen  vriendelij  cken  ommegangb  gewoon  ende  te 
meer  tot  ons  genegen  te  maken  ten  eijnde  daerdoor  met 
haer  te  beter  in  nader  kennisse  ende  onderhandelinge  mogen 
comen.  Mitsgaders  oecasie  erlangen  omme  te  inquireren  ende 
te  onderzoecken  wat  bij  ofte  omtrent  haer  soo  in  handelinge  als 
anderzints  ten  voordele  van  onse  Hr"  Mr"  met  der  tijd  mochte  te 
doen  vallen. 

Derhalven  een  ijder  zoo  wel  officieren  als  slechte  soldaten  ende 
matrosen  niemant  uijtgezondert,  van  wat  qualiteijt  hij  oock 
mochte  wesen,  soo  wel  scheep  als  hier  aan  lant  wel  expressel. 

gelast  wort,  niemant  van  de  gem  : inwoonders 
eenige  de  minste  overlast,  quellinge  off  ter- 
ginge  aen  te  doen,  maer  in  alles  vriendel  : 
te  bejegenen  ten  eijnde  ende  pene  voors  : off  zuUen  in  haer  bij, 
wesen  daervoor  gestraft  worden. 

Gelijk  mede  dat  zich  niemant  vervordere  buijten  onze  kennisse 
ende  weten  iets  te  handelen  of  te  ruijlen,  maer  alles  dat  bij 
hem  vinden ’t  zij  van  muscus,  civet,  oliphants  tanden,  beesten, 
Niet  met  d’  handelen  schapen  ofte  wat  bet  oocq  zoude  mogen 
of  pene  van ’t  verhan-  wesen,  aen  te  brengen  omme  bij  ons  voor  d 
delde  te  verbeuren  E.  Comp"  negotieren  op  pene  van  ’t 

ende  arbitraele  correc-  yerhandelde  te  verbeuren  ende  arbitral  : 
naer  exigentie  van  zaken  gecorrig‘  te 

worden. 

Ende  also  wij  bemercken  dat  nietjegenstaende  onse  dagelijcxe 
vermaninge  ende  iterative  bevelen  echter  sommige  haer  niet  off 
weijnigh  schromen  nochte  ontzien,  daer  en  boven  in  de  thuijnen 
te  lopenende  aldaer  de  jonge  vruchten  uijt  te  plucken  ende  beder- 
ven,  soo  wort  bij  desen  alle  ende  een  ij  gel : gewaerschouwt  sich 
voortaen  daervan  te  wachten  ende  bij,  niet,  offte  omtrent  veelmin 
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to  be  punished  with  twelve  months  at  the  works  without  pay,  and 
with  100  cuts,  or  more  severely,  if  necessary. 


No  one  to  go  beyond  the  fort  on  Sundays  or  weekdays  without 
consent  further  than  half  the  distance  of  a musket  shot  without 
being  lost  sight  of,  under  the  penalty  of  losing  eight  days’  wine 
allowance,  and  receiving  50  blows  with  the  butt  end  of  a musket 
or  the  rope.  The  arrival  of  the  Saldanhas  having  made  the  roads 
unsafe,  hence  all  should  be  careful. 


All  to  be  present  at  night  when  the  muster  roll  is  read. 


All  habitations  being  of  wood  and  covered  with  reeds,  precautions 
against  fire  are  necessary — rules  accordingly — smoking  (tobacco 
drinking)  only  permitted  under  the  gate.  Punishment  half  of 
ordinary  work  added,  no  wine  allowance,  or  heavier  punishment, 
the  guard  to  be  particularly  careful  in  carrying  out  these  orders, 
being  held  responsible. 


Those  absenting  themselves  from  daily  prayer  and  the  Sunday 
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in  de  voorverhaelde  thuijnen  te  comen,  oiS  sullen  dengenen  welcke 
daerop  bevonden  en  dese  onse  bevelen  over- 
Diedetlmiinensehent,  treden  voor  12  maenden  aen  de  gemeene 
Ten^^elaer?  werden  wercken  voor  den  heere  zonder  gagie  te  arbeij- 
ende  12  m.  pro  fisco.  den,  gebannen,  en  bovendien  noch  met  hon- 
dert  gelaerst  ofte  wel  swaerder  naer  exigentie 
van  zaken  sender  simulatie  gestraft  ende  geoorrigeert  worden. 

Soo  en  sal  hem  oocq  nieraant  voortaen  ’t  sij  Sondagb  off  in  de 
weecke  sender  ons  consent  vervorderen  buijten ’t  fort  verder  als 
een  halve  musquets  : ende  dai  oocq  noch  niet 
N ot  verder  ala  een  uijt ’t  gesicht  begeven  op  pene  van  8 dagen 
va!r'tf“rtTgaS?°*  rantsoen,  ende  50  slagen  met  de  colff  off  dagge 
alsoo  tegenwoordigh  met  de  comste  van  San- 
danhiars  de  wegen  zoo  veijligh  niet  zijn  als  plagen  des  bun  ijder 
heeft  te  wachten  om  voor  ongeluck  ende  straffe  bevrijt  te  blijven 

• 

Veel min  zal  sich  ijmant ’t  absent  maken  ’s  avonts,  ofte  buij- 
ten blijven,  maer  ijder  bun  op  sijn  behoorl : 
op  aSr^e'le  straT“  '^^^cbt  ende  slaepplaets  vervoegen  ende  maken 
op ’t  lesen  van  de  rolle  binnen  te  wesen  : off 
sullen  na  gelegentbeijt  van  saken  daerover  zwaerl : gestraft 
worden. 

Ende  alsoo  de  Corps  du  garden  ende  andere  wooningen  van 
bout  gemaect  ende  met  riet  gedect  wesende,  zeer  den  brant 
onderworpen  zijn,  soo  wort  een  ijgel : wie  bet  oocq  is,  geen  liebt 
altoos  bij  dage  ofte  des  naebts  te  branden  ofte  eenige  vuijr  off 
brandende  lonten  in  de  buij singe  off  Corps  du 
Geen  toeback^  off  garden  te  brengen,  noebte  eenige  toebacq  te 
pus^'^du^'^gu»den°te  of  laten  drincken,  anders  als  ter 

brengen.  plaetse  onder  de  poort  daertoe  g’ordonneert, 

op  pene  van  een  maent  langh  boven  zijn  ordi- 
nairissen  arbeijt  nocn  balff  zoo  veel  meer  te  doen,  en  geen  rant- 
soen wijn  te  genieten  off  wel  swaerder  geoorrigeert  te  worden  nae 
gelegentbeijt  van  den  P‘‘  zoon  en  saken,  daer  den  sergiant  en 
corporael  van  de  wachten  goede  zorge  voor  sullen  belpen  dragen  off 
sullen  de  fauten  door  derzelver  oogluijkinge  gesehiedende  op  bun 
verbaelt  worden. 

Ende  vermits  wij  zien  dat  er  veele  zijn,  die  bun  dagelijox 
uit  bet  gebetb,  ende  uit  de  Zondaechse  Cbristel : oeffe- 
ningen,  ende  vermaningen  absenteren,  ende  zij  weijnigb  op 
haer  Godtsdienst  letten,  die  alle  vrome  Cbristenen  van 
conschientie  wegen  principael,  ende  voor  alle  zaken  beboor- 
den  in  achtinge  te  nemen,  in  gevalle  den  Zegen  des  Heeren 
over  dese  plaetse  willen  bebouden,  ende  van  Sijn  H : genade  voor 
D.e  uit  de  Zondaegse  ?“ze  zielen  niet  willen  ontbloot  blijven,  soo 
Vergaderinge  absen-  ist  dat  een  ijder,  wie  bet  oocq  soude  mogen 
teertwertde  2dema8l  wezen,  bij  desen  waerscbouwen  bun  voortaen 
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devotions  will,  for  the  first  time,  forfeit  eight  days’  wine  allowance, 
for  the  second  time,  in  addition,  loss  of  one  month’s  pay,  hnt  for 
the  third  time  will  be  condemned  to  serve  in  irons  for  one  year 
without  pay. 


That  no  one  may  pretend  ignorance  this  is  publicly  read  and 
affixed  at  the  proper  place,  together  with  certain  articles  from  the 
Batavia  Statutes  referring  to  soldiers,  &c.,  on  shore,  and  apjiended 
to  this. 

(N.B. — Not  appended  in  the  volume.) 

(^Signed)  Johan  van  Eiebeeck. 


No.  4. 


Murder  by  the  Hottentoos  of  the  cattle  herd  Davidt  J ansz,  and 
theft  of  44  head  of  cattle  by  the  murderers.  Ordered  that,  for 
various  reasons  in  the  interest  of  the  Company,  no  natives, 
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met  I mt.  ga(?ie  ge-  als  teijken  daertoe  wort  gedaen,  ter  plaetze 
<^aertoe  gedistineert  te  vervoegen,  op  pene  van 
kettingh.  do  abzenten  te  onthouden  8 dagen  wijnrant- 

zoen  de  eerste  ende  tweede  maleu  bevonden 
wordende  een  maent  gagie  daer  en  boven,  maer  ten  derde  maele 
absent  blijvende,  zullen  een  jaar  langh  sender  gagie  in  de  kettiugh 
aen  de  gemeene  wercken  te  arbeijden  gebannen  worden, 

Ende  opdat  zich  niemant  van  oncunde  sonde  te  pretenderen 
hebben,  is  dezen  den  volcke  int  oponbaer  voorgelezen,  ende  ter 
beboorlijcker  plaetze  aengeplaekt,  nevens  eenige  articulen  nijt 
de  Batavise  Statuijten  concernerende,  den  soldaten  ofte  boss  : aan 
lant  leggende,  ende  onder  desen  g’annexeert. 


1652. 
14en  Oct. 


Aldus  gedaen  In’t  Fort  de  Goede  Hoop  adij  14den  Octob : 
1652.  Mitsgaders  gepronunchieert  en  g’afBgeert  ten  selve  daege 
ende  was  onderteijkent 

Jan  van  Riebeeck. 
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Jan  van  Riebeeck,  Oppereoopman  en  Command  eur,  wegen  d Ed : 
Heeren  Bewinthebberen  van  de  Generate  Nederlantse  geoc- 
troijeerde  Oost  Indische  Comp“  over  derselver  fortresse  de 
Goede  Hoope  ende  vorderen  ommeslagh  aen  Cabo  de  boa 
Esperanse,  &c.  Ende  bijbebbende  Raedt  doen  te  weten. 


Alboewel  ons  seer  onversiens  sender  de  minste  gedacbte  daerop 
te  hebben  de  sobade  ende ’t  afiront  is  geschiet  van  de  llottentoos 
ofte  strantloopers  (watermans  genaemt)  welcke  bier  geduijrende 
ons  aenwesen  niet  dan  alle  vrintscbap  ende  goet  van  ons  bebben 
genoten  dat  d’selve  des  niet  jegenstaende  verleden  Sondagb  onder 
’t  sermoen  boven  ons  vermoaden  seer  execrabel  ende  moordadigb 


De  Hottentosen  sl»en 
eeo  beeste  li  leder  doot 
ea  steelen  4 9 beaaJen 
van  d’  Ed.  Cbmj..'- 


bebben  vermoort  den  jongen  Davidt  Jans  : op 
de  beesten  in  de  weijden  omtrent  den  staert 
van  de  Ijeeuwenbergb  passende  ende  nae  ’t 
volbreugen  van  dien  ooek  seer  scbelmaebtigb 
ende  troulooslijck  ons  aff  gestolen  ende  in  der 
baeste  ontvoert  ende  wegb  gedreven  alle  de  Comp®  koebeesten  daer 
vele  treckossea  enae  melckoeijen  onder  waeren  in  alles  sterck  vier 
ende  veerticb  stucx  sender  dat  wij  deselve  (met  goeden  ijver 
naelaetende  jaegen)  bebben  cunneu  acbteibalen  olt'te  wederom 
beeonien  tot  groote  scbade  ende  binder  in  veele  onser  onderbanden 
bebbende  saecken.  Soo  ist  noebtans  dat  den  Commandeur  ende 
sijne  Raedt  voormelt  des  niet  te  min  in  dienste  van  de  opgemelte 
Comp''  omme  veele  ende  verscheijdene  consideiatien  bebben 
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including  even  tlie  thieves  and  the  late  interpreter  Herry — the 
apparent  cause  of  the  outrage — shall  he  molested,  hut  on  the 
contrary  most  civilly  treated,  not  only  for  the  sake  of  proem’ing 
more  cattle,  hut  likewise  in  order  to  he  able  to  travel  about  with 
a greater  degree  of  safety,  this  being  the  best  course  in  the 
interest  of  the  Company,  and  for  the  growth  of  the  settlement. 

Dated  21st  October,  1653. 


(Signed)  Johan  van  Eiebeeck. 


No.  5. 


First  attempts  successfully  made  to  sow  some  Dutch  garden 
seeds.  Gardens  open.  Precautions  necessary  to  save  the  crops 
from  being  destroyed  by  the  sailors  and  soldiers  and  prevent 
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goet  gevonden  te  ordonneren  ende  bevelen,  gelijek  deselve 
ordonneren  ende  bevelen  bij  desen  op  hoge  pene  dat  sicb  niemant 
bij  ontmoetinge  van  eenige  inwoonders  bier  bij  ’t  Fort  ofte  elders 
’t  sij  Saldanbamans  off  Watennannen  (die  de  dieven  van  voorge- 
melte  onse  beesten  sijn)  jae  selff  met  onsen  gewesen  tolcq  Herrie 
den  principaelen  oorsaeck  apparent  van  dat  spell,  ende  mede  wech 
sijnde  daer  omme  eenich ’t  alderminste  leet,  ofte  quaet  sullen  aen- 
doen,  maer  integendeel  deselve  evenwel  alle  minne  ende  vrient- 
scbap  bewijsen  jae  meer  als  oijt  te  voren,  gelijek  off  sulex  noijt 
geschiet  offte  ten  minste  bij  ons  beel  vergeten  was  opdat  de  Sal- 
danbars  daerdoor  niet  van  ons  afgesebrikt  ofte  besebroomt  werden 
weder  tot  ons  te  comen  maer  onse  goetbeijt  bemerckende  des  te 
meer  tot  ons  genegen  ende  gewent  moebte  worden  ten  eijnde  wij 
niet  alleen  van  deselve  (nu  alle  daegen  te  verwacbten)  wert  inder 
baeste  andere  beesten  moebten  cbrijgen  ende  bandelen  maer  oock 
opdat  wij  de  wegen  te  veijliger  overal  souden  mogen  blijven 
gebruijeken,  ende  wes  meer  den  Commandeur  ende  raedt  voor- 
melt  daertoe  moverende,  alsoo  deselve  sulex  ten  meesten  dienste 
ende  gerustheijt  van  de  E.E.  Comp®,  tot  augmentatie  deser  plaetse 
alsoo  bevinden  te  bebooren. 

Actum  In’t  fort  de  Goede  Hoope  desen  21sten  October  A”.  1653 
ende  was  ondert®. 


Jan  van  Riebeecr. 


No.  5. 

Joban  van  Riebeeck,  oppercoopman  ende  Commandeur  wegen 
d’  E.  E.  d’  beeren  de  bewintbebberen  van  de  generate 
Nederlantse  geoctroieerde  Oost  indisebe  Comp®  over  derselver 
fortresse  de  Goede  Hoope  en  verderen  ommeslagb  aen  Cabo 
de  Boa  Esperanse  &c.,  doen  te  weten. 

Alsoo  wij  jegenwoordiob  met  grooten  arbeijt  eenige  parcken 
ende  ackers  lant  in  verscbeijde  maanden  tot  prouve  met  diverse 
Hollantse  saeden  van  alderbande  tbuijn  ende  moescruijden 
bebben  besaeijt  ende  beplant,  waervan  eenige  redelecke  beginnen 
voort  te  eomen  die  vermits  de  tbuijnen  nocb  quabek  cunnen  afge- 
slooten  werden  door  d’  onaebtsaembeijt  ende  roeckeloosbeijt  van  de 
gemeene  matrosen  ende  soldaeten  aer  aencomende  sebepen  (de 
goede  ongeprejudiceert)  te  bevresen  is  dat  moebte  geruineert  ende 
door  derselver  onbesuijstbeijt  met  voeten  overloopen  worden,  ten 
waere  daerinne  met  goede  ordre  werde  versien,  insgelijekx  omme 
met  desen  inwoonders  in  alle  minnelickbeijt  te  couresponderen 
ende  aen  deselve  geen  overlast  te  doen,  ten  eijnde  Comp®  been  en 


16.53. 
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21en  Dec. 
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unpleasantness  with  the  natives,  whose  cattle  is  necessary  for  the 
health  of  the  crews  of  the  passing  ships. 


Consequently  ordered  that  neither  the  gardens  nor  sown  lauds 
shall  he  entered  by  anyone  in  order  to  take  of  the  fruit  without 
consent  of  the  Commander.  The  offender  to  be  treated  summarily 
according  to  the  necessity  of  the  case,  and  to  remain  tu'o  years 
in  irons. 


It  was  further  decided  to  order  all  to  do  no  harm  to,  or  frighten  the 
natives  ; to  treat  them  kindly,  in  order  to  gain  their  confidence,  and 
to  he  able  to  trade  mth  them  and  find  favourable  opportunities  for 
exploring  the  country,  and  for  the  profit  of  the  Company,  obtaining 
what  may  be  serviceable.  Moreover,  salt  and  wood  are  about  one 
or  two  miles  from  this,  and  cannot  be  procured  with  safety  should 
the  nations  around  us  prove  unfriendly. 

Offenders  to  be  punished  with  50  cuts  in  presence  of  the  natives. 


No  one  allowed  to  barter  with  tlie  natives,  whatever  it  may  be, 
as  such  a coui’se  would  be  injurious  to  the  Company.  All  are  to 
regulate  themselves  according  to  the  General  Articles  [Artieul 
brief).  Offenders  to  be  punished  severelj'. 

No  one  shall  go  on  board  or  remain  on  shore  during  the  night 
without  the  knowledge  of  the  Commander.  The  provost  shall 
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weder  navigerende  schepen  raetter  tijt  souden  mogen  met 
competente  verversinge  op  hunne  aeneompste  alhier  g aocom- 
modeert  worden,  soo  ist  dat  wi]  tot  werioge  ende  voor- 
cominge  van  alle  snlcx  ende  bevorderinge  der  begonnen 
saecken  hooohnodicb  bebben  geacht,  dese  naervolgende  articulen 
plaeccaets  gewijsde  aen  de  arriverende  Comp®  sebepen  met  com- 
municatie  van  derselver  opperboofEden  te  affigeren,  ende  deselve 
te  vermanen  bun  volek  nae  dese  onse  ordre  ten  diensten  van  de 
E"  Comp*'  streckende  te  doen  reguleren  namentlijcken. 

Dat  niemant  wie  oft  van  conditie  bij  mocbte  wesen  in  ofte 
ontrent  de  besaaijde  landen  ofte  tbuijnen  sal  mogen  gaen,  ofte 
ijetwes  van  de  vrucbten  plncken,  ende  mede 
d’Thuijnonniettebe-  nae  boort  nemen  als  met  speoiael  consent  van 

TOven  op  pane  van  ^ Commandeur  deser  fortresse  op  pene  van 

tweeiarenin  de  ket-  , t , i t-  ej.  „ 

tinghs  geclonkoo.  9-611  d,GH  llJVG  OltB  H9tGr  6Xlg^Gntl6 

werden.  van  saecken  gestrafit,  ende  voor  twee  jaren 

langb  in  de  kettingb  gebannen  te  worden. 

Gelijck  mede  op  gelijcke  pene  verboden  wort,  ijmant  van  dese 
wilde  natien  eenicb  quaet  oft  qualiek  gevaer  te  ^ doen,  oft 
tboonen,  naer  integendeel  deselve  alle  minne,  ende  vrintscbap  te 
bewijsen  op  dat  sij  luijden  te  beter  tot  ons  gewent,  ende 
genegen  gemaeckt  mogen  werden  omme  ons  alderbande  vee, 
ende  andere  saecken  (bij  baer  bebbende,  ende  misscbien 
d’  E.  Comp"  tot  proffijt  streckende)  toe  te  brengen,  als  oock 
dat  wij  bet  lant  bij  tijt,  ende  wijlen  van  binnen 
Geen  Hottentose  te  gunstiger,  ende  veijliger  mogen  doorsoecken 
mo  es  eren.  baelen  ’t  geene  tot  dienst  ende  profijt 

onser  beeren  Mrs.  mocbten  ondervonden  worden,  gelijck  vooreerst 
’t  sout  ende  bout  dat  bieromtrent  een  mi j I 2 a 3 ^ van  daen  te 
baelen  is  ende  daeromme  met  dese  natie  niet  veijlicb  te  krijgen 
soude  wesen,  ende  soo  wie  boven  dit  ons  gebodt  ijmant  van  de 
inwoonders  qualiek  bejegent,  sal  int  aensien  van  deselve  met 
vijfticb  slaegen  gelaerst  worden. 

Ende  voor  alle  saecken  sal  sicb  niemant  op  booge  pene  mogen 
bemoeijen  met  eenige  bandelinge  oft  ruijlingen  bij  desen  natien 
’t  sij  beesten,  verversinge  ofte  van  wat  natuijre  bet  oock  mocbte 
wesen,  alsoo  sulcx  ten  boogbsten  scbadelijck  voor  d’  E.  Comp'' 
acihten  te  sijn,  sullen  dier  balven  ’t  voleq  deser  fortresse  ofte 
van  de  sobepen  aencomende,  bun  vorders  bebben  te  reguleeren 
naer  den  generalen  articulbrieff  daerop  aenge- 
Geene  ruijliage  met  nomen  siju,  ende  de  ordre  bier  aen  lant  gestelt 
deselve  aan  te  gaan.  ende  nocb  te  stellen  op  gelijcke  strafie  ende 
penaliteijt  oft  bier  te  lande  finalick  bescbeijden 
waeren  ende  sal  oock  niemant  aen  boort  bescbeijden  sender  voor- 
weten  van  den  commandeur  voors : bieraen  lant  mogen  vernaebtea 
op  pene  van  door  den  geweldigber  in  apprehentie  gebraebt,  ende  met 
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•5th  Jan. 


take  offenders  in  charge,  who  shall  receive  100  cuts ; and  the 
provost  is  likewise  ordered  to  pay  particular  attention  to  this  order 
to  prpent  irregularities,— Those  compelled  by  valid  reasons  to 
remain  on  shore  during  the  night  shall  report  themselves  to  the 
guard,  in  order  to  prevent  improper  occurrences  or  otherwise. 

Offenders  shall  be  apprehended  and  punished  and  comj)elled  to 
pay  half  areal  to. the  provost  for  gate  fees  (shut  geld). 

Commanders  of  ships  shall  assist  in  carrying  out  these  orders  for 
the  benefit  of  the  Company. 

Done  at  the  fort  Good  Hope  this  21st  December,  1653. 


(Signed)  Johan  van  Riebeeck. 


No.  6. 


The  untrustworthiness  of  this  Cape  nation  in  spite  of  our  good 
treatment  of  them.  In  spite  of  the  last  alliance  they  continue 
their  course  of  thieving  and  taking  by  force  the  property  of  our 
people,  and  when  opposed,  threaten  to  murder  all  who  fall  into 
their  hands  unprotected,  by  putting  the  points  of  their  hasagays  on 
their  breasts.  Many  examples  given  ; their  attempt  to  lure  away 
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rionderd.  slagen  gelaerst  te  worden  waerop  den  selven  geweldigher 
met  den  sijnen  last  heeft  te  letten  omme  alle  ongeregeltheden  voor  te 
comen,  ende  die  all  met  consent  van  sijn  scheeps  overicheijt  oft 
bij  noot  van  quaet  weer  aen  lant  quamen  te  vernaehten  sullen  sicb 
aen  de  wacht  van ’t  fort  bekent  maecken  om  gelet  te  worden  dat 
ter  s’nachts  geen  onbeboorlickeijt  met  droncken  drineken  oft 
andersints  binnen  oft  buijten  ’t  fort  gepleecbt  en  worden,  ende 
die  sich,  gelijck  voors : niet  aen  de  wacbt  bekent  maekt,  ende 
binnen  oft  buijten ’t  fort  door  den  geweldiger  bevonden  wort, 
sal,  als  die  sender  consent  aen  lant  verbleven 
Gene  matrosen  aan  ig^  g’apprehendeert  ende  gecorrigeert  worden, 
WjcnL^iSwedei  mitsgaders  crachten  deses  gebouden  sijn 
als  -wanreer  sij  sig  te  betaelen  | reael  voor’t  sluijtgelt  aen  den 
aan  de  wagt  hebben  geweldigher  des  de  opperhoofden  van  de  resp*' 
aan  e geven,  comp"  schepen  gelieven  verinaent  te  bli j ven  alle 

dese  onse  gestelde  ordre  ende  toesicht  mede  te  doen  onderhouden, 
ende  ons  in  desen  ende  alle  andere  saecken  (ten  diensten  van  de 
Comp'’  streckende)  te  helpen  mainteneren  ende  hanthaeven,  op 
dat  onse  heere  M‘"  bier  voor  scbade  bevrijt  ende  te  meer  bevordert 
worden  de  saecken  welcken ’t  haeren  nodigen  dienste  ende  proffijt 
vereijscbende  sijn. 

Ende  opdat  niemant  van  ignorantic  en  soude  bebben  te 
excipieren,  soo  bebben  goet  gevonden  desen  alle  den  scbeeps 
volcke  voor  te  leseu  ende  ter  beboorl : plaetse  aen  te  laeten  placken. 

Aldus  gedaen  Int  fort  de  Goede  Hoope  den  21“  Decemb : 
anno  1653.  Ende  was  onderteijckent. 


Jan  van  Rtebeeck. 


No.  6. 

Jan  van  Riebeeck,  Commandeur,  &c. 

Alsoo  wij  van  tijt  tot  tijt  meer  ende  meer  bemerckende  dese 
Caepse  natie  ganseb  niet  vertrouwen  mogen  vermits  (niet  jegen- 
staende  onse  goede  tractementen  ende  minnelicke  bejegening  sedert 
de  jongste  vernieude  alian tie  in  plaetse  van  vrinscbap  in  reciproque 
te  bewijsen)  baer  niet  ontsien  d’  onse  sender  geweer  alleen,  weijnich 
achten,  off  vindende,  derselver  goet  pr.  force ’t  overweldigen  ende 
bij  weijgeringe  drijgen  te  vermoorden,  met ’t  setten  van  bunnen 
basagaijen  op  d’  onse  baere  borsten,  soo  verlede  weecken  aen  twee 
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5th  Jan. 


the  little  son  of  the  catechist  for  the  sake  of  his  brass  buttons. 
Order  accordingly  that  no  one  shall  without  consent  or  firearms, 
proceed  further  from  the  fort  than  half  a musket  shot,  and  in 
company  of  fom-  or  five  persons,  lest  be  be  innocently  murdered, 
as  the  natives  seem  to  comprehend  that  the  more  audacious  they 
become  the  more  civil  we  grow  for  the  sake  of  trade  in  the 
interest  of  the  Company. 

This  order  to  be  strictly  obeyed.  Offenders  to  be  punished 
rigorously,  as  the  interests  of  the  Company  too  much  depends  upon 
mutual  intercourse  with  the  natives,  experience  having  shown  the 
damage  to  trade  from  a contrary  course. 
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van  ons  volcq  d’  eene  bij  de  Soute  Rivier  ende  d’  ander  onder  een 
pistool  schoot  van  ’t  fort  met  eenicli  linnen  sittende  op ’t  velt  te 
blijcken,  geen  noch  laest  is  gebem-t,  ende  veiieden  oook  in’t  bos 
alle  der  timmerluijden  gereetscbappen  affhandigh  geraaeckt,  jae 
oock  de  achter  touwen  van  ons  vaertuijgb  bij  naoht  ende  ontijde 
teickers  wech  stelende,  item  oock ’t  soontjen  van  den  siecken- 
trooster  om  eenige  copere  knoopen  aen  sijn  wambois  hebbende 
sochten  achter  af  te  krijgen,  uijt  alien ’t  welcke  d’  een  of  d’  ander 
tijt  wel  groote  swaricheijt  mochte  eomen  te  ontstaen,  vermits  ons 
volckjen  oock  qualick  connen  laten  haer  selver  sonder  cenich 
geweer  off  geselschap  in  ’t  velt  ende  wijt  van ’t  fort  te  begeven, 
die  dan  om  eenige  tabacq  off  andere  leuren  en  leuren  sonde  mogen 
ora  den  halst  gebracht  worden  waerdoor  deze  lantsnatie  uijt  vrese 
van  daer  over  qualick  bejegent  te  worden,  niet  weder  souden 
derven  bij  ’t  fort  verscbijnen,  dat  nocbtans  om  den  bandel  ende 
’t  gemack  van  deselve  genietende  in  ’t  brantbout  balen  etc.  niet 
en  dient  bewesen,  soo  ist  dat  wij  tot  voorcominge  van  alle  deselve 

off  diergelijcken  te  vresen  swariobeden  ende 
Met  geene  waren  den  oock  bijsonderlijck  om  met  dese  volckeren  buij- 
na^mvlrrevannirt  ten  verweijderingbe  te  mogen  blijven,  boocb 
te  g!ien,  opdat  se  op  nodicb  bebben  geacht  ons  volck  te  waer- 

deseive  nietverlekkert  schouwen,  ende  oock  te  verbieden  gelijck  wij 
snnde,  ons  ge weld  soe-  i n i i t i 

ten  aentedoen.  deseive  waerschouwen  ende  wel  expresselick 

verbieden  bij  desen,  dat  sicb  niemant  voortaen 
sonder  speciael  consent  ende  schietgeweer  verder  buij  ten ’f  fort  en 
begeven  als  een  half  musquet  scboot,  ende  dat  oock  noch  met  gesel- 
scbap  van  ten  minsten  4 a 5 persoonen  bij een  omme  emmers  niet  van 
deze  natie  in  maniere  als  vooren  onnosel  om  den  hals  gebracht  te 
worden,  daer  langs  soo  meer  voor  bedncht  sijn,  vermits  derselver 
stouticbeijt  nu  vrij  meer  als  voor  desen  plegende,  misscbien  omdat 
beginnen  te  bemercken  wat  overlast  wij  van  de  lijden  baer  daer 
omme  ’t  minste  quaet  maer  noch  meerder  vrinscbap  aengedaen 
wort  ’t  welck  van  dezelve  alsoo  nocbtans  qualick  begrijpen  ende 
die  goede  tractementen  door  ons  gedaen  worden  tot  meerder  aen- 
lockingbe  ende  botooninge  van  onse  genegen  vrinscbap  tot  onder- 
lingbe  aliantie  met  dezelve  ten  eijnde  van  haer  mocbten  bandelen 
ende  negotieren  waer  den'dienst  van  d’E.  Comp®,  vereijscben  ende 
metter  tijt  door  neersticb  ondersoeck  soude  mogen  uitgevonden 
werden  derhalven  ijder  een  als  vooren  wel  expresselick  gelast 
ende  bevolen  blijven  bun  nae  dese  onse  ordre  promptelick  te  regu- 
leeren  ende  die  int  minste  niet  te  overtreden  op  pene  van  nae 
exigentie  van  saeeken  daer  over  op ’t  rigoreuste  gestrafft  te  worden 
alsoo  de  E.  Comp'",  aen  d’onderlinge  eorrespondentie  met  deze 
lantsnatie  te  veel  gelegen  is  die  door ’t  licbt  vertronwen  off  qualick 
bewaeren  van  ons  eijgen  selfts  ende  goet  in  maniere  als  boven  seer 
subijt  soude  cunnen  verloren  worden,  soo  Godt  beter  tot  groote 
schade  ende  achter  deel  des  handels  reede  al  ervaren  bebben. 
Wordende  beneffens  dien  oock  wel  expresselick  ende  op  gelijcke 
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No  one  shall  in  any  way  molest  or  otherwise  illtreat  a native, 
notwithstanding  the  sufPerings  mentioned  above,  even  though  his 
things  he  stolen  before  his  face,  all  being  warned  to  protect  their 
property.  The  property  of  the  Company  or  that  required  for  the 
Company’s  work  to  be  refunded  sixfold,  with  a punishment  in 
addition,  as  circumstances  may  require. 


No.  7. 

Additional  regulations  to  the  placcaaten  of  21st  December,  1653. 


Refer  to  order  regarding  the  distance  allowed  from  the  fort. 

Commanders  of  ships  in  the  Bay  admonished  to  compel  their 
crews  to  obey  this  order,  and  not  to  allow  them  to  proceed  inland 
or  give  anything  to  this  nation,  whatever  it  may  be.  OfPenders  to 
be  punished  as  stated  in  the  placcaaten.  This  course  considered 
the  best  in  the  interest  of  the  Company. 
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pene  gelijck  voor  desen  meermael  gedaen  hebben  verboden  ijmant 
van  dese  selve  natie  eenieb ’t  miuste  quaet  ter 
Dd  Hottentotte  geene  werelt  te  doen  met  stoten,  smijten  off  ander 
qualick  gebaer,  niet  jegenstaende  alle  de  voor- 
men  te  doen.  gemelte  overlasten  van  deselve  lijdende,  ende 

al  waer ’t  oock  scboon  dat  bun  goet  voor  d’ogen 
wecb  stoolen,  blijvende  desbalven  ijder  een  gewaer  scbout  bun 
goet  eade  gereetscbappen  seifs  wel  te  bewaeren  off  sullen  ’tComp®, 
goet  wesende  off  ijder  daer  Comp^  dienst  moet  mede  gedaen 
worden,  dateliek  ses  dubbelt  op  reeckeninge  gestelt,  ende  daer  en 
boven  nocb  naer  vereijscb  van  saeeken  swaerlick  gestraft  worden. 

Ende  opdat  sicb  niemant  van  oncunde  en  soude  bebben  te  ver- 
soboonen,  soo  is  dese  naer  openbaere  aflesinge  voor  alle  den  volcke 
oock  ter  beboorlicke  plaetse  aengeplect. 

Aldus  gedaen  in’t  Fort  de  Goede  Hoope 
den  6'*“  Januarij  1654.  Ende  was 
ondertb 


Jan  a^an  Eieiseeck. 


No.  7. 

Ampliatie  tot  den  placeaten  voor  de  aencomende  scbepen  beraemt 
in  dato  den  Desemb  : Anno  1653. 

Alsoo  wij  bier  aen  lant  omme  verscheijde  pregnauten  redenen 
gestatueert,  ende  wel  expresselick  verboden  bebben  dat  sicb 
niemant  buijten  ons  consent  en  macb  begeven,  verder  als  een 
muskets  scboot  van’t  Fort,  soo  worden  d’opperhoofden  van  d’bier 
ter  rbeede  leggende  scbepen  mede  vermaent  bun  volck  daer  nae  te 
laeten  reguleeren,  ende  niemant  buijten  ons  voorweten  te  lande 
waerts  in  te  senden,  nocbte  oock  toe  te  laten  ofte  gedogen,  dat  se 
iets  ter  werelt  aen  dese  natie  geven  tot  vereringb  ofte  in  mange - 
linge,  ’t  sij  broot,  toback,  coper,  off  wat  ende  boedanicb  bet  oock 
soude  mogen  wesen  op  pene  als  bij  onsen  g’affigeerden  placcate 
daer  opgestelt,  alsoo  wij  sulcx  ten  meesten  dienste  van  d’E. 
Comp®  bevinden  te  behoren  ende  was  onderteijckent 


1654. 
5en  Jail. 


1654. 
Sen  Jan. 


Jan  van  Eiebeeck.  8®  Januario  1654. 
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No.  8. 

1 9th  J an. 


The  quarrels  of  the  officers  on  hoard  the  Vreede  ; skipper  not 
properly  respected  or  obeyed,  but  very  much  insulted.  Refers  to 
the  evidence  and  the  conversation  of  the  sailors ; that  many  sided 
with  the  chief  officer  and  sergeant  and  not  with  the  skipper.  The 
former  consequently  suspended,  besides  a sub-officer  and  constable, 
and  for  the  sake  of  peace,  &c.,  and  maintaining  the  authority  of 
the  skipper,  it  was  resolved  to  appoint  Jacob  Reiniersz  as 
merchant  and  commander  of  said  ship  ; to  be  chief  of  the  Council 
on  the  voyage  to  Batavia,  and  have  all  the  authority  of  a com- 
mander for  the  safety  of  the  ship  and  the  benefit  of  the  Company. 
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No.  8. 

Jan  van  Eiebeeck,  Commandeur,  &c. 

Alsoo  vermits  de  veelvoudige  tweespalten  questien  ende  moeijten 
principael  onder  de  lioofft  officieren  op ’t  scliip  de  Yreede  tot  groot 
perijkel  voorgevallen  bevonden  liebben,  dat  den  schipper  in  sijn 
toecomt  ende  vertrouwt  ge.sach  niet  nae  behooren  en  is  gerespeeteert 
nocbte  gemaincteneert,  maer  integendeel  al  vrij  groote  cleijn- 
achtige  ende  vilipendie  aengedaen,  in  vougen  sicb  eenige  al 
genoucbsaem  van  denselven  hadden  al  meester  gemaeckt,  waer 
door  seer  groote  onlusten  ende  onrusten  waeren  geresen,  volgens 
de  stucken  ons  daer  van  ter  banden  gestelt  sulcx  dat  goschapen 
stont  daer  uijt  geen  cleijnne  swaricbeijt  sonde  gevolcht  bebben, 
soo  ons  uijt  de  particuliere  praterijen  van  de  gemeene  matrosen 
overal  uijt  gestroijt,  ooek  al  mede  gebleecken  sij,  dat  bet  veele 
met  den  opperstuijrman  ende  sergeant  ende  niet  met  baeren 
regierende  scbipper  bielden  d’welcke  nevens  een  onderstuijr- 
man,  ende  constapel  om  die  oorsaeeken  balven  wel  ende  ten 
recbten  door  onsen  Eaedt  buijten  baere  bedieninge  gestelt 
wesen  nootsaeckeliek  vereijscbte  andere  in  de  plaets  mits- 
gaders  niet  sender  pregnante  rede.uen  na  de  ordre,  ende 
redressement  op  alles  gelet  ten  eijnde  Comp®  costelicke  scbip 
in  ruste  eenicbeijt,  ende  vrede  mocbten  bebouden,  op  Batavia 
gebracbt  mitsg : den  scbipper  ende  sijnne  mede  regierende 
stuijrluijden  &c.,  in  baer  toevertrouwt  gesaeb  gemaincteneert, 
ende  gebantbaeft,  ende  op  alles  soodanige  goede  ordre,  ende  regel 
gebouden  te  werden  als  den  meesten  dienst  voor  d’  E.  Comp®  soude 
mogen  vereijseben,  soo  is  bij  den  Eaet  in  acbtinge  gen  omen  de 
bequaembeijt,  ende  sufficantie  van  den  persoon  Jacob  Eeiniersz  : 
goet  gevonden  om  redenen  als  boven  den  selven  om  do.  de  qualite 
van  coopman  te  stellen,  ende  auctoriseren  gelijck  bem  stellen, 
ende  atictboriseren  mits  desen  als  opperbooft  op ’t  gemelte  scbip 
omme  geduijrende  de  reijse  van  bier  naer  Batavia  de  preceance  in 
den  raedt  te  bebouden,  Justitie  t’administreren,  ende  wijders  met 
volcomen  aucbtboriteijt  alles  te  doen,  wat  een  opperbooft  ten 
dienste  van  de’E.  Comp®  toestaet,  ende  tot  beboudenisse  van 
Comp®  scbip,  ende  goet  sal  bevinden  te  Hoorn,  werdende  derbalve 
ijder  een  van  groot  tot  cleen  niemant  ijtgesondert  bij  desen  wel 
espresselijcken  gelast  den  voors  : Coopman  Jacob  Eeyniersz  ; daer 
voren  oock  te  erkennen  geboorsaemen,  ende  respeeteren,  als  ofi  wij 
selffs  in  persoon  waeren  gelijck  mede  baeren  tegenwoordicb  in 
regent  blijvende  Scbipper  Noortsbrant  oock  alle  geboorsaembeijt, 
ende  ontsacb  sullen  be  wij  sen  als  een  scbipper  toecomt,  ende  soo 
vorders  alle  de  geene  welcke  in  de  plattse  van  de  provisioneele 
gedecbergeerdens  sijn  gesurrogeert,  ende  vervolgens  eenicb  gesaeb 
benevens  den  voorverbaelde  Coopman,  ende  scbipper  toevertrouwt, 
ende  de  wijle  wij  wel  gissen  dat  ter  nocb  eenige  sijn  die ’t  nocb 


i(i54. 
19en  Jail. 
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105  J. 
U)th  Jhu. 


1054. 

22nd  Aug. 


All  ordered  to  obey  said  J.  Eeyniersz,  and  the  skipper 
Noortstrant,  appointed  to  act  in  the  place  of  the  suspended  officer,’ 
and  said  Eeyniersz,  &c.,  ordered  to  punish  severely  all  discovered 
as  aiding  and  abetting  the  suspended  officer. 

Publication  as  usual. 


No.  9. 


Destruction  of  the  gardens  by  the  soldiers  and  sailors — the  great 
labour  and  trouble  required  to  cultivate  the  grounds  and  the  success 
hitherto  for  providing  the  crews  of  passing  vessels  with  refresh- 
ments. 

Necessity  to  prevent  all  trespassers  and  provide  every  ship  with 
refreshments. 
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al  bedeotelick  met  de  verhaelde  buijten  bedieningh  gestelde  per- 
soonen  houden  soo  sijnde  gemelte  opperhoofiden  gelast  daer  op 
wel  nauw  acbt  te  slaen,  ende  aen  de  eerst  openbaeren  soo  danige 
straffen  tot  exempel  te  statueren  dat  aadere  daer  van  mogen 
afPsohricken,  ende  op  dat  niemant  eenige  ignorantie  te  preten- 
deren  soude  bebben  soo  is  desen  nae  openbaere  afflesinge  op 
gemelte  schip  de  Vroede  ter  behoorlicke  plaetse  oock  aengeplact. 

Aldus  gedaen  iut  Fort  de  Goede  Hoope  desen 
19“*™  Januarij  1654,  Mitsgaders  gepro- 
nuncieert,  ende  geatfigeert  ten  selven 
daege,  ende  was  onderteijckent, 


Jan  van  Riebeeck. 


No.  9. 

Jan  van  Riebeeek,  Commandeur  wegen  d’  Ed.  heeren  Bewint- 
hebberen  van  de  generate  Nederlantse  g’octroijeerde  Oost 
Indisebe  Comp'",  over  derselver  fortresse  de  Goede  Hoope  ende 
vorderen  ommeslach  aen  Cabo  de  Boa  Esperance,  &c  , doen  te 
weten 

Alsoo  doorgaens  niet  jegenstaende  onse  ernstige  vermaningh 
ende  gestelde  ordren  bevinden  dat  de  gemeene  matroosen  ende 
Boldaten  insonderbeijt  van  de  uijt  ende  thuijs  vaerende  sobeepen, 
haer  niet  ontsien  noobte  scbroomen  in  dethuijnen  te  loopen  ende 
tegen  wil  ende  weten  van  ous  de  vrucbten  daeruijt  nemen, 
pluoken  ende  bederven  ende  j egenwoordigh  niet  sender  veele 
^ . moeiiten  ende  grooten  arbeiit  weder  eenige 

sobenden  rfte  van  thuijnen  geprepareei't  ende  door  Godes  miiden 
haere  vruchten  te  be-  Zegen  redelicken  bewassen  sijnde,  met  ver- 
scheijde  Hollantse  ende  Indisebe  aert  ende 
thuijnvruobten  omme  Comp",  been  ende  wedervarende  sebepen  mede 
te  ververseben  welcke  (vermits  niet  cunnen  bequamelicken  afPge- 
sloten  worden)  vresen  gelijek  als  geseijt  voor  date  meermalen 
ervaren  bebben  door  de  gemeene  sebeeps  voleke  (de  goede  niet  te 
nae)  wel  wederom  moebte  worden  met  voeten  overloopen  de 
vrucbten  onordentelicken  daeruij  t gepluckt  ende  geruineert,  tensij 
daerinne  bij  tijts  met  goede  ordre  werden  version  opdat  ijder  schip 
met  behoorlicke  verversinge  nae  rate  van  sijn  opbebbende  volcq 
moebte  werden  g’accommodeert,  soo  ist  dat  wij  ten  dien  eijnde 
bebben  goet  gevonden  met  communicatie  van  de  gemelte  sebeeps 
voi.  IX.  bb 


1654. 

19 en  Jan. 


1654. 

22en  Aug-. 
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1654. 

22nd  Aug 


All  forbidden  by  day  or  night  to  enter  the  gardens  or  take  any- 
thing from  them  except  with  consent  of  the  Commander — mates 
of  vessels  included — officers  being  supposed  to  conduct  themselves 
not  otherwise  than  properly. 


Barter  of  ostrich  eggs,  tortoise  shells,  &c.,  greatly  injurious  to 
the  Company,  as  the  natives  obtaining  copper  and  tobacco  for  such 
rubbish  decline  any  longer  to  bring  any  cattle. 

All  forbidden  to  exchange  anything  with  the  natives  or  to  give 
them  presents  on  pain  of  having  the  things  bartered  confiscated, 
and  losing  three  months’  pay. 


Not  to  do  any  injury  in  the  least  to  the  natives ; to  show  them 
all  kindness,  that  they  be  not  repelled,  but  more  and  more  made 
kindly  disposed  towards  the  Company. 


A corporal  and  some  soldiers  and  likewise  the  Provost  of  the 
Fort  ordered  to  pay  attention  to  this,  and  apprehend  all  offenders 
for  punishment  according  to  this  placcaat  or  the  exigency  of  the 
case. 


All  commanders  of  ships  requested  to  assist  in  carrying  out  this 
order  for  the  good  of  the  Company. 


Commanders  likewise  requested  to  prevent  the  smuggling  of 
liquor  on  shore  and  into  the  fort,  which  causes  the  greatest 
irregularities  ; as  the  same  care  is  taken  on  shore  in  this  matter, 
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overheijt  wel  expresselijck  te  interdicei en  ende  verbieden  gelijck 
■doen  bij  desen  dat  sich  niemant  bij  daege  oft  bij  nachte  en  vervor- 
deren  in  de  verhaelde  thuijnen  te  comen  veel  min  daar  jets  uijt  te 
baelen  ofte  plucken  als  met  speciael  consent  van  den  Commandeur 
deser  fortresse,  ende  sal  do.  verbodt  stadt  grijpen  tot  stuijrluijden 
ende  adsistenten  in  cluijs  als  vertrouwende  de  meer  der  gequalifi- 
ceerde  bun  nae  haere  discretie  daerinne  niet  anders  dragen  zullen 
als  beboorlieken  is. 


Ende  vermits  beneffens  dien  oocq  remarqneren  dat  door  de  ruij- 
linge  van  ijder  een  tegen  struijseijeren,  ende  scbilpatsdoppen,  &c. 
groot  acbterdeel  gecauseert  wordt,  in  Comp®,  bandel  met  de 
inwoonders  die  alsij  voor  soodanigbe  lomperij  en  cunnen  coopen  off 
tobaek  crijgen  van  den  gemeene  volcq  geen  vee 
willen  aenbrengen  soo  ons  van  tijt  tot  tijt  meer 
ende  meer  is  gebleecken,  wort  bij  desen  alle 
ende  een  ijgelicken  insgelijcks  verboden  wieofte 
van  wat  conditiehij  oock  mocbte  wesen  jets  ter 
werelt  van  de  inwoonders  te  ruijlen,  mangelen  of  verbandelen, 
nocbte  oock  jets  van  deselve  tot  vereeringh  off  andersints  te  geven 
’t  sij  broot,  tobaek,  coper  ofte  wat  ende  bocdanich  bet  oock  mocbte 
wezen,  op  pene  van  confiscatie  van ’t  verbandelde,  ende  drie  maen- 
den  gagie  daerenboven. 


Niet  van  de  Hotten- 
toos  ta  ruijlen  van  wat 
nature  dat  her  oock 
mogen  s’jn. 


Worden  de  noebtans  desniettemin  op  gelijeke  pene  verboden  d’ 
inwoonders  eenicb  ’t  minste  quaet,  boon  ofte 
Deselve  ivet  te  moles-  graaet  aen  te  doen,  maer  gerecommandeert  met 
d^n^g^  o»er!ast*^*^e  minne  ende  vriendelickbeijt  bij  dezelve  om 
doen.  te  gaen,  ten  eijnde  sij  luijden  niet  affgesebriekt, 

maer  meer  ende  meer  tot  d’  E.  Comp'‘  genegen 

mocbte  blijven. 


Ende  opdat  alle  ’t  selffde  wel  sonde  worden  acbtervolgt  sijn 
daertoe  gestelt  een  Corporael  ende  eenige  soldaten  om  daergaens 
op  te  letten  nevens  de  geweldigber  van ’t  Fort  omme  de  overtreders 
attraperende  datelicken  in  apparentie  te  nemen  ende  gestraft  te 
worden  naluijt  deses  placcaets  ofte  vereij(s)cb  van  saecken  ende 
persoonen. 

Gelieffen  deshalven  d’  opperboofden  deser  bier  liggende  sebepen 
vermaent  te  zijn,  dese  onse  ordre  te  belpen  onderbouden,  ende 
maincteneren,  opdat  d’  Ed.  Comp*'  in  baere  saecken  bier  ter  plaetse 
daerdoor  geen  intrest  offte  sebade  eomt  te  lijden. 

Ende  dewijle  oock  bemercken  niet  jegenstaende  onse 
menichmael  gedaene  interdictie  eebter  evenwel  sicb  veele 
niet  ontsien  ons  volcq  bier  aen  lant  arack  ende  brandewijn  te  ver- 
coopen  waerbij  groote  scbacberije  ende  uijtsuijperije  sonde 

BB  2 


1654. 

22en  Aug, 
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1651.  smuggled  liquor  to  be  confiscated  and  tlie  offender  to  be  arbitrarily 
22n(TAu-./'.  with,  besides  paying  a fine  to  the  Provost. 


All  to  conduct  themselves  in  accordance  with  former  placcaeteii, 
extracts  of  which  are  published  as  far  as  they  are  at  present 
required — published  on  board  the  ships,  and  aflBxed  at  the  proper 
places — to  prevent  the  plea  of  ignorance. 


No.  10. 

165;..  Extract  from  the  Placcaat  Book.  (See  No.  5.) 

21st  Deo. 
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connen  worden  gepleecht,  mitsgaders  ingevolge 
’c  Volck  van  de  sohe-  oock  geen  cleijnne  debouche  ende  ongeregelt- 

I en  majf  geen  sterke  j^eden  veroorsaeckt,  soo  gelieven  d’opperhooffden 
dranck  aan  t gemeene  /,  , P. . i i 

volck  alliier  in  de  for-  vooimelt  vermaent  te  biljven  daermne  soo  veel 

tregse  vercopen.  elck  op  hun  scbip  mogelijck  sij,  te  helpen  ver- 

eien,  gelijck  tot  dien  eijnde  hier  aen  lant  daer- 
mede^op  laten  passen  dat  niets  in’t  Fort  gebracht  wort  op  ver- 
beurte  van ’t  solve  ende  arbitrate  correctie  nevens  gelt  boeto  voor 
den  geweldigher  &c.  als  naer  vereijsch  van  saecken. 

Ider  een  sich  wijders  hebbende  te  reguleren  nae  onse  vorige 
placaten  waer  van  soo  veel  voor  bun  mochte  te  passe  comen, 
extract  hierbij  gevoecht  ende  beneffens  desen  op  elck  scbip  oock 
gepronuncbieert,  ende  ter  beboorlicke  plaetse  g’affigeert  wort  ten 
eijnde  sicb  niemant  op  ignorantie  en  sonde  bebben  te  verscbonen, 

Aldus  gedaen  in’t  fort  de  Goede  Hoope  desen  Augustij 
A".  1654,  mitsgaders  gepronuncbieert  ende  g’affigeert  ten  selven 
daege. 


No.  10. 

Extract  uijt  ’tplaccaet  bouck  van’t  fort  de  Goede  Hoope  aen  Cabo 
de  Bona  Esperance  geregistreert  onder  stato  2C"Besember 
A"  1653. 

“ Ende  sal  oock  niemant  aen  boort  bescbeijden  sijnde  sender 
voorweten  van  den  Oommandeur  verscbreven  bieraen  iant  mogen 
vernacbten  op  pene  van  door  den  geweldiger  in  apparentie 
gebracbt,  ende  met  bondert  slaegen  gelaerst  te  worden,  waerop 
denselven  geweldiger  met  den  sijnnen  last  beoft 

Niemand  mag  sender  letten  omme  alle  ongeregeltbeden  voor  te 
censeatvan  tgeoe.  ps-  i t i ^ ° ••  i 

Volk  aan  landblijven.  comen  ende  die  ai  met  consent  van  sijn  sebeeps- 

overbeijt  off  bij  noot  van  quaet  weer  aen  lant 
quame  te  vernacbten  sullen  sicb  aen  de  wacht  van’t  fort  bekent 
maecken  om  gelet  ’t  worden  datter  s’nachs  geen  onbeboorlicbeijt 
met  droncken  drincken  off  andersints  binnen  off  buijten ’t  fort 
gepleecbt  ende  werden  ende  die  sicb  gelijck  voorsz  : niet  aen  de 
wacbt  bekent  maeck  ende  binnen  off  buijten  ’t  fort  door  den 
geweldigber  gevonden  wordt,  sal  als  die  sonder  consent  aen  lant 
verbleven  is  g’apprebendeert  ende  gecorrigeert  worden  mitsgaders 
uit  craebte  deses  gebouden  sijn  te  betalen  | realen  voor’t  sluijt- 
gelt  aen  den  geweldiger.  des  de  opperbooffden  van  de  resp  Comp 
sebepen  gelieven  vermaent  te  blijven  alle  dese  onse  gestelde  ordre 
ende  toesiebt  mede  te  doen  onderbouden  ende  ons  in  desen  ende 


1654. 

22en  Aug. 


1653. 
21en  Dec. 
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1654. 
I21h  U(^t. 


No.  11. 


Barter  with  the  natives  continued,  notwithstanding  the  orders  to 
the  contrary. 

The  men  give  for  elephant  and  hippopotamus  tusks,  rhenoceros 
horn,  tortoiseshell  and  ostrich  shells  as  much  if  not  moi'e 
tobacco  and  copper  than  the  Company  ordinarily  give  for  a 
whole  sheep,  which  ruins  their  cattle  trade  ; this  prevents  the 
natives  from  bringing  any  cattle. 

Consequently  forbidden  to  have  any  transactions  of  barter  at  all 
with  the  natives,  not  even  for  fish  or  crayfish. 

Offenders  not  only  to  be  punished  arbitrarily  but  those  holding 
any  office  to  be  deprived  of  it  and  so  fined  as  the  gravity  of  the 
case  requires,  besides  undei’going  a banishment  of  12  months  on 
the  Islands  without  pay. 

Informers  promised  2 Ryksdaelders  for  every  offence  com- 
municated. 
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alio  andere  saecken  (ten  dienste  van  de  Comp"  streckkende)  te 
helpen  maincteneeren  ende  hanthaeven  opdat  onse  heeren  M”  hier 
voor  schade  bevrijt  ende  te  meer  bevordert  worden  de  saecken 
welcke ’t  haren  nodigen  dienste  ende  profijt  vereij  sob  ende  sijn. 


No.  11. 


Johan  van  Riebeeek,  Command"  wegen  d’  Ed.  heeren  Bewintheb- 
beren  van  de  generate  Nederlantse  Cost  Indische  Comp” 
over  derselver  fortresse  de  Goede  Hoope,  ende  verderen 
ommeelagh  aen  Cabo  de  Boa  Esperance,  &c.,  doen  te  weten  : 

Alsoo  niet  jegeustaande  onse  geduijrige  vermaningen  ende 
menichmael  gedaene  interdietien  echter  evenwel  niemant  sich 
en  ontsiet  van  dese  jnwoonders  doorgaens  ende  dagelicx  te  ruijlen 
800  vele  oliphants  ende  zeekoetanden,  renosterhoorn,  sehilpadt 
ende  struijs  eij  doppen  als  elck  aehter  hoecken  en  winckelen  maer 
crijgen  can  ende  dat  voor  soo  veele  jae  meer  toeback  en  coper  als 
wij  wegen  d’  E Comp"  ordinaris  voor  heele  schaepen  geven  sulcx 
dat  Comp”  handel  van  vee  daerdoor  schandelick  ende  tronlooslijck 
bedorven  ende  tot  niet  gemaeckt  wort  alsoo  de  inwoonders  voor  de 
gem‘”  lomperijen  cunnende  coper  ende  toback  crijgen,  noijt  eenich 
schaep  ofte  koebeest  willen  aenbrengen,  sulcx  van  tijttottijt  meer 
ende  meer  bemercken,  soo  is  ’t  dat  wij  om  redenen  voorsz:  op 
’t  hoochste  sijnde  genootdruct  daerinne  te  versien,  bij  desen  wel 
expreeselijek  verbieden  soo  wel  hooge  als  leege  wie  ’t  oock  soude 
mogen  wesen,  na  desen  een  eij  off  schilpatsdop,  vis,  crefften, 
oliphants  ende  zeekoetanden  ofte  ijets  ter  werelt  wat  ende  hoe  het 
oock  mach  sijn,  te  ruijlen,  handelen  ofte  andersints  van  de  inwoon- 
ders aen  te  nemen,  ’t  sij  directelijck  off  indirecktelijck  hier  in  de 
baeij,  Saldanha  ofte  ’t  eenich  plaetse  die  onder  ons  gebiet  staen, 
op  pene  dat  soo  wie  desen  in  eenigen  deele  op 
’t  alderminste  maer  comt  te  overtreden  sooda- 
nigen  persoon  niet  alleen  sal  worden  gestraft 
arbitraliek  nemaer  oock  eenige  officie  hebbende 
daervan  gedeporteert  ende  soodanich  in  sijnne 
maetitgelden  gemulcteert  worden  als  de  gewichticheijt  van  de 
saecke  vereij scht,  beneffens  een  bannissement  van  12  maenden  op 
d’  Eijlanden  sonder  gagie  voor  d’  Comp"  dienst  te  doen,  ende 
opdat  dit  placaeet  des  te  beter  mochte  naegecomen  ende  de  contra- 
venteurs  achterhaelt  worden  soo  wort  eon  ijder  wie  het  oock  is 
bij  desen  belooft  2 rijcxdaelders  ’t  elcken  reijse  die  ijmant  weet 
aen  te  brengen,  welcke  eenige  eij  oft  schilpat doppen  beef t gerui jit 


Niet  van  de  Hotten- 
toos  te  ruijlen  ’t  zij 
directelijck  of  indi- 
rectelijck,  hier  off  in 
de  baij  Saldanha. 


21en  Dec. 


1664. 
12en  Oct. 
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1664. 
12tli  Oct. 


1656. 

10th  April. 


In  case  tlie  offender  be  a skipper,  merchant  s assistant  or  inate 
he  will  in  addition  to  the  punishment  already  decreed  forfeit  6 
Ryksdaelders  for  each  offence. 

Name  of  the  informer  not  to  be  divulged. 

The  aider  and  abetter  to  be  punished  as  severely  as  the  offender. 
This  necessary  for  the  interests  of  the  Company. 


No.  12 


Letter  from  Governor- Greueral  and  Council  of  India,  dd.  10 
Febr.,  communicating  complaints  of  the  ship  Sof  van  Zeelandt, 
that  the  drinkwater  taken  in  here  had  caused  much  sickness  on 
the  voyage.  Investigation  held — found  the  impurity  caused  by 
washing  and  bathing  above  the  place  where  drinkwater  is  taken. 
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ofte  van  de  inwoonders  aengenomon,  ende  een  schipper,  coopman, 
assistent  ofte  stuijrman  wesende  ’t  elcken  male  6 rioxdaelders 
boven  de  straffe  daertoe  noch  gestelt,  ende  sal  een  aenbrengers 
naeme  ooek  verswegen  worden,  wordende  derbalve  den  geweldigher 
dezer  fortresse  wel  expresselij  ck  gelast  daer  insonderheijt  op  te 
letten  met  belofte  dat  voor  ’t  aenbrengen  deselve  premie  als 
voren  sal  genieten,  edoch  ter  contrarie  vernomen  wordende  eenige 
composite  oft  oochluijckinge  in  desen,  sal  deselve  ende  andere 
oock  met  gelijcke  straffe  gestraft  worden  als  den  contraventeur, 
alsoo  wij  sulox  ten  dienste  van  d’  B.  Comp®  alsoo  nodich  bevinden 
te  behooren. 

Ende  opdat  niemant  exceptie  van  ignorantie  en  pretendere  soo 
hebben  desen  in ’t  openbaer  alle  den  volcke  voor  laten  lesen,  ende 
ter  beboorlicke  plaetse  doen  aenplacken. 

Gedaan  in ’t  fort  de  Goede  Hoope  dozen  12®”  October  A"  1654. 
Mitsgaders  gepronunohieert  ende  g’affigeert  ten  selve  daege. 


No.  12. 

Jan  van  Eieheeck,  Commandeur,  &c. 

Alsoo  door  d’ E.  heeren  Gouverneur-Generael,  ende  Raden  van 
India  bij  baere  missiven  van  den  10™  Februarij  pas°  per ’t  jacht 
de  “ Cabiliou  ” becomen  is  aengesz : dat  insonderheijt  d’  opper- 
hoofden  van ’t  schip ’t  Hoff  van  Zeelant  aldaer  op  Batavia  hebben 
geclaecht  ’t  drinckwater  alhier  ingenomen  gehad,  onderwegen 
veel  siecken  sonde  gecauseert  hebben,  vermits  die  spruijt  om  de 
moesthuijnen  geleijt  worden,  ende  wij  ’t  contrarie  nae  nauw 
ondersoeck  bevinden  sulcx  in  tegendeel  tot  suijveringhe  is 
streckende,  maer  de  reehte  ende  principaele  oorsaecke  van  de 
onsuijvertheijt  off  trubbelinge  des  waters  te  wesen  het  wassen, 
ende  plassen  van  het  vuijl  linnen  bovens  strooms  in  de  gemelte 
spruijt  geschiedende  van  de  aencomende  opper- 

Niet  boven  de  stroom  hoofiden,  ende  minder  gequalificeerde  per- 
van  de  sprmite  daer  ,/  •,  i i j 

desohepenhaer  water  soonen  t welcke  vermits  t seepsop  als  ander 

halen  te  wassen,  en  vuijl  waetor  van  loogh,  ende  soo  voorts  noot- 
deselve  tronbel  te  gaeckol : comt  te  insecteren,  soo  ist  dat  wij  tot 
voorcominge  van’t  selve  behoorlijck  redresdien 
aengaende  wel  expresselij  ck  interdiceren,  ende  verbieden  gelijk 
doen  bij  desen,  dat  sich  niemant  van  wat  conditie  hij  oock  mochte 
wesen,  voortaen  van  desen  huij  digen  dagh  aff  meer  en  sal  ver- 
vorderen  in  de  voorgemelte  spruijte  ofte  reviere  daer  ’t  drinek- 
watergehaelt  wort,  eenich  vuijl  linnen,  nochte  ooekhaere  lichamen 


1664. 
12eii  Oct. 


1655. 

lOen  April. 
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16o6. 

lOtli  April. 


1656. 
18t,h  Sfpt. 


Prohibition  accordingly  against  washing  and  bathiug  above  the 
place  whence  drink  water  is  drawn. 

Washing  place  pointed  out  at  the  cattle  kraal. 

Offenders  to  pay  one  real  for  the  first,  and  two  reals  for  the 
second  offence  if  sailor  or  soldier,  but  an  officer  double  or  quad- 
ruple the  sum  according  to  his  rank. 

The  Provost  ordered  to  look  to  this  and  at  once  apprehend 
offenders,  keeping  them  in  custody  until  the  fine  has  been  paid, 
half  of  it  to  go  to  the  Provost  and  the  other  half  to  the  poor. 

To  prevent  pleas  of  ignorance  this  is  published  on  hoard  of  all 
ships  and  properly  affixed  at  the  usual  places. 


No.  13. 


The  trespasses  committed  in  the  Company’s  gardens  and  the 
carrying  away  of  the  fruits. 

Former  placcaten  on  the  subject. 

Prohibition  extending  to  mates  and  assistants.  Confident  that 
those  of  rank  will  conduct  themselves  with  propriety. 
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ofte  ijets  ter  werelt  enoome  te  wassen,  spoelen  ofte  andersints 
hoedanigh  hoooh  de  revier  op  ofte  onder  wat  schijn  ofte  predect 
het  oock  mochte  wesen,  maer  sullen  ten  dien  eijnde  gebruijcken 
de  spmijt  die  bij  ’t  fort  been  loopt  boven ’t  crael  van  de  beesten 
daer  plaets  ende  gelegentheijt  om  te  wassen  overvloedicb  genoeeh 
sij  op  poene  van  een  reael  d’eerste,  ende  2 d’  ander  reijse  voor  een 
slecht  matroos  ofte  soldaet,  maer  een  officier  dubbelt,  ofte  twee 
dubbelt  nae  denselven  boogh  ofte  leegb  gequalificeert  is,  ende 
opdat  dit  te  beter  acbtervolgt,  ende  opgepast  moebt  worden  soo 
blijft  den  geweldigber  g’autoriseert  den  vexerende  ofte  vertreders 
van  desen  attraperende  tatelick  in  aperentie  te  nemen,  ende  soo 
lange  bouden  tot  de  boete  promtelick  voldaen  is,  dewelcke  g’appli- 
ceert  sal  worden  d’ene  belfte  voor  bem  geweldigber,  ende  d’ander 
belfte  voor  d : armen.  Ende  opdal  sicb  niemant  van  ignorantie 
en  soude  bebben  te  verscbooneu  soo  is  desen  aen  alle  bier  te 
rbeede  leggende  sobepen  affgelesen,  ende  ter  beboorlicker  plaetse 
alsoock  aen  de  poort  deser  fortresse  aengeplact. 

Aldus  gedaen  in’t  Fort  de  Goede  Hoope  den 
April  1655.  Mitsgaders  affgelesen, 
ende  aengeplaokt  den  12™  daeraenvol- 
gende. 


No.  13. 

Jan  van  Riebeeck,  Commandeur  wegen  d’  Ed.  Heeren  Miju 
Heeren  de  Bewinthebberen  van  de  generale  Nederlantse 
Geoctroijeerde  Oost  Indiscbe  Oompagnie  over  derselver  for- 
tresse de  Goede  Hoope  en  verderen  ommeslacb  aen  Gabo  de 
boa  Esperance  ende  bijbebbende  Raedt,  doen  te  weten 

Alsoo  niet  jegenstaende  onse  menicbmael  soo  wel  in  gesobrifte 
als  bij  monde  gedaene  interdiction,  ecbter  evenwel  veele  baer  niet 
ontsien  tegen  onse  gestelde  ordre  onbescbroomt  ende  sender  eenicb 
’t  minste  consent  in  Comp'  tbuijnen  te  loopen 
Niemjnd  mag  ouder  ende  aldaer  na  bun  appetijt  (quansuijs  om  een 
fhuijf  fceTaan“wan^  wandelingb  gaende)  de  vrucbten  plucken  ende 
de  en  daer  eenige  wecbdragen,  &c.,  ’t  welcke  bij  onze  vorige  plac- 
vrugten  pluc  en  en  eaten  wel  expresselicken  isverbodentotstuijr- 
^"n  3m^gagie°^^^°^  luijden  ende  assistenten  incluijs  op  vertrouwen 
de  meerder  gequalificeerde  bun  discretelick 
zullen  bouden  ende  wij  merckende  sulox  door  sommige  al  te  vrij  - 


1655. 

lOen  April. 


1656. 

18en  Sept. 
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Iti.jO. 

18t.li  Sept. 


Observe  that  too  forward  persons  transgress  our  ordinance — 
Placcaat,  therefore  de  novo  published ; offenders  to  forfeit  3 
months  pay  and  he  kept  prisoners  until  the  fine  has  been  paid,  ^ for 
the  Company,  ^ for  the  poor  and  for  the  Fiscus,  besides  the 
closing  fee  for  the  Provost. 

Order  to  extend  to  all  on  board  and  on  shore. 

No  one  allowed  in  the  gardens,  not  even  the  married,  excepting 
the  Commander  and  his  Councillors. 

Room  enough  outside  for  every  one  to  take  a stroll  through  his 
own  garden. 


No  barter  with  the  natives  allowed,  no  person  excepted. 


Not  to  harm  this  nation  hut  treat  them  kindly  to  make  them 
well  disposed  towards  us. 


No  one  allowed  to  bring  on  shore  for  sale  any  liquor — liquor  to 
he  confiscated — half  of  it  to  go  to  the  common  people  on  shore  and 
the  other  lialf  for  those  on  hoard  of  the  ship  from  which  the  liquor 
has  been  landed.  A canfull  to  he  the  share  of  the  informer — 
above  all  a fine  of  3 reals  to  he  paid  by  the  buyer. 


No  one  from  hoardship  to  sleep  on  shore  without  consent  of  the 
Commander  of  such  ship,  and  they  shall  inform  the  guard  of  it  in 
order  that  all  irregularities  caused  by  drinking,  &c.,  may  he 
avoided. 

Those  not  reporting  themselves,  or  who  are  kept  on  shore  in 
consequence  of  bad  weather  will  if  caught  by  the  Provost,  be  thrown 
into  the  black  hole  and  be  kept  there  until  he  has  paid  the  closing 
fee  of  I a real,  and  shall  likewise  he  severely  thrashed — therefore 
let  everyone  beware. 
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postige  luijden  overtreden  wort,  soo  ist  dat  wij  bij  desen ’t  solve  do 
novo  wel  expresselick  en  wederom  verbieden  op  pene  van  3 maenden 
gagie,  ende  soo  lange  in  apparentie  gebouden ’t  worden  tot  dezelve 
boete  eontant  betaelt  sal  sijn  sonder  eenige  simulatie ’t  appliceeren 
5 voor  de  Comp%  | voor  den  armen,  ende  | voor  den  viscns  boven ’t 
sluijtgelt  aen  den  geweldigher  welek  verbot  soo  wel  staat  sal 
grijpen  voor  die  bier  aen  lant  bescheijden  sijn,  als  die  van  de 
scbepen,  alsoo  niet  verstaen  wort  dat  ijmant  selfts  van  de  eretroude 
deser  plaetse  anders  als  den  Oommandeur  ofte  sijne  Raedtsper- 
soonen  met  eenicb  volcq  van  de  scbepen  in  Comp'  tbuijnen  sullen 
mogen  gaen  wandelen,  op  pene  voorsz.  : alsoo  der  buijten  dien 
plaets  genoecb  is  om  elek  naer  mjn  particuliere  tbuijnen  passagie 
te  nemen. 

Wordende  insgelijck  ende  alle  persoonen  voorsz.:  opdeselve pene 
oock  verboden  niets  ter  werelt  van  dese  lu- 
Jiet  te^ruijkn  woonders  te  ruijlen,  bandelen  of  mangelen ’t  zij 

hoe  groot  ofte  geringb  van  conditie  ende  wat 
persoon  bet  oock  mocbte  wesen. 


Item  oock  geen  quaet  aen  dese  natie  te  doen,  maer  deselve  niet 
als  met  alle  vriendelicheijt,  ende  minne  te  bejegenen  om  baer  niet 
affschrickigh,  maer  in  tijt  ende  wijle  meer, 
Deselve  -vrisndelijk  te  ende  meer  tot  ons  genegen  te  maeekeu. 
bejegenen. 


Soo  en  sal  oock  niemant  van  de  scbepen  eenigen  stereken  drauck 
van  brandewijn,  aracq,  ofte  diergelijcken  bier  aen  lant  mogen 
brengen  om  te  vercoopen  op  pene  van  con- 
fiscatie ’t  appliceren  d’  eene  belft  ’t  gemeene 
volcq  bier  aen  lant,  ende  d’  ander  belft  voor 
die  van’t  scbip  daer  den  gemelte  stereken 
dranck  sal  aff  gecomen  sijn.  Ende  een  flap 
can  voor  den  aenbrenger  voor  aS,  nevens  een  premie  van  3 reaelen 
van  S"'  ten  laste  van  den  coper. 


Geen  drank  van  de 
scbepen  aan’t  gfmene 
volck  tevercopen  op 
pene  van  3Re'‘- 


Noebte  sal  oock  bet  volcq  van  de  scbepen  bier  aeu  lant  niet 
mogen  vernachten  sonder  consent  van  bun  scheepa  overicbeijt 
die  bun  dan  oock  voor’t  sluijten  van  de  poort 
Geen  volck  van  de  aen  de  wacbt  van ’t  fort  sullen  bekent  maecken, 
laid^tTvernag^en  te  worden  datter  geen  onbeboor- 

lickbeijt  van  droncken  drincken,  ofte  ander- 
sints  gepleecbt  en  worde,  welcke  sicb  dan  als  voorsz  : niet  bekent 
maecke  al  was  seboon  met  consent  als  voren,  ofte  door  quaet  weer 
aen  lant  gebleven,  sal  van  den  geweldiger  geattrapeert  wordende 
door  den  selven  in’t  doncker  gadt  gesmeten,  ende  aldaer  soo  langh 
gelaten  worden  tot  bij  niet  alleen  betaelt  sal  hebben  veor’t  sluijt- 
gelt I reael  maer  oock  daer  en  boven  wel  strengelijek  gelaerst  te 
worden,  derhalven  ijder  een  bij  desen  gewaerschout  blijft  sicb  te 
hoedeii  voor  sebade. 
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18th  Sept. 


For  important  reasons  it  is  forbidden  to  take  Hottentots  on 
board  any  ship.  Offenders  to  be  fined  2 reals  forfeited  to  the 
quartermaster  or  mate  of  the  boat  by  which  such  natives  have  been 
conveyed  on  board — the  Provost  to  take  good  care  and  apprehend 
the  offender  until  the  fine  has  been  paid. 


No  one  shall  land  and  approach  with  a loaded  gun  nearer  than 
a musketshot  from  the  fort,  at  which  spot  the  gun  is  to  be  dis- 
charged. Offenders  to  forfeit  their  gun  and  pay  moreover  3 reals, 
and  likewise  to  be  throwm  into  the  black  hole  until  the  fine  has 
been  paid. 


The  pollution  of  the  drinkwater  by  the  soap,  lye,  &c.,  of  those 
washing  above  the  spot  whence  it  is  taken.  To  prevent  this  and 
likewise  the  sickness  resulting  from  it  to  the  crews  of  the  passing 
ships  it  is  prohibited  that  any  one  whatever  his  rank  may  be  shall 
bathe  or  wash  dirty  linen  above  the  spot  whence  drinkwater  is 
fetched.  All  to  use  the  water  helow  that  spot  where  this  notice  is 
affixed  and  where  there  is  sufficient  facility  for  washing. 

Offenders  to  confiscate  1 real  for  the  first,  and  2 reals  for  the 
second  offence  if  soldiers  or  sailors,  but  an  officer  double  or  quad- 
ruple this  amount  according  to  his  rank. 

The  Provost  particularly  to  pay  attention  to  this  and  immediately 
to  apprehend  offenders  and  not  discharge  them  until  the  fine  has 
been  promptly  paid — half  of  it  for  the  Provost  and  the  other  half 
for  the  poor. 
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Om  pregnante  redenen  is  oock  verboden  dat  niemant  van  de 
scheepen  sullen  vermogen  eenige  Hottentoos 
Ge(neHottentoosmede  mede  aen  boort  te  nemen  op  pene  van  2 realen 

aen  boort  te  nemen  op  g,.„  elckens  te  verbeuren  bij  den  quartier 
pece  van  2 iieaelen.  pj  i ••  t i i i 

m oite  stuijrman  van  de  boot,  daer  deselve 
mede  aen  boort  eulLn  gevaeren  sijn  waer  op  de  geweldiger  last 
heeft  te  letten,  ende  den  pexerende  als  boven  te  apprebenderen 
tot  dat  de  boete  &c.  betaelt  sij. 

Ende  om  alle  ongelucken  voor  te  comen  soo  sullen  die  van  de 
scbeepen  met  geene  geladen  roers  ofte  sebiet  geweer  mogen  comen 
tot  op  een  musquet  scboot  aen  deser  fortresse,  maer  deselve  aldaer 
moeten  lossen,  ende  oock  niet  eer  laten  voor  dat  buijten  mus- 
quets  echoot  van  ’t  fort  sullen  afPewesen,  op  verbeurte  van  bet 
scbietgeweer  dat  nader  gelaten  bevonden  worden  sal,  ende  3 
reaelen  daer  en  boven  mitsgaders  8 daegen  in’t  doncker  gadt 
gebract,  ende  gebouden  te  worden  tot  de  boete  betaelt  sal  wesen. 

Ende  alsoo  bevinden  dat  vermits ’t  wassen,  ende  plassen  van ’t 
vuijl  linnen  albier  door ’t  voleq  van  de  aen- 
Die  van  de  schepen  comende  scbepen  gescbiedende  in  de  reviere 
kXn  to t^op  l^oven  strooms  van  waterbaelders,  bet  drinck- 

een  muskets  scboot  water  door ’t  zeepsop  loogb  ende  andersints  soo 
naer  bij ’t  fort  comen  wort  getroubleert  vuijl  ende  onclaer  gemaeckt, 
Eeaelem^'^'^*^^  ^ voorcominge  van  ’t  sslve  ten 

eijnde  daerdoor  genige  sieoten  onderweg  en 
tusscben  bier  ende  Batavia  soude  mogen  comen  te  resulteren  &c. 

wel  espresselick  geinterdiceert  ende  verboden 
dJE^X^toTaTsIn”  ^ort  gelijck  gescbiet  ^bij  desen  dat  sieb  niemant 
van  wat  conditie  bij  oock  is  voortaen  van 
dese  huijdige  dacb  afp  en  vervorderen  in  de  voorgem*®  sprui jte 
ofte  reviere  daer  drinokwater  gehaelt  wort,  boven  strooms  van 
de  waeterhaelders  eenicb  vuijl  linnen  nocbte  oock  haer 
licbamen  ofi  ijets  ter  werelt  te  wassen,  spoelen  ofte  andersints 
boedanicb  hooeb  de  revier  op  ofte  onder  wat  scbijn  ofte  pretect 
bet  oock  mochte  wesen,  maer  tot  dien  eijnde  gebruijeken  deselve 
spruijte  beneden  strooms  van  daer  drinokwater  gescbept  wort, 
ende  desen  g’affigeert  is  daer  plaets  ende  gelejentbeijt  om  te 
wassen  overvloedicb  genoeeh  sij,  op  pene  van  te  verbeuren  van  een 
reael  d’  eerste  ende  2 realen  ten  anderen  reijse  voor  een  sleebr, 
matroos  ofte  soldaet,  maer  een  officier  dubbelt  ofte  tweedubbelt  nae 
denselven  booch  ofte  laecb  gequalificeert  ende  opdat  dit  te  beter 
acbtervolcbt  ende  opgepast  mocbt  worden,  soo  blijft  den  gewel- 
diger g’auctboriseert  den  pexerende  ofte  overtreders  van  desen 
attrapeerende  datelick  in  apprebentie  te  nemen  ende  soo  lauge 
te  bouden  tot  de  boete  promptelijck  voldaen  sij  dewelcke  g’appli- 
ceert  sal  worden  de  eene  belfte  voor  bem  geweldigber  ende  d’ 
andere  belfte  voor  den  armen. 


1656. 

18en  Sept. 
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1666.  {;]^e  South  Easters  often  prevent  the  men  from  returning  cn 

istlTsept.  board  so  that  they  are  compelled  to  sleep  on  shore — and  as  our 
masters  have  ordered  that  every  one  of  them  shall  provide  for 
himself  without  burdening  the  Company,  Commanders  of  ships  are 
advised  to  provide  those  proceeding  on  shore  with  rations  as  was 
customary  before  a fort  had  been  erected  in  order  that  in  bad 
weather  the  men  may  he  well  found. 

This  refers  to  those  sent  on  shore  in  service  of  the  Company. 

Those  bent  on  pleasure  alone  will  not  be  dealt  with  so  stringently. 


No.  14. 


1657.  Existence  of  persons  who  cruelly  treat  the  poor  man  by  buying 

, T his  clothes  at  half  their  value,  leaving  him  a naked  drunkard, 
loth'jiily  Practice  consequently  strictly  forbidden — nothing  to  be  bought 
of  the  poor  man  or  to  be  taken  in  payment  of  debt  for  drink. 
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Dewijl  het  somtijts  gebeurt  dat  door  de  barde  opcomende  Z.  Z, 

Ooste  winden  de  boots  ende  dien  volgende  oock  wel  veeitijts  goet  ism,  gopt. 
deel  luijden  van  de  scbepen  bier  aen  lant  comen  te  vernachten 
ende  onse  beere  Mr®  (om  redenen  haer  Ed.  daertoe  moverende, 
bebben  g’ordonnt.  voor  deselve  bier  aen  lant  niet  te  scbaften  maer 
dat  elck  sijn  cost  ende  logijs  voor  sijn  geld  sal  bebben  te  soecken 
buijten  Oomp®  last)  soo  blijven  de  opperhooffden  van  de  scbepen 
bij  desen  bevolen  baer  volcq  om  waeter  oti  ander  diensten  aen 
lant  sendende  beboorliok  van  eetenaltijd  te  versien  (gelijck  voor 
dato  deser  eerder  een  fort  lacb  gebruijckelick 

De  opperhooffden  van  -was)  opdat  d’  selve  bii  verlegen  weer  altiit 
de  echepen  moeteu  n -j  , ij.  -*  j.  j i 

haer  volck  aen  land  geprovideert  mocbte  sijn,  verstaende  vooral 

om  water  sendende  desulcke  die  als  geseijt  om  Comp  dienst  met 
provianderen,  opdat  ijoot  ende  sobuiits  aen  lant  te  vaeren  geson- 
winden  hi--r  aen  ^en  worden,  met  de  plaisier  vaerders  sal  t 
lant  de  F,d.  Comp.  SOO  nau  niet  comen. 

valien  mopren  Ende  Opdat  sicb  niemant  op  oncunde  soude 

bebben  te  beroepen,  soo  is  desen  ter  beboorlicke 
plaetse  aff  gelesen  ende  aengeplact. 

Aldus  gedaen  in  ’t  fort  de  Goede  Hoope  den 
18“  Septemb.:  Mitsgaders  gepronuncbieert 
ende  g’affigeert  ten  selven  daege  A"  1656. 


No.  14. 

Jan  van  Riebeeck,  Commandeur  &c. 


Alsco  ons  tot  leettvesen  onder  audere  te  vooren  comt  datter 
luijden  sijn  die  baer  niet  en  scbromen  ganscb  godlooslijcke  den 
gemeenen  man  albier  baer  goed  (op  reecken  : crijgendetot  cledinge 
ende  nodige  verscboninge)  voor  balS  gelt  jae  oock  wel  minder  aff 
te  troggelen  ende  coopen,  ’twelcke  niet  alleene  sij  een  abominabelo 
woecker,  nemaer  oock  streckende  om  den  gemeenen  volcke  ganscb 
ende  gaeruijt  te  suijpen  ende  altijts  soo  naeckt 
ende  bloot  te  bouden  dat  deselve  nimmer- 
meer  voor  de  koude  een  cleet  aen’t  lijff  soude 
crijgen  ofte  bebouden  soo  wort  tot  voorcominge 
van  dien  bij  desen  wel  expresselick  g’interdi- 
ceert  ende  verboden  dat  sicb  niemant  voortaen 
en  vervorderen  meer  soodanige  uijtsuijpere 
te  plegen  nochte  ijets  wes  (van  natuijre  bier 
den  gemeene  man  aff  te  eoopen ’t  sij  voor  balff 

cc 


De  vrijlieden  mogea 
’t  guartiisoens  volk ’t 
goet  (haer  op  Reeoq; 
verstrecbtjniet  altrog- 
gelea  of  voor  halff 
gelt  in  sihuld  aan- 
nemen  op  poeae  van 
’t  gekogte  goet  en  10 
Keaelen  van  8. 


voren  aengeroert) 

Vol.  TX. 


1657. 

len  Jan. 
lOen  Julij. 
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U)37 . 

1st  J;m. 
10  th  July. 


Innkeepers  derive  sufficient  profit  from  the  coming  and  going 
ships. 

Offenders  to  forfeit  the  goods  bought  and  be  fined  10  reals  for 
every  offence. 

Fair  debts  to  be  reported  to  Commander  and  Council,  to  be 
disposed  of  according  ‘ to  the  articul  brieff.’ 

No  debts  for  liquor  will  betaken  notice  of,  to  prevent  dissipation. 


No  shooting  allowed  of  any  kind.  Two  marksmen  have  been 
appointed  purposely  from  whom  enough  game  can  be  bought,  that 
the  game  may  not  become  too  wild  in  consequence  of  frequent 
firing,  it  being  likewise  the  property  of  the  Company  which  has  to 
bear  heavy  burdens. 


No  strong  drink  allowed  to  be  bought  or  bartered  from  the 
vessels  arriving,  the  liquor  to  be  confiscated  and  a fine  levied  of 
10  reals  for  each  offence. 

The  Fiscus  and  Provost;  ordered  to  attend  to  this,  the  former 
obtaining  i and  the  latter  ^ of  the  sum,  the  rest  to  go  to  the  poor. 
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off  heel  geei  insonderheij  t oock  niet  altoos  over  schult  vau  steroken 
dranck  aente  nemen  also  wij  verstaen  de  herbergiersters  buijten 
dien  proffijt  genoecb  sijn  bebbeade  voornamentl:  van  ’t  volck 
der  aenoomende  scbepen,  soo  wie  dan  desen  ter  contrarie  bevonden 
wort  zal  niet  alleen  verbeuren ’t  gecocbte  goet  maer  daer  en  boveu 
oock  vervallen  in  een  amende  van  10  realen  van  8™  soo  dickmaels 
als  bevonden  sal  worJen  bier  tegens  gepexeert  te  sijn,  maer  soo 
ijmant  eenige  deucbdelicke  scbilt  badde  te  pretenderen  sullen  ’t 
selve  den  Command’'  ende  Raet  aen  geven  omme  daerinne  met  dis- 
cretie  gedisponeert  te  worden  naer  luijf;  van  den  generale  articul 
brieff  docb  scbult  van  stercken  dranck  offte  eenige  quanselereij  sal 
geensints  in  consideratie  genomen  worden,  alsoo  wij  sulcx  tot 
preventie  van  deboucbe  ende  ten  besten  van ’t  gemeent  alsoo  ten 
hoocbsten  diensticb  bevinden  te  behooren. 

Soo  ist  oock  om  sufficante  redenen  op  pene  voor  : ende  verbeurte 
van  ’t  sohietgeweer  mede  verboden  dat  niemant  soo  we  bier  van 
lant  aff  ergens  gaen  scbieten,  om  gevogelte  off 
Niearand  eeni^  ge-  andersints  also  daer  twee  wilt  ecbutten  van  de 
Comp.  gegagieert  expres  gebouden  worden 
ende  derbalven  ijmant  van  de  bier  bescheij den 
Comp‘d  minstens  ijets  van  doen  bebbende  ’t  selve  naer  gewoonte 
voor  baer  civiel  genoecb  van  d’  E.  E.  Comp''  cunnen  coopen,  opdat 
bet  wilt  door  soo  veel  scbieten  niet  al  te  scbouw  gomaeekt 
worde  ende  oock  redenen  is  dat  d’  E.  Comp'"  sulcx  alleen  toecomt 
vermits  baer  daertoe  bebbende  recbt  ende  swaerdragende  lasten 
te  deser  plaetse. 

Om  redenen  ende  consideration  in  onse  resolijtie  van  den  9''” 
Decemb;  pas”  vervadt,  wort  bij  desen  in  conformite  van  dien  aen 
alien  ende  een  ijgelijck  bier  aen  lant  wie  bet  oock  soude  mogen 
wesen  mede  wel  expressel:  verboden  eenigen  stercken  dranck  van  de 
aencomendo  scbepen  te  copen,  ruijlen,  offte  andersints  te  becomen, 
onder  wat  pretext  bet  oock  mocbte  wesen  op  pene  van  confiscatie, 
ende  een  boete  van  10  realen  ^’t  elcken  reijse  te  verbeuren,  als 
ijmant  daer  op  sal  g’attrapeert  worden,  derbalven  den  fiscus  ende 
geweldiger  deser  fortresse  gelast  sijn  op  alle  bet  verbaelde  naw 
regart  te  nemen,  ten  eijnde  onse  beveelen  ten  dienste  van  d’  E. 
Comp”  streckende  mogen  worden  gemaincteneert  mits  sullende 
genieten  den  fiscus  ^ van  de  boete  ende  een  geweldiger  van  res- 
terende  reael  een  quart ’t  verdere ’t  appliceren  voor  den  armen. 

Ende  opdat  sicb  niemant  soude  hebben  te  verscboonen  op 
oncunde,  soo  is  dese  publijckel  afgelesen  ende  ter  beboorlicke 
plaetse  aengeplact, 

Aldus  gedaen  int  Fort  de  Goede  Hoope  den 
Prime  Januarij  A".  1057. 

Ten  selven  dage  oock  gepronuncbieert  en 
g’affigeert  Item  10"'  Julij  1657. 

CO  2 


1(357 

len  Jan. 
lOen  Julij. 
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1657. 


25tli  April. 


No.  15. 


Injury  caused  to  the  gardens  by  trespassers,  plausibly  taking  a 
walk,  wbo  pluck  and  carry  away  the  fruit. 

Forbidden  to  all  mates  and  assistants  included  in  former  plac- 
caaten. 

Confident  that  those  of  higher  rank  will  conduct  themselves 
with  propriety. 

Ordered  that  no  one  (excepting  the  Members  of  Council,  the 
chief  officers,  and  senior  merchants  or  bookkeepers  of  the  ships) 
sliall  enter  the  gardens.  Offenders  to  be  punished  for  the  first 
time  with  25  cuts,  the  second  time  with  50  cuts  and  fined  two 
reals,  and  kept  prisoner  until  the  fine  has  been  paid. 

4 for  the  Provost  and  the  rest  for  the  poor,  besides  the  closing 
fee  for  the  Provost. 

Prohibition  extending  to  all  on  board  and  on  shore. 

Not  even  the  married  allowed,  excepting  the  Commander  and 
his  Councillors. 


No  barter  with  the  natives  permitted  without  consent  of  the 
Commander  and  his  Council. 


Natives  not  to  be  injured  or  annoyed. 

To  be  treated  kindly  to  make  them  well  disposed. 
No  one  allowed  to  land  liquor  for  sale. 
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No.  15. 

Den  Commandeur  ende  Eaet  van ’t  fort  de  Goede  Hoope  ende 
verdere  ommeslagh  aen  Cabo  de  Boa  Esperance  etc.,  doen 
te  weten 


Alsoo  niet  3’egenstaende  de  menichmael  soowel  in  geschrifte 
als  bij  monde  gedaene  interdiction  echter  evenwel  veele  haer 
niet  ontsien  tegen  onse  gestelde  ordre  onbesohroomt  ende  sender 
eenich ’t  minste  consent  in  Comp"  thuijnen  te  loopen  ende  aldaer 
nae  bunne  appeteijt  (quansuijs  om  een  wandelingh  gaende)  de 
vruchten  plucken  ende  wechdragen  &c.  ’t  welcke  bij  onse  vorige 
placcaten  wel  expresselick  is  verboden  tot 
Niemand  mag  in  de  stuijrluijden  ende  assistenten  incluijs  op  ver- 
Un  a^raroffiderln?  trouwen  de  meerder  gequaliflceerde  bun  disore- 
teliek  sullen  bouden  ende  wij  merckende  sulcx 
door  sommige  al  te  vrijpostige  luijden  overtreden  wort,  soo  ist 
dat  wij  bij  desen  ’t  solve  de  novo  wel  expresselick  en  wederom 
verbieden  dat  sicb  niemant  (buijten  de  Eaets-personen  deser 
plaetse  ende  de  principale  booft  officieren  als  oppercoopluijden 
oSte  sebippers  ende  ondercoopluijden  oS  bouckbouders  van  de 
sebepen)  sal  vermogen  in  Comp"  tbuijnen  te  begeven  op  pene 
d’  eerste  mael  met  25  slagen,  ende  de  tweede  mael  met  50 
sldgen  gelaerst  te  worden  voor  de  gemeene  matroosen,  soldaten, 
quartierm",  &c.  in  een  amende  van  2 realen  van  8'“  ende  soo 
lange  in  apparentie  gebouden  te  worden  tot  de  solve  boete 
contant  betaelt  sal  sijn,  sender  eenige  simulatie  ’t  appliceren  ^ 
voor  den  geweldiger  ende  de  rest  voor  den  armen  boven  ’t 
sluijtgelt  aen  den  geweldiger,  welck  verbodt  soo  wel  staet  sal 
grijpen  voor  die  bier  aen  lant  bescbeijden  sijn,  als  die  van  de 
sebepen,  alsoo  niet  verstaen  wort  dat  ijmant  selffs  van  de 
getroude  deser  plaetse  anders  als  den  Commandeur  ofte  sijene 
Raetspersoonen  met  eenicb  volck  van  de  sebepen  in  Comp'  tbuijnen 
sullen  mogen  gaen  wandelen  op  pene  voorsebreven. 

Wert  insgelijek  een  ijgelicke  verboden  geen  vee  ofte  andere 
goederen  van  dese  inwoonders  te  ruijlen,  ban- 
Nietvande  Hotteii-  delen  oft’  te  mangelen,  boedanicb  bet  oock 
toos  de  handelec.  mocbte  wesen  als  met  kennis  ende  toestaen 
van  den  Commandeur  ende  sijne  Eaet 

Niemant  sal  eenicb  quaet  ofte  overlast  aen  dese  natie  ofte 
bottentoos  doen,  maer  deselve  niet  als  met 
Deuel ve  geen  overla^t  alle  vriendelickhei  j t ende  minne  bejegenen 
aen  te  doen.  j,jg^  affscbrickigb  maer  tot  ons 

genegen  te  maecken,  soo  en  sal  oock  niemant 
van  de  sebepen  eenigen  stercken  dranck  van  brandewijn,  arack, 
ofte  diergelijeken  bier  aen  lant  mogen  brengen  om  te  vercoopen, 
op  pene  van  confiscatie  van  de  aengebaelde  dranck  voor  d’ 


16.57. 

45en  April. 


406 


1657. 

25tL  April, 


Offenders  to  be  deprived  of  the  liquor  lauded,  for  the  benefit  of 
the  Company,  and  both  seller  and  buyer  to  be  fined  10  reals  each. 
The  half  for  the  informer  and  the  other  half  for  the  Fiscus. 

No  eatables  to  be  landed  (which  belong  to  the  Company)  for 
purposes  of  sale. 

The  buyer  to  be  banished  and  likewise  the  seller  if  servants  of 
the  Company ; free  men  to  forfeit  each  time  20  reals  of  eight. 

No  one  allowed  on  board  before  the  third  day  after  the  arrival 
of  the  vessel ; servants  of  the  Company  only  with  consent  of  the 
commander.  Fine  for  first  ofience,  5 ; second,  10  ; and  the  third, 
20  reals. 


None  of  the  men  belonging  to  the  ships  to  remain  on  shore 
during  the  night  without  consent  of  their  chiefs.  Such  persons 
to  report  themselves  to  the  guard  at  the  gate,  in  order  to  prevent 
disorderly  scenes  caused  by  drunkenness. 

Tbo.se  disregarding  this  order  will  bo  thrown  by  the  Provost 
into  the  black  hole  and  handed  over  to  their  chiefs  to  be  punished 
as  circumstances  require. 


For  pertinent  reasons,  no  Hottentots  allowed  on  board  except 
with  the  concurrence  of  the  Commander.  Offenders  to  be  fined 
2 reals  for  each  offence,  for  the  quarter-master  or  mate  of  the  boat 
with  w'hich  they  have  been  brought  on  board.  The  Provost  to 
attend  to  this  and  apprehend  the  offenders. 


Those  of  the  ships  shall  not,  to  prevent  accidents,  come  nearer 
to  the  fort  with  loaded  arms  than  half  a musket  shot,  where  the 
gun  shall  be  discharged.  Offenders  to  forfeit  the  gun  if  their  own, 
or  otherwise  3 reals. 
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E.  Comp  nevens  een  premie  van  10  realen  van  8'  " ten  lasten 
van  den  cooper  ende  vercooper,  daer  van  den  aenbrenger  d’ 
helfft  ende  den  fiscos  d’  ander  bellit  genieten  sal. 


Wort  oock  wel  expresselicken  verboden  eenich  eetbaere  ware 
van  d’  E.  Comp"  als  vleijs,  broot,  olij,  asijn,  &c.  bier  aen  lant  te 
brengen,  om  te  vercoopen  vereeren  ofte  andersints,  op  pene  van 
deportement  voor  den  cooper,  ende  vercooper 
Comp®  dienaers  wesende  ende  vrijeluijden  te 
verbeuren  ’t  elcken  reijse  20  realen  van  8"" 
waeromme  oock  niemant  soo  wel  vrije  als 
Comp®  dienaren  sullen  mogen  aen  boort  vaeren 
als  na  den  derden  dach  van’t  schips  arrivement 
ende  Comp®  dienaren  niet  als  met  consent  van 
den  Commandeur  op  pene  voor  de  erste  reijse 
0,  de  tweede  10,  ende  de  derde  reijse  20  realen 
van  8"'  soo  menichmael  daerover  bekeurt  sul- 
len worden. 


G eene  Comp®  estbare 
w^ren  aen  land  te 
brengen  om  te  ver- 
00  open  offtB  te  ver- 
eeren,  op  pene  van  de- 
po'teirent  van  den 
Cooper  en  Vercooper 
Comp®  dienaers  we- 
sende, 800  Vrij  lieden 
20  Realen. 

Niemand  magh  voor 
den  aerden  dag  van ’t 
arrivement  van  eenig 
schip  aen  boort  varen . 


Nochte  sal  bet  volck  van  de  scbepen  bier  aen  lant  niet  mogen 
vernacbten,  sender  consent  van  bun  overicbeijt  welcke  persoonen 
bun  dan  oock  voor ’t  sluijten  van  de  poort  aen 
Niemand  van  ’t  (jg  wacbt  van ’t  fort  bebben  bekent  te  maeckeu, 
lonsent  aen’^laT'^te  0“  gf^^t  te  worden,  datter  geen  onbeboor- 
blijven.  lickbeijt  van  dronckeu  ofte  andersents  gepleecbt 

en  worde  welcke  dan  daer  in  versuijmigb  zijn 
al  was  bij  scboon  met  consent  oft  anders  door  quaet  weer  aen  lant 
gebleven  sal  van  den  geweldiger  voor  die  nacbt  in’t  doncker  gat 
gesmeten,  ende  de  overbeijt  van  de  scbepe  overgelevert  ende 
aldaer  met  advijs  van  den  Commandeur  gestraft  word>!?n  naer 
exigentie  van  saecken. 


Geen  Hottentoos  9“^  ^oede  redenen  wert  oock  verboden 
mede  aen  boort  te  eenige  Hottentoos  aen  boort  te  brengen,  als  met 
nemea  op  pene  van  2 kennisse  van  den  Commandeur  op  pene  van  2 
realen  van  8™ ’t  elckens  te  verbeuren  bij  den 
quartierm’'  ofte  stuijrman  van  de  boot  daer  de  selve  mede  aen 
boort  sullen  gevaren  sijn,  waer  op  den  geweldiger  last  beeft  te 
letten  ende  den  pexerende  als  boven ’t  apprebenderen  tot  de  boete 
voldaen  zij. 

Ende  om  alle  ongelucken  voor  te  eomen 

Mot  geen  geladen  sullen  die  van  de  scbepen  met  ffene  sreladen 
geweer  omtrent  de  u n*  i.  ± j. 

tortr^sse  te  naderen  ^fte  t scbietgeweer  mogen  comen,  tot  op 

op  pene  van  3 Realen.  een  musquet  scboot  aeu  dese  fortresse  maer 
deselve  aldaer  moeten  lessen  ende  oock  niet  eer 
laten,  voor  dat  buijten  een  musquet  scboot  van  ’t  fort  sullen  aff 
wesen  op  verbeurte  van  bet  scbietgeweer  soo ’t  bun  eijgen  is,  ofte 
anders  3 realen  van  8'" 


1657. 

2-5en  April. 
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1657. 

2oth  April. 


The  washing  of  the  dirty  linen  by  the  men  of  the  ships  in  the 
river  above  the  stream  whence  drink  water  is  drawn  is  forbidden ; 
water  defiled  by  soap  and  lye  — to  abate  this  nuisance  and  prevent 
sickness  on  board  the  ships  no  one  shall  bathe  or  wash  dirty  linen 
above  the  spot  whence  drink  water  is  drawn,  but  use  the  water  below 
that  place  and  where  this  is  affixed.  Offenders  to  be  leathered  with 
100  cuts  if  a sailor  or  soldier,  but  an  officer  shall  forfeit  a month’s 
wages.  The  Provost  to  inform  the  Commanders  of  the  offenders, 
in  order  to  have  this  order  carried  out  at  once. 


Commanders  of  ships  advised  to  provide  the  men  with  food  who 
are  sent  on  shore  for  water  or  other  supplies  and  may  be  detained 
by  the  heavy  S.S.-East  winds,  just  as  it  was  before  a foit  had  been 
built ; those  coming  for  pleasure  excepted. 
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Ende  alsoo  bevinden  dat  vermits ’t  wassen  ende  plassen  van ’t 
vuijl  linnen  alhier  door  ’t  volcq  van  de  aencomende  scbepeu 
geschiedende  in  de  reviere  boven  strooms  van  de  water  haeldera 
bet  drinckwaeter  door ’t  seepsop  loogb  ende  andersints  seer  woi  t 
getroubleert,  vuijl  ende  onolaer  gemaeekt,  soo  ist  dat  tut  voor- 
cominge  van  ’t  selve  ten  eijnde  daerdoor  genige  sieckte  onder 
wegen  tusschen  bier  ende ’t  patria  off  Batavia  soude  mogen  comen 
te  resulteeren,  wel  expresselioken  g’interdiceert 
’t  Drinckwater  boven  ende  verboden  wort,  dat  sicb  niemant  voortaen 
erp^srn?iet7rrbTl  en  vervordere  in  de  voorgemelte  spruijte  ofte 
te  maken.  roviere  daer  ’t  drinckwater  gebaelt  wort  boven 

strooms  van  de  waeter  baelders  eenigb  vuijl 
linnen,  nocbte  oock  baer  licbamen  ofte  ijets  anders  te  wassen  ofte 
spoelen  onder  wat  scbijn  ofte  predeet  bet  oock  mocbte  wesen, 
maer  ten  dien  eijnde  gebruijckende  de  spruijte  beneden  strooms 
daer  drinckwater  gescbept  wort  ende  desen  g’aflBgeert  sij  op  pene 
van  met  100  slagen  gelaerst  te  worden  voor  een  matroos,  soldaet, 
quarlierm''  &c.,  maer  een  officier,  als  scbippers,  coopman,  stuijrman, 
boogb  boots™  sergeant  &c.  sal  verbeuren  een  maent  sijner  ver- 
diende  gagie,  ende  opdat  dit  te  beter  acbtervolcbt  ende  opgepast 
mocbt  worden  soo  blijft  den  geweldiger  geautboriseert  overtreders 
van  desen  attraperende  den  Command  eur  sulcx  bekent  te  maecken 
om  dese  ordonnantie  sender  ander  forme  van  proces  terstont  te 
doen  executeren. 

Dewijle  bet  somtijts  gebeurt  dat  door  de  barde  opcomende  Z.  Z. 
Ooste  win  den  de  booth  ende  dienvolgende  oock  wel  veeltijts  goet 
deel  luijden  van  de  scbepen  bier  aen  lant  comen  te  vernacbten, 
ende  onse  beeren  Mr®  (om  redenen  baer  Ed.  daertoe  moverende, 
bebben  geordonneert  voor  deselve  bier  aen  lant  niet  te  scbaffen, 
maer  dat  elck  sijn  cost  ende  logijs  voor  sijn  gelt  sal  bebben  te 
soeckon  buijten  Comp®  last  soo  blijven  d’  opperbooffden  van  de 
scbepen  bij  desen  bevolen  baer  volcq  om  waeter 
D’  oppsrhoofdenmoe-  off  auder  diensten  aen  lant  senden''  beboorlick 
d?8cUpeTwaTer  C ^^^n  eeten  altijd  te  versien,_gelijck  voor  dato, 
letde  met  provis'e  eerder  een  fort  lacb  gebruijcken  was  op  dat 
versien  als  boven.  deselve  bij  verlegen  weer  voor  noot  geprovideert 
moobten  sijn,  verstaende  desulcken  die  om  Comp®  dienst  met  boot 
ende  scbuijt  aen  lant  te  vaeren  gesonden  worden,  de  plasier 
vaerders  daeronder  riet  gereeckent  die  bun  eijgen  cost  bebben  te 
copen. 

Ende  opdat  sicb  niemant  op  oncunde  soude  bebben  te  beroepen 
soo  is  desen  ter  beboorlicker  plaetse  aff  gelesen  ende  aengeplact. 

Aldus  gedaen in ’t fort  de^Goede  Hoope  den  25®*"'  April  A”  1657. 
Mitsgaders  gepronuncieert  ende  geaffigeert  den  26"  daeraeu 
volgende  ende  was  geteijkent 


1(557. 

25en 


Jan  Van  Eiebeeck. 
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16o7. 

• Both  Jiin. 


No.  16. 

Extract  from  the  Coxoittons  made  by  Commissioner 
Van  Coens  -with  the  Burghers  in  1657. 

Barter  of  cattle  from  the  natives  allowed  to  the  people  Avith 
permission  of  the  Commander  ; not  more  to  he  paid,  however,  than 
what  the  Company  does.  Necessary  merchandize  to  he  bought 
from  the  Company  for  the  purpose. 


To  sell  no  live  stocks  to  the  ships  Avithout  consent.  All  super- 
fluous stock  to  be  sold  to  the  Company  at : — 


1 cow  for  12  gulden. 

The  draught  oxen  given  and  ceded  to  them  on  credit. 
1 sheep,  3 gulden. 

1 pig,  by  weight. 


The  Company  alone  to  provide  the  ships  with  live  stock, 
excepting  what  they  consume  and  has  been  sold  here  to  the 
burgers  and  others. 

Offenders  to  be  fined  each  time  20  reals  of  8 for  every  animal 
sold  without  the  Commander’s  consent. 

Company  retains  the  right  of  supplying  all  surplus  stores  of  the 
free  men  to  be  delivered  to  the  Company  at  prices  fixed,  or  still  to 
be  fixed  for  the  purpose. 


No  freemen  to  kill  cattle  without  informing  the  Commander,  to 
prevent  injury  to  the  increase  of  the  stock. 
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No.  16. 

Extract  uijt  de  conditien  door  d’E.  H.  Commissaris  van  Goens 
gemaeckt  met  de  vrijborgers  aen  de  Oaep  A“.  1657. 


He  handel  van  bestiael  met  d’inwoonders  wort  bun  mede  met 
kenniese  ende  communicatie  van  den  Comman- 
deur  toegestaen,  mits  voor  ’t  selve  niet  meer 
betaelende  • als  bet  d’E.  Comp*'  in  gewoonte  ge- 
bracht  heeft,  ende  baer  daer  toe  van  noden 
bebbende  coopm.anscbappen  van  d’E.  Comp*'  en- 
de niemant  anders  copende. 


De  vrijborgers  were ’t 
handelen  van  bestiasl 
van  de  Hottentoos  toe- 
gestaen  mfts  betalen- 
de  da.tr  voor  niet  meer 
als  d’K.  Compe.  copen- 
de de  coopmanschap- 
pen  van  niemand  als 
van  d’E.  Oomp*'. 


Noebte  oock  baer  bestiael  van  koeijen,  sebapen,  ende  verckens 
Sij  mogen ’t  bestiael  ^en  geen  der  bande  volcq  van  de  aencomende 
aan  niemant  als  aen  scbepen  te  vercopen  als  met  consent  maer  ’t 

de  Comp>’  vercoopen,  gene  sii  cunnen  missen  sullen  gebouden  wesen 
taxatie  mt  particulier.  ? i " jjtt'  n p 

te  ieveren  aen  d E.  Comp  . 

1 koebeest  voor  12  guldens  gelijok  baer  de  treckossen  op  credit 
sijn  overgedaen  ende  vercoebt. 

1 sebaap  voor  3 guldens. 

1 vercken  na  de  merckt  met  den  Commandeur  te  maecken  bij  ’t 
gewiebt. 

Ende  sal  de  leverantie  van ’t  bestiael  aen  de  scbepen  ofte  dis- 
positie  van  dien  ganscb  ende  ’t  eenemaal  aen  d’E.  Comp"  blijven 
bebalven  baer  consumptie  ende ’t  geen  albier  aen  de  borgers  ende 
andere  vercoebt  wort. 

Soo  wie  van  de  vrijluiden  dan  na  desen  bevonden  wort  eenige 
koebeesten,  sebapen,  varckens,  elanden,  berten,  binden,  rebockies 
ende  diergelijeke  aen  vreemde  ofte  oock  selffs  Comp®  scbepen  ver- 
. coebt  te  bebben  sullen  verbeuren ’t  elckens  een 

get n”i‘ffer  20  realen  van  8™  ende  dat  voor  soo 

ander  wilt  aen  de  mennige  koe,  OS,  kalfi,  sebaep  oft  ander  beest 
fchtpen  vercoopen  (hier  boven  genoemt)  als  deselve  sullen  bevon- 
pene  van  20  Bealen.  ®'-®^  worden,  sonder  Consent  van  den  comman- 
dem’  aen  de  voors:  scbepen  vercoebt  te  bebben 
alsoo  die  leverantie  d’E.  Comp"  aen  baer  selft  is  beboudende  ende 
alles  wat  de  vrije  luijden  te  veel  bebben,  aen  d’E.  Comp"  moet 
gelevert  worden  ten  prijse  daer  toe  beraemt  ofte  noeb  te  ramen. 

Sullen  oock  geen  vee  slacbten  voor  baer  selfis  nocb  voor  andere, 
Mogen  ock  geen  vee  sonder  ’t  selve  al  voren  aen  den  Commandeur 
slagten  nog  voor  haer  bekent  te  maecken,  op  pene  van  ’t  geslacbte 
3erTsdve“tw  ^®®®^  scbaep,  oucgelet  te  worden,  dat  den 
te  maken.  aanteelt  doeb  geen  aebterdeel  comt  te  lijden. 


1657. 
30en  .)an. 
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1(357. 
30th  Jan. 


16.57. 

10th  July. 


No  Company’s  servant  to  receive  credit  for  more  than  one 
schelling,  that  the  common  people  may  not  be  impoverished  by 
drink — offenders  to  be  fined. 


No.  17. 


Drunkenness  and  dissipation  on  Sundays ; desecration  of  the 
Lord’s  day.  Following  placcaat  in  consequence : — 


The  victuallers  shall  not  sell  after  the  guard  has  been  placed  in 
the  evening.  Offenders  to  be  fined  2 reals  for  the  1st,  4 reals  for 
the  second,  and  10  reals  for  the  3rd  time  during  one  watch. 


No  liquor  to  be  sold  on  Sundays  or  Holydays  before  or  during 
the  sermon.  Fine,  3 reals. 
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Soo  sal  oock  aen  geene  Comp®  dienaren  hoger  mogen  geborght 
Mo  fin  cock  d ri'  waei’de  van  een  scbeilingh  opdat 

laSd'n  DiLandTan  gemeene  _ volcq  niet  uitgesopen  wort,  op  pene 
’s  Companies  dienaren  van  mullitoijt. 
meerd-jr  borgen  als 
een  scbeilingh. 

g’Extraheert  als  boven  in ’t  Fort  de  Goede  Hoope  desen  laesten 
Junij  A°.  1657.  Mitsgaders  gepronunchieert  ende  g’affigeert  den 
tweeden  Julij  daeraen  volgende. 

Onderstont 

Ter  ordonnantie  van  den  Commandeur  ende 
Raet  des  gemelte  forts.  Was  geteijken 

bij  mij 

Abraham  Gabbema,  Secret®, 


No.  17. 


Den  Commandeur  ende  Raedt  &c. 


Alsoo  tot  groot  leetwesen  vernemen  dat  haer  veele  niet  ontsien 
selffs  op  Sondagen,  soo  wel  als  andere  tijden  seer  schandelijck  te 
verloopen  met  droncken  drincken  ende  deboucheren  mitsgaders 
alsoo  den  dach  des  Heeren  godtlooselijck  te  ontheijligen  &c  : soo 
bebben  wij  tot  voorcominge  van  alle  sulex  ende  wns  meer  tot  ver- 
beteringe  mochte  vereijschen  nodig  geacht  dit  navolgende  bij 
forme  van  placcate  openbaer  te  laten  pronunchieren  ende  affigeren 
namentlick 


De  tappers  mogen 
’s  nachts  na  besette 
wagt  geen  gelagen 
s e 1 1 e n op  neven- 
staende  peae. 


Dat  de  tappers  ofte  herbergiers  des  nachts 
nae  besette  waeht  geen  gelaegen  sullen  mogen 
setten  nochte  niemant  tappen  ofte  schencken 
op  2 realen  voor  d’eerste  4 voor  de  tweede  mael 
ende  10  realen  van  8'“  voor  de  derde  reijse  dat 
in  eenen  wachtdaer  op  bevonden  sullen  worden. 


Insgelijck  en  sullen  oock  niet  mogen  tappen  op  Son  ofte  vier- 

Oock  niet  bondaegbs  dagen  voor  nochte  onder  bet  sermoen  op  3 

voor  of  onder  de  pre-  oen  ^ 

dicatie.  realen  van  8 . 


16o7. 
30en  .Jan 


1657. 
lOen  Julij 
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16oi 

lOtb  Jiily. 


1657. 

20tVi  July. 


Whoever  shall  have  given  liquor  to  any  soldier  or  sailor  after 
sunset,  or  have  harboured  any  without  consent  of  his  superiors,  shall 
for  the  first  offence  pay  10,  for  the  second  20,  and  for  the  third  50 
reals,  and  during  12  months  not  be  allowed  to  hold  an  inn. 


A servant  of  the  Company  found  during  the  night  without  con- 
sent in  an  inn,  and  not  at  the  place  where  he  ought  to  be,  shall 
forfeit  3 reals,  or  be  leathered  with  50  cuts  as  occasion  may 
require. 


The  innkeeper  shall  take  away  the  knives  of  all  who  come  in  to 
drink,  to  prevent  accidents.  First  offence  3 reals,  but  loss  of 
license  for  12  months  for  the  second  transgression. 


Are  bound  to  notify  to  the  officer  at  once  or  within  an  hour  that 
any  one  has  been  wounded  at  their  inns,  subject  to  a fine  of  reals 
of  8. 


A murder  having  been  committed,  the  murd(3rers  shall  be  appre- 
hended as  soon  as  possible,  and  if  they  are  too  strong  to  be  held,  a 
great  noise  shall  be  made  subject  to  a fine  of  200  reals. 


No.  18. 


Existence  of  persons  who  cruelly  use  the  poor  man  by  buying 
his  clothes  at  half  their  value,  leaving  him  a naked  drunkard. 
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Die  bevonden  sal  worden  een  soldaet  ofte 
boss''  alhier  in  guarniscen  leggende  nae  sonnen 
yoTk\fsoniienoX-  ondergangb  getapt  ofte  geberbergbt  te  hebben 
gangh  te  tappen.  buijten  consent  van  sijn  overheijt,  sal  voor 
d’eerste  reijse  10,  voor  de  tweede  20  ende  yoor 
de  derde  reijse  50  realen  van  S‘''‘  verbeuren  ende  voor  den  tijt  van 
12  maenden  geen  tap  ofte  gast  neringe  meer  mogen  doen. 

Een  Comp"  dienaer  die ’s  nachts  nae  besette 
IJmant:  caer  besette  wacht  bnijten  Consent  in  een  herberge  ofte  sijn 
in*^en*°hfrber^'hTr  bescheijden  plaetse  bevonden  wordende  sal  3 
vonden  wordende  ver-  realen  van  8'"  verbeuren  ofi  met  50  slaegen 
heart  3 Reilen.  gelaei’st  worden  naer  gelegentbeijt  der  per- 

soonen, 

De  tappers  sijn  gehouden  tot  voorcominge  van  de  droevige 
onheijlen  die  door  den  dranck  plegen  te  ge- 
Pe  tappers  moeten  schieden,  die  gasten  die  t’baren  huijse  comen 
d’mcomendegastende  (ppincken  liaere  messen  aff  te  vorderen  op  3 

mesaen  atnemea  ter  , , . , , j • t j • 

voorcominge  van  alie  I’ealen  Doeto  voor  de  eerste,  ende  interdictie 

onheijlen.  van  de  tapneringe  voor  12  maenden  voor  de 

tweede  reijse. 

IJmant  tharen  huijse  Request  wordende  sijn  scbuldich  op  staende 
voet,  ofte  ten  minsteneen  uijr  tijds  den  officier 

IJmaod  in  haer  buijs  bekent  te  maeckeii  op  verbeurte  van  f realen 

gequeir  w e r d 0 n a e oon 

moeten  ae ’taena' oats  ” 

aen  den  officier  bt  ksnt 

maken. 

Ende  een  neerlach  gescbiedende  sullen  den  doot  slaegers  soo 
’t  doenlick  sij  apprebenderen  ende  vast  houden 
Dendootaiager  te  ap-  ofte  sulcx  onmachtich  sijnde ’t  selve  metroepen 
prehender  n.  ende  gerucht  maecken  betuijgen  op  200  Realen 

aen  boete. 

Aldus  gedaen  in ’t  fort  de  Doede  Hoope  den  10''"  Julij  A"  1657 
mitsgaders  gepronungeert  ende  geaffigeert  ten  selve  daege  ende 
was  geteijkeut 

Jan  van  Riebeeck. 

Item  18  Xber,  1661, 


No.  18. 

Den  Commandeur  ende  Raedt,  &g, 

Alsoo  ons  tot  leetwesen  onder  andere  ter  ooren  comt  datter 
luijden  sijn  die  haar  niet  en  scbroomen  gancb  Godtlooslick  den 


1657'. 

lOen  Julij, 


1657. 

20en  Julij, 
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1657. 
0th  July. 


Practice  strictly  forbidden.  Nothing  to  be  bought  of  the  poor 
man,  or  to  be  taken  in  payment  of  debt  for  drink. 

Innkeepers  derive  sufficient  profit  from  the  ships. 


Offenders  to  be  fined  10  reals  for  each  offence  and  to  forfeit  the 
goods  bought. 


No  debt  of  a Company’s  servant  higher  than  6 stivers  will  be 
taken  into  consideration,  and  not  at  all  any  debt  for  liquors,  to 
prevent  dissipation  and  for  the  good  of  the  public. 


No  shooting  allowed.  Shooters  appointed  who  have  to  live  from 
it,  and  from  Avhom  game  may  be  obtained. 

Game  not  to  be  frightened  by  much  shooting. 


Resolution  of  9th  December  : — 

No  liquor  to  be  bought  from  the  ships. 

Ifiquor  to  be  confiscated  and  a fine  levied  for  each  offence  of  10 
reals. 
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gemeenen  man  alhier  haer  goet  (op  reeckeninge  crijgende  tot 
cledinge  ende  nodige  verschoninge)  voor  half!  gelt  jae  oock  wel 
minder  afftroggelen  ende  copen,  ’t  welck  niet  alleene  eij  een 
abominable  woecker,  nemaer  is  streckende  om 
’t  Gemene  volckbaer  (Jen  gemenen  volcke  gansch  ende  gaer  uijt  te 
g^rnTeT  merSSr  fuijpen  ende  altijts  _soo  naeckt  ende  blpot  te 
bff  te  troggelen.  bouden  dat  deselve  nimmer  meer  voorde  koude 
een  cleet  aen 't  lijft  sonde  crijgen  offte  behou- 
den,  soo  wort  tot  voorcominge  van  dien  bij  desen  wel  expresselijok 
g’interdiceert  ende  verboden  dat  sicb  niemant  voortaen  en  vervor- 
deren  meer  soodanige  ttitsuijperij  te  plegen  nocbte  ijetwes  (van 
natuijre  bier  voren  aengeroert)  den  gemeenen  man  aifte  copen 
’t  sij  voor  balff  ofE  heel  gelt  insonderbeijt  oock  niet  altoos  over 
scbult  van  stercken  dranck  aen  te  nemen  alsoo  wij  verstaen  de 
herbergiers  buijten  dien  proflfijt  genoecb  sijn  bebbende  voor- 
namentl:  van ’t  volcq  der  aencomende  scbepen. 

Soo  wie  dan  ter  oontrarie  bevonden  wort  sal  niet  alleen  verbeu- 
ren  ’t  gecocbte  goet,  maer  daerenboven  oock  vervallen  in  een 
amende  van  10  realen  van  8''"  soo  dicxmaels  als  bevonden  sal 
worden,  bier  tegen  gepexeert  te  sijri. 

Ende  sal  oock  geen  scbult  van  Comp"  dienaers  hoger  als 
stuijvers  docb.van  stercken  dranck  ofte  eenige 
Niet  boTen  een  scbel-  quanselerij  geensints  in  consideratie  genomen 
naOTs  te*^borgMr  worden  alsoo  wij  sulx  tot  preventie  van  de- 
boucbe  ende  ten  besten  van  ’t  gemeen,  alsoo 
ten  booobste  diensticb  bevinden  te  bebooren. 

Soo  is  oock  om  sufficante  redenen  op  pene  voors  : ende  ver- 
beurte  van’t  scbietgeweer  mede  verbodeti  dat  niemant  soo  wel  bier 
aen  lant  als  oock  op  de  scbepen  meer  sullen  mogen  int  lant  off 
ergens  gaen  scbieten  om  gevogelte  off’  andersints  alsoo  daertoe 
twee  vrije  wilt  scbutten  gepreviligeert  sijn,  ende  op  leven  moeten, 
derbalven  ijmant  van  de  bier  aen  lant  als  op' 
Niemand  van  de  ache-  <Je  sclieepeu  bescbeijden  comp"  ministers  ijet 
L®ntmefeTnigTcbre“-  doeu  bebbende  ’t  selve  van  haer  om  gelt 

gewei  r in’ t lant  gaen.  civiel  cunnen  coopen,  opdat  bet  wilt  door  soo 
soo  veel  sebieters  oock  niet  al  te  scbou  gemaeckt 

en  worde. 

Om  redenen  ende  eonsideratie  in  onse  resolutie  ■ van  den 
q*"”  December  A°  passado  vervadt  wort  bij  desen  in  conformite 
van  dien  aen  alien  ende  een  ijgelick  bier  aen  lant  wie  bet  oock 
soude  mogen  wesen  mede  wel  expresselick  ver- 
Niemant  van  Land  koden  eenige  stercken  dranck  van  de  aenco- 
.“h^pen^TOpen*°  mende  scbepen  te  coopen,  ruijlen  ofte  ander- 
sints te  becomen  onder  wat  pretecxt  bet  oock 
mcTcbte  wesen  op  pene  van  confiscatie  ende  een  boete  van  10 

Vol.  IX.  LD 


1657. 
20en  Juli 
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U557. 

■-2()th  July. 


1657. 

17tb  July. 


The  Fiscus  and  Provost  to  attend  to  this,  the  former  to  receive  of 
the  fine  4,  and  the  latter  } ; the  rest  to  go  to  the  poor. 


No.  19 


Trespassing  committed  by  pedestrians  and  wagon  drivers  over 
the  cultivated  grounds  of  the  Company,  notwithstanding  the  space 
existing  above  and  below  for  the  purpose. 

Ordered : — 


No  servants  of  the  Company  or  freemen  shall  go  over  the  culti- 
vated plots  of  the  Company  on  foot  or  on  horseback  or  in  a wagon ; 
offenders  to  be  fined  5 reals  for  the  first  and  10  reals  for  the 
second  offence  and  to  make  good  the  damage  done. 
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realen  van  8"‘ ’t  elcken  reijse ’t  verbeur«n,  als  daerop  sal  g’attra- 
peert  worden,  derhalve  den  fiscus  ende  geweldigei  deser  fortresse 
gelast  sijn  op  alle  ’t  gene  nouw  reguard  te  nemen  ten  eijnde  onse 
beveelen  ten  dienste  van  d’  E.  Comp®  streckende,  mogen  werden 
gemainoteneert  mits  suUende  genieten  den  fiscus  j van  de  boete 
ende  den  geweldiger  van  ijder  resterende  reale  een  quart  te  vorde- 
ren ’t  applieeren  voor  den  armen. 

Ende  opdat  sicb  niemant  soude  hebben  ’t  verschonen  op 
onounde  soo  is  desen  publijckelijok  aff  gelesen  ende  ter  beboor- 
Ucke  plaetse  aengeplact. 

Aldus  gedaen  int  fort  de  Groede  Hoope  adij  20®“  Julij  A"  1657 
ende  was  get. 

Jan  van  Riebeeck. 

Item  prime  Januarij  Anno  1657, 


No.  19. 


Extract  uijt  de  Resolution  van  ’t  fort  de  Goede 
Hoope  genqmen  den  17'*®“  Julij  A“  1657. 


Gesien  dat  sommige  van  de  vrije  luijden  niet  jegenstaende  onse 
doorgaens  doende  minnelijcke  waerscbouwinge  &c.nochtans  aleven 
stout  ende  moetwillich  haer  voet  ende  waegepaeden  nemen  door 
ende  over  Comp®  besaeijde  landerijen  seboon  baer  andere  bequame 
wegen  ter  sijden  beneden  ende  boven  been  genoecb  sijnde  ende 
dagelijcx  nocb  al  worden  aengewesen  soo  is  omme  alle  scbade  op 
Comp®  landerijen  voor  te  comen  ende  andere  pregnantien  meer 
verstaen  daer  op  te  stellen  dese  naervolgende  penen  namentlick. 


Dat  niemant  soo  wel  vrije  luijden  als  Comp®  dienaers  sullen 
vermogen  over  Comp®  ♦ nocbte  der  vrije  luijden 
Geen  voet,  paerdeofP  beploocbdo,  besaeij de  of te  gebouwde  landerijen 

tbuijnen  te  voet  nocbte  te  paerde  ofte 
maeken.  waegens  mogen  gaen  ofte  rij  den  op  de  verbeurte 

van  5 realen  d’  eerste  ende  10  realen  d’  2®“  mael 


boven  vergoedinge  van  de  scbade  aen  ende  op  Comp®  ofi  eenige 
luijden  baere  landerijen  ofte  tbuijnen  gedaen. 


lt!57 

20en  Jiilii. 


1657. 

17en  J ulij. 


DD  2 
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1657. 
17th  July. 


16r)7. 

22nd  Sept. 


No  one  to  destroy  or  damage  any  fruit  trees  ; offenders  to  be 
imprisoned  or  fined. 

Twelve  montlis’  bard  labour  for  all  caught  destroying  or 
damaging  any  plants  in  the  fields  or  the  gardens. 


Cattle  to  he  taken  care  of,  that  the  hedges,  &e.,  be  not  damaged 
and  the  ploughed  lands  ti’odden  under  foot : fine  as  the  case  may 
require. 


Care  to  be  taken  that  no  damage  is  committed  by  the  cattle 
when  driven  in  and  out.  Offenders  to  forfeit  6 reals  and  to  make 
good  the  damage'. 


No.  20. 

Warning. 

Saldanhars  expected,  from  whom  a large  number  of  cattle  may 
be  expected. 
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Ende  sal  niemant  oock  eenige  vruchtboniea  verderven  op  ver-  • 

Boomenniettesoben-  beurte  van  Hjff  ende  goet.  Gelijck  ooek  die  nejTT  k- 
bevonden  wordt  eenich  gewas  op  ’t  velt  olf  ' 

IJ  ende  goet.  thuijnen  staende,  gesneden  vertreden  off 

Gene  gewaesen  op ’t  andersints  besohadichfc  te  bebben  voor  den  tiit 
bLchadi*gen.'”^”^°*^  maenden  aen  de  gemeene  wercken  te 

arbeijden  sal  gebannen  worden. 

Soo  wort  oock  om  voor  te  comen ’t  breecken  van  d’  beijningen 
paggers  ofte  scbuttingen  ijder  een  gewaersebouwt  wel  toe  to  sien 
ende  sorgen  te  dragen  haere  beesten  ende 
Geen  paggers  off  treckossen  wel  te  bewaren,  dat  deselve  genige 

beTten":nde%"aerd®en  Paggers  ofte  scbut- 

wel  te  bewaren  om  comen  te  breecken,  voornamentlick 

mede  sulcx  voor  te  van  Comp"  tbuijnen  ofte  bogaert  nocbte  oock 
o'^ar  de  geploecbde  landerijen  te  loopen  op  ver- 
. beurte  van  soodanig  beest  als  daerop  gevonden 

ende  eenige  scbade  aen  gedaen  sal  bebben. 

_ Sullen  derbalven  d’  geene  die  beesten  ende  vee  bouden  scbuldicb 
sijn  sorge  te  dragen  dat  de  selve  in  bet  uijt  ende  indrijven  geen 
scbade  en  doen  op  verbeurte  van  6 realen  van  8"”  ende  vergoedina-e 
der  scbade.  ° 

G’  extrabeert  als  boven  in’t  fort  de  Goede 
Hoope  datum  als  voren  mitsgaders  gepro- 
nuncieert  ende  g’affigeert  den  aenvolgende 
onder  stont 

Ter  ordonnantie  van  den  Commandeur  ende 
Raet  der  gemelte  fort  was  get" 

Bij  mij, 

Abraham  Gabbema,  Secretaris. 


No.  20. 

W aerscbouwinge. 

Dewijle ’t  sieb  jegenwoordicb  soo  laet  aensien  dat  de  Saldan-  ig57 
bars  binnen  wei]nigb  dagen  uijt  lant  albier  nae  onse  boope  staen  - 
afl  te  comen,  waervan  wel  een  goet  deel  beestiael  moebte  worden 
gehandelt  soo  is,  dat  de  vrijeluijden  die  den  bandel  mede  sijn 
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1U;>7. 

2'2ud  Sopt, 


1657. 
15th  Out. 


• Freeman,  whom  the  barter  i&  likewise  allowed,  advised  not  to 
take 'any  useless  animals,  but  young  and  serviceable  beasts  and 
sheep. 

OfPenders  to  forfeit  such  incompetent  animal. 

The  Company  has  for  two  years  been  cheated  in  this  manner, 
all  the  useless  animals  having  died  and  none  of  them  having 
become  fit  to  be  delivered  to  the  ships  or  used  as  food. 

Freemen  consequently  warned  to  pay  attention  to  this — as  the 
Company  will  not  take  from  them  any  beast  or  sheep  having 
anything  the  matter  with  it — such  animals  to  be  confiscated. 

That  no  unhealthy  cattle  be  slaughtered,  the  freemen  shall  give 
due  notice  to  the  Commander  when  killing,  that  an  inspection  may 
take  place. 


No.  21. 


Jan  Van  Harwarden  allowed  to  keep  an  inn  and  boarding  house 
for  those  arriving  in  the  ships. 

Such  a place  highly  inconvenient  in  the  fort. 

Accommodation  given  him  in  the  sheds  of  the  old  sheep  kraal. 
Have  heard  that  some  are  smuggling  liquor  into  the  fortress. 
Noise  and  irregularities  during  the  night  in  consequence. 
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toegestaen  wel  expresselijck  gewaerseiiout,  ende  verboden  worden 
geen  siecken,  oude  ofte  inpotente  beesten  dewelcke  tot  arbeijt 
voortelinge,  ende  om  te  eeten,  niet  souden  cunnen  worden  ge- 
bruijckt  in  te  coopen,  maar  die  alle  te  exeuseren,  ende  niet  als 
jonge,  ende  gaeve  bequame  beesten,  ende  scbaepen  te  ridjlen  op 
verbeurte  van  soodanige  onbequaeme,  out  ofP  inpotent  beest,  alsoo 

jaer  vrij 
baer  alle 
•ens,  dien 

spijse.  seer  scbadelick  gevallen  is  als  bebbende  geenige 

van  deselve,  aen  de  schepen  cunnen  leveren 
nochte  tot  spij  singe  gebruijcken  sulcx  dan  de  vrij  eluij  den  bij 
deeen  als  voren  gewaersobout  blijven  daerop  wel  naew  reguart  te 
nemen,  alsoo  baer  d’  E.  Comp  : geenich  beest  ofte  schaep  sal  aff 
nemen  daer  jets  te  minste  aen  is  baeperen,  maer  ’t  selve  gelijck 
voorseijt,  geconfisqueert,  ende  verbeurt  bouden,  ende  opdat  oock 
geen  ongesont  vee  geslacht  worde  sullen  sij  luijden  lets  willende 
slaen,  te  selve  als  voor  dato  geordonneert,  oock  mede  den  com- 
mandeur  eerst  aengegeven,  om  dier  over  de  beboorlicke  visite, 
ende  keure  te  laten  gaen. 

Aldus  gedaen  in’t  Fort  de  Goede  Hoope  adij 
26'"“  Septem : A"  1657  mitsgaden  gepro- 
nunehieert,  ende  geafiSgeert  ten  selven 
dage,  ende  was  geteijkent. 

Oan  van  Eiebeeck. 


d E.  Comp®  baer  daerbij  over  twee 
Bequaem  ende  goet  bedrogen  beeft  bevonden,  vermits 
I™*®  sulcke  ziin  afiffestorven,  ende  vols 


N(  21. 

Den  Commandeur  ende  Eaedt,  &c. 

Alsoo  den  sergeant  Jan  van  Harwarden,  bij  d’  E.  beer  Com- 
missaris  Eyckloff  van  Goens,  is  gepreviligeert,  ende  toegestaen 
herberge,  ende  een  ordinaris  taefel  te  mogen  bouden  tot  gerief , ende 
huijsvestinge  voor  gaende,  ende  de  comende  man  der  passerende 
schepen  &c.,  ’t  welcke  binnen ’t  fort  gansch  ongelegen  comt  sulcx 
hem  daertoe  op  Comp®  costen  buijten  inthoren  werck  van  de  oude 
schapen  stal  redelick  gelegentheijt,  ende  plaetse  is  gegeven,  ende 
in  huijre  verleent,  ende  alsoo  ons  ter  ooren  comt  datter  som- 
mige  sijn  welcke  ter  sluijck  hier  binnen  ’t  fort  stercken  dranck 
onder ’t  volcq  sijn  vercoopende,  ende  heele  nachten  langh  groot 
geraes  ende  inordentie  bouden,  met  dobbelen,  spelen,  droncken 


1657. 

'22en  iSept» 


1657. 
loen  Oct. 
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1667. 
1.5th  Oct, 


1657. 

■28th  Not . 


Ordered  tliat : — 

Especially  the  Company’s  servants  desist  from  selling  within  or 
outside  of  the  fort  any  liquor. 

Not  one  excepted  ; but  only  those  freemen  and  the  sergeant 
specially  licensed  and  who  live  outside,  in  order  the  better  to  obtain 
a living. 

Offenders  to  forfeit  3 months’  wages. 

And  the  freemen  who  have  no  license,  6 reals  for  each  offence, 
the  ir  former  to  receive  his  name  also  being  concealed,  and  the 
rest  for  +lie  Fiscus  and  the  poor. 


No.  22. 


For  the  better  regulation  of  the  service  : — 

Freemen  and  their  servants  are  warned  to  refrain  from  prejudi- 
cing each  other’s  servants  against  their  masters  or  underhiring 
them.  Offenders  to  be  fined  10  reals. 

Servants  dismissed  by  their  masters  for  bad  conduct  shall  not  be 
allowed  to  take  service  with  other  freemen,  but  their  masters  shall 
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■drineken  enz.  soo  ist  dat  wij  tot  voorcominge  van  sulcx  hebben 
•goet  gevonden  wel  expresseliek  te  belasten,  gelijck  gescbiedt  bij 
desen,  dat  insonderbeit  Comp*  dienaers  sulcx ’t  enemael  naelaten, 
ende  geen  stercken  dranck  binnen  ofte  bujjten ’t  fort  en  sullen 
vercoopen,  drineken  oS  gelaegen  setten,  direc- 
•ver^iw*en™l8^die ’t  ‘ indirectelick,  wie  bet  oock  moebte  wesen 

privilege* vergunt  is'!  niemant  uitgesondert  anders  als  de  vrije  luijden 
die ’t  selve  beneffens  den  sergeant  voorsz  : mede 
sijn  toegestaen,  ende  bui]ten  wonen  om  te  beter  aen  de  cost  te 
mogen  geraecken  sulcx  dan  ijmant  van  Comp*  dienaers  desen 
comende  te  overtreden,  sullen  vervallen  in  een  amende  van  drie 
maenden  gagie  ende  de  daertoe  ongepriviligeerte  vrije  luijden 
'6  realen  van  8*^"  soo  dickwlls  sij  daer  over  bekeurt  sullen  v/orden 
waervan  den  aenbrenger  een  recbte  derde  part  sal  genieten  ende 
sijn  naem  vei’swegen  worden  de  rest  pro  fisco  ende  den  armen. 

Aldus  gedaen  in ’t  fort  de  Q-oede  Hoope  den  15™  Octob : 1657 
Mitsg  : gepronunctbeert  en  g’affigeert  den  16"’'  daeraen  volgende 
•ende  was  geteijkent 

Jan  van  Eiebeeck. 


No.  22. 

Den  Commandeur  ende  Raedt  &o. 

Opdat  de  vrije  luijden  van  derselver  knecbts  die  bun  in  baer 
dienst  begeven,  doeb  beboorlicke  souden  mogen  gedient  worden 
ende  te  min  oppositie  van  deselve  subject  sijn,  soo  is  goet  gevonden 
alle  den  vrije  luijden  als  oock  baere  dienaers  voorsz  : te  waer- 
scbouwen,  gelijck  gescbiet  bij  desen,  dat  sieb  ijder  een  sal  bebben 
te  ontbouden  van  malkanders  dienaren  ende  knecbts  tegen  bun 
Mr*  op  te  maecken  ofte  onderbuijren  onder  wat 
pretext  bet  oock  moebte  wesen,  oppene  van 
mulliteijt  ende  10  realen  boete  soo  wel  Mr*  als 
kneebt  &c.  ende  off  gebeurde  datter  eenige  van 
de  vrije  luijden  baer  knecbts  door  quade  com- 
portementen  off  andersints  wierden  geeasseert 
sullen  deselve  oock  in  geen  der  bande  manier 
van  andere  vrije  luijden  gebuijrt  ofte  aen- 
genomen  mogen  worden,  maer  in  ’t  overdoen 
aen  andere  binnen  tijts  baeres  verbants  met 


Geen  ander  mans 
knechts  te  onderhuij- 
ren,  geen  mag  gecas- 
Eeerde  knechts  hnij- 
ren  nog  haer  heur 
geven  maer  ’t  moet 
affgemaeckt  ende  den 
fiscaal  a>  ngediend 
worden. 

van  bun  dienaers 


'malkanderen  verdragende  gebouden  wesen  ’t  selve  voor  twee 


1657. 
loen  Oct. 


1657. 
28en  Nov. 
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*657. 
28th  Not. 


1658. 
8th  Jan 


properly  by  deed  of  Contract,  transfer  tliem  to  their  new  employers 
in  presence  of  two  Councillors  and  the  Fiscus. 

Offenders  to  be  fined  as  above  stated. 

Those  disregarding  the  order,  not  to  be  countenanced  by  the 
Company  nor  received  in  its  service  or  the  service  of  its  servants,, 
nor  be  allowed  any  lodging  with  any  freemen  longer  than  one 
night,  otherwise  to  be  reported  to  the  Fiscal  to  be  punished,  as  this- 
is  understood  to  be  the  best  course  in  the  interest  of  the  Company. 


The  Commander  and  Council. 

Whereas  Jurrien  Jansz,  of  Amsterdaui,  and  Gerrit.  Hermansz,. 
of  Deventer,  resident  burghers  here,  intend  to  earn  their  living  by 
proceeding  to  Dassen  and  all  other  Islands  in  order  to  brum  train  oil 
and  fish  there  in  their  sloop  the  Penguin,  as  well  as  to  carry  on  a pe:  - 
mitted  trade  with  the  natives  there,  &c.,  and  as  they  intend  to 
convey  hither  for  the  benefit  of  the  Company  and  the  public  what- 
ever they  may  obtain,  we  have  at  their  request  granted  them  a 
pass  calling  on  all  the  officers  of  our  fleets  and  vessels  who  may 
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Raedts  persoonen  te  laten  geschieden  namentl : een  van  d.  E. 
Comp®  en  de  een  van  de  vrije  luijden  nefPens  den  secretaris  van  den 
Raedt  deses  forts  op  dat  alles  nae  behooren  en  wettelick  toegaen, 
die  dan  ter  contrarie  deses  bevonden  wort  gedaen  te  bebben  sal  ver- 
beuren  de  boete  boven  gemelt  soo  wel  den  knecbt  die  sender 
consent  sicb  verhught  heeft,  off  te  van  sijn  als  boven  gecas- 
seert  is  als  den  huijder  van  deselve  ende  dat  soo  dickwils  sij 
luijden  daerover  bekeurt  sullen  worden.  Sullende  oock  geenige 
soodanige  vrijluijden  onwillige  ende  tegenstrevige  dienaers  eenige 
de  minste  heul  ofte  aenboudinge  bij  d : E:  Comp®  vinden,  ofte 
in  dienst  weder  aengenomen  worden,  nocbte  oock  ijmant  van 
Comp®  dienaers,  alsoo  weijnicb  als  de  vrije  luijden  eenige  huijs- 
vestinge  aen  deselve  mogen  geven  langer  als  een  nacht,  nae ’t 
wel  eke  de  buijsvesters  gehouden  sullen  wesen  soodanige  knecbt  off 
dienaer  den  fiscael  aen  te  geven  omme  denselven  sijn  beboorlicke 
correctie  te  laten  ontfangen,  alsoo  sulcx  verstaen  wort  ten  meesten 
dienste  van  d’  E.  Comp®  ende  der  vrijluijden  gemeenen  besten 
te  beboren. 

Aldus  gedaen  in ’t  fort  de  Goede  Hoope  den 
28™  Novemb"  A“  1675. 

Mitsgaders  gepronunobieert  ende  g’  affigeert 
den  30  dito  daeraenvolgende  ende  was 
geteijkent. 

Jan  van  Riebesck. 


Den  Commandeur  ende  Raedt. 

Alsoo  Jurrien  Jansz:  van  Amsterdam  ende  Gerrit  Harmansz : 
van  Deventer,  borgers  ende  inwoonders  albier  aen  Cabo  de  boa 
Esperance,  met  baer  sloep  gen'"  Peguijn,  voornemens  blijven  uit 
dese  Taeffelbaaij  te  vertrecken  nae  ’t  Dassen  ende  alle  andere 
Eijlanden  tot  erneren,  met  traenbranden,  visserije  ende  gepermit- 
teerde  coopbandel  met  d’  inwoonders,  etc.,  ende  sulcx  alles  van  daer 
te  haelen  ende  albier  over  te  brengen  tot  gerief  van  de  Comp®  ende 
verdere  vrijborgers  albier  woonaebtieb,  ende  wij  door  deselve 
instantel:  versoebt  wordende  om  baer  onse  passe  van  vrijgeleijde 
te  verleenen  so  is ’t  dat  wij  snlcx  niet  bebben 
cunnen  nocbte  willen  weijgeren  maer  bij  desen 
gaerne  toegestaen,  derbalven  alle  Commandeurs, 
cooplieden,  sebippers  ende  minder  gesacb  bebbende  over  de  resp® 


1657. 
28en  Nor 


1658. 
Sen  Jan. 
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1-658. 
Sth  Jan 


1658. 
25th  Jan. 


fall  in  with  them  to  leave  them  unmolested  in  their  voyages  to  and 
fro,  and  when  necessary  to  render  them  such  assistance  as  Avill  not 
intertere  with  the  voyage  or  be  prejudicial  to  the  Company. 

In  the  Fort  the  Good  Hope,  the  8th  Jan.,  1658. 


The  Commander  and  Council,  &c. 

As  the  bea^rs  of  this,  Jurriaen  Jansz,  of  Amsterdam,  Gerrit 
Harmans,  of  Deventer,  and  Thomas  Christoffel  Muller,  all  burghers 
here,  have  benn  permitted  to  trade  on  the  Islands  in  and  outside 
ot  fealdanha  Bay  as  far  as  the  North  point,  as  well  as  to  fish  there 
ana  burn  oil,  in  accordance  with  the  passes  and  licences  granted 
^ prevent  them  from  being  interfered 

with  in  their  business,  all  are  warned,  whether  servants  of 
the  Company  on  land  or  on  board  the  Company’s  vessels, 
to  cause  them  no  hindrance  Avhatever,  and  not  to  drive 
away  any  birds,  seals,  or  other  game  on  the  said  islands, 
or  to  cause  any  damage  on  pain  of  confiscation  (of  such  animals) 
and  compensation  ^ to  be  made  by  all  such  persons  as  may  have 
caused  the  aforesaid  burghers  any  hindrance  or  annoyance. 

1 he  Company’s  ships,  however,  shall  take  in  water  there  in 
proper  order,  and  be  supplied  gratis  with  such  greens  for  refresh- 
ments as  may  be  required ; that  is,  such  greens  as  the  Islands 
na  uia  y pioduee.  Such  vegetables,  however,  as  the  freemen 
have  reared  with  their  own  labom-  shall  be  paid  for,  as  weU  as  the 
bmds  and  eggs  Avhich  the  freemen  may  supply,  with  the  exception 

1 rpu  Company’s  men  may  freely 

hsh.  ihe  latter  may  also  obtain  their  water. and  fuel,  &c., 
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vlooten  ende  sehepen  der  Yereenichde  Nederlantse  g’octroijeeerde 
Oost  Indische  Comp"  die  desen  Jurrien  Jansz:  ende  Gerrit  Harmans 
mochten  in  zee  ofce  elders  comen  te  rencontreren,  gerecomman- 
deert  ende  op ’t  hoochsten  versocht  blijven  haer  in  hunne  voorge- 
nomen  reijse  gins  ende  wederom  vrij  ende  vranck  te  laeten 
passeren  ende  des  nodich  hebbende  de  behulpende  hand  te  bieden, 
soo  veel  buijten  vercortinge  barer  voijagio  ende  exploict  ofte 
preiuditie  van  d’  E.  Comp"  vermogens  blijven  te  doen. 


In ’t  Fort  de  Goede  Hoope  den  8™  Januarij  A.'"  1658  ende  was 
geteijckent 


Jax  van  Riebeeck. 


Den  Commandeur  ende  Raedt,  &c. 

Alsoo  thoonder  deses  Jurrien  Jansz:  van  Amsterdam,  Gerrit 
Harmans  van  Deventer,  ende  Thomas  Christoffel  Muller,  alle 
vxije  borgers  alhier  aen  de  Caep  van  Comp"  wegen  sijn  toegestaen 
te  mdgen  bewoonen,  bevaren  ende  trafficqueren  alle  d’  Eijlanden 
in  ende  buijten  de  baij  van  Saldanha  tot  de  noorthouck  van 
deselve  incluijs,  omme  haer  aldaer  te  erneren  met  vissen,  traen- 
branderije  ende  alderhande  coophandel  met  d’  inwoonders  deser 
gemelte  Caep  offte  sodanich  vorders  als  sij  te  raden  mogen  worden 
volgens  de  vrije  brieven  ende  passen  van  vrij  geleijde  haerdaervan 
gepasseert,  ende  om  voor  te  comen  dat  sijluijden  in  haere  saecke 
niet  mochte  worden  belet  ofte  eenichsints  g’interesseert,  soo  wort 
bij  desen  alien  ende  een  ijgelijck  die  van  Comp’ 
lmipen^*^de  wegen  bij  haere  ofte  haere  seeposten  met  Comp’ 
Saldanhia  geen  Hob-  ende  andere  sehepen  mochte  comen  aen  te 
ben  ende  Vogels  te  landen,  gewaerschout  deselve  geenich  overlast 
verjagen.  doen,  nochte  op  die  Eijlanden  eenige  vogels, 

robben  ende  ander  wilt  te  verjaegen  oftte  eenige  schade  te 
bewercken  op  verbeurte  van  vergoedinge  te  verhalen  aen  alle  sulcke 
persoonen  die  de  gem'^"  vrije  borgers  eenich  hinder  ofte  overlast 
sullen  aengedaen  hebben,  maer  sullen  Comp"  sehepen  in  goede 
ordre  aldaer  water  mogen  haelen  ende  wijderssoodanigeaccommo- 
datie  van  groenten  tot  verversinge  voor  niet  verstreckt  worden  als 
deselve  soude  nodich  hebben,  namentl:  sulcke  groente  als  de 
Eijlanden  uijt  de  natuijr  van  selfts  sijn  gevende,  maer  die  de 
voorsz:  vrijeluijden  met  haeren  arbeijt  aenplanten  moeten  betaelen, 
als  oock  de  vogels  ende  eijeren  die  haer  van  deselve  verstreckt  ende 
voor  haer  opgevangen  worden,  excepto  de  stranden  ende  revieren 
blijven  des  Comp"  volck  overal  vrije  met  haer  zegens  to  bevissen 
gelijek  oock  bet  waeter  ende  branthout  haelen  ende  wes  meer 


1658. 
Sen  Jan. 


1658. 
25en  J an.. 
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1658. 
25th  Jtm. 


1658. 
26th  Feb. 


unhindered.  In  the  ease,  however,  of  the  French  and  English, 
they  may  in  friendship  let  them  pay  for  everything,  excepting  for 
the  water,  which  is  free  to  ail  friends  and  allies  without  payment, 
and  everywhere,  so  that  they  shall  not  be  molested,  but  treated 
as  friends,  with  the  exception  of  the  Portuguese,  who  shall  be 
treated  as  enemies  everywhere  to  the  south  of  the  Tropic  of 
Cancer,  and  overpowered  should  it  be  possible. 

Done  in  the  Fort,  &g.,  this  25th  day  of  January,  Ao.  1658. 

(Signed)  Johan  van  Riebekck. 


On  the  margin  was  imprinted  the  Company’s  seal  in  red  wax, 
and  below  it  stood.  By  order  of  their  Honoui-s, — In  the  Fort,  &c. 

(Signed)  Abraham  Gabbema,  Sec. 


The  Commander  arid  Council,  &c.,  &e. 


For  good  reasons  moving  the  Commander  and  Council,  the 
freemen  shall  not,  until  further  orders,  admit  any  persons  from  the 
ships  into  their  houses,  except  such  as  have  received  a special  per- 
mission from  us.  Nor  shall  they  allow  anyone  to.  pass  the  night 
with  them,  but  take  care  that  all  strangers  leave  them  before 
nightfall,  in  order  to  be  able  to  reach  the  fort  in  time,  that  all 
complaints  may  be  prevented.  All  on  pain  of  10  reals  for  every 
person  whom  the  freemen  allow  on  their  premises  contrary  to  this 
order,  and  permit  to  pass  the  night  with  them. 

Done,  &c. 


(Signed)  Johan  van  Riebeeck. 


431 


daeraen  dependerende,  doch  aengaende  de  Franscen,  Engelsen 
ofte  andere  vreemde  schepen  sullende  haer  mogen  van  alle  met 
minne  iaten  betaelen,  excepto  ’t  water  dat  alle  vrunden  ende 
g’allieerde  vrij  is  sender  haer  te  heletten  het  havener  op  alle 
plaetse  ofte  deselve  eenige  molesten  aen  te  doen,  maer  als 
vrunden  te  tracteren,  uijtgenomen  de  Portugiesen  die  se  overall 
besuijden  den  Tropicus  Cancrij  ontmoetende  als  vijanden  sullen 
megen  bejegenen  en  overweldigen  indien  se  daer  cans  toe  sien. 

Actum  in ’t  Fort  de  Q-oede  Hoope  adij  25‘’"  Januarij  A"  1658. 

Was  geteijekent, 

Jan  van  Riebeek. 

Sijnde  op  ’t  spatium  gedruckt  Comp’s  segel  in  roode  lacque, 
daeronder  stont  Ter  Ordonnantie  vanbovengem:  haer  E.: 

In’t  Fort  ende  datum  ut  supra. 

Was  geteijekent 

Abraham  Gabbema,  Secretaris. 


Den  Commandeur  ende  Raet  van  ’t  Fort  de  Goede  Hoope  ende 
verderen  ommeslagh  aen  Cabo  de  boa  Esperance,  &e.  doen  te 
weten 


Omme  goede  redenen  den  Commandeur  ende  Eaet  daertoe 
moverende,  sullen  de  vrije  luijden  tot  nader  ordre,  geen  voleq  van 
4e  schepen  aen  haere  huijsen  voortaen  meer  gedogen  als  die 
daertoe  van  ons  vertonen  speciael  consent,  ende 
vooral  sullen  sij  daar  niemant  Iaten  vernachten 
ende  maken  dat  se  voor  den  avondt  van  haer 
affgaen  ende  na  ’t  Fort  comen  cunnen  om  te 
letten  dat  verder  onheijlen  ende  claohten  voor- 
gecomen  werden  alles  op  pijne  van  10  realen 
voor  elck  persoon  die  de  vrij  el:  tegen  dese  ordre 
■daer  gedooght,  ende  Iaten  vernachten  sullen  hebben. 


Geen  Vrijlieden  mo- 
^en  eenig  v jlk  van 
do  schepen  in  haar 
huijs  gedoogen  veel 
■weijniger  zonder  con- 
sent aldaer  te  Iaten 
vernachten. 


Actum  in ’t  Fort  de  Goede  Hoope  den  26‘‘"  Februarij  A“.  1658 
Was  geteijekent 


1658. 
25en  .Jan. 


1658. 
26en  Feb. 


Jan  van  Riebeeck. 
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165S.  The  Commander  and  Council,  &c. 

4tli  May,  The  Directors  having  ordered  that  the  freemen  shall  not  he 
permitted  to  buy  cattle  from  the  natives,  but  shall  obtain  what 
they  require  from  the  Company  at  the  prices  fixed,  notice  is 
accordingly  given  of  this  prohibition,  Avith  the  Avarning  that  they 
shall  refrain  from  this  traffic — on  pain  of  confiscation  of  all  such 
cattle  as  they  may  have  bartered  from  the  natives. 

Accordingly  the  burghers  are  ordered  to  return  to  the  Com- 
pany within  twice  24  hoAirs  all  the  copper  bought  from  the  same. 
All  copper  found  after  that  time  by  the  Fiscal  at  their  houses, 
or  afterwards,  to  be  confiscated. 


And  in  order  to  be  assured  that  the  freemen  haA'e  not  contraA’ened 
this  order,  and  bartered  any  cattle,  they  shall,  Avhenever  calves- 
or  lambs  are  born,  report  the  same,  as  well  as  those  that  they 
may  decide  to  kill,  on  pain  of  the  fine  fixed  ere  this,^  and  con- 
fiscation of  all  such  cattle  as  Commissioners  may  on  inspection 
made  on  suitable  occasions  find  in  excess  of  the  number  returned. 
Nor  shall  they  be  permitted  to  sell  to  one  another  apy  cattle 
(kine,  sheep  or  pigs)  without  previous  consent  of  the  Commander 
and  Council,  a deed  of  transfer  of  such  sale  to  be  passed  by  the 
Secretary,  on  pain  of  nullity,  that  everything  may  be  conducted 
in’ an  orderly  and  lawful  manner,  all  former  regulations  (not  con- 
trary to  this  one)  remaining  in  full  force,  as  if  inserted  in  this. 

Thus  done,  &c.,  on  the  4th  day  of  May,  1658,  and  promulgated 
on  the  5th  following. 


(Signed)  Johan  a an  Bikf.f.eck. 
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V«rbot  van  den  vee 
handel. 


Den  Commandeur  ende  Raet,  &c. 

Also  onse  Heeren  Majores  in’t  Vaderlant  (om  reden  haer  Ed  • 
daertoe  morerende)  verstaen  dat  de  vrijeluijden 
alhier  aen  Cabo  de  boa  Esperanoe  niet  en 
sullen  vermogen  eenigb  beestiael  off  vee  van 
dese  landen  Inwoonders  te  handelen,  maer  deselve  van  d’E. 
Comp®  (die  overigh  hebben)  moeten  haelen,  ende  copen  tenprijsen 
ende  op  de  conditien  daertoe  beraempt,  offte  nogh  te  ramen  en 
stellen  soo  is’t  dat  wij  conform  derselver  last  de  vrije  borgers 
voorsz.  bij  desen  sulcx  bebben  willen  cent  doen,  ende  in  conformite 
van  dien  den  veebandel  verbieden,  met  waerscbuwinge  dat  se  haer 
daervan  oock  sullen  hebben  te  onthouden  op  de  verbeurte  van  alle 
soodanigh  vee  als  dezelve  bevonden  mochte  werden  na  desen  van 
d’Inwoonders  te  sullen  hebben  gehandelt  ende  ten  welcken  eijnde 
den  vrije  borgers  oocq  werden  aengecundight  alle  haere  noch 
overigh  hebbende  cooper  voor  desen  van  den  E.  Comp®  gecocht 
binnen  twee  mael  24  uijren  wederom  te  brengen  omme  haer  sender 
schade  ten  selve  prijse  weder  affgenomen  te  werden.  Op  de  ver- 
beurte van  alle  soodanich  coper  als  na  de  voorsz:  tijt  bij  visite  door 
den  Eiscus  ’t  haren  huijse  ofte  oock  naderhant  te  doen  sal  bevon- 
den worden  achterwege  gehouden  te  zijn. 

Ende  omme  seeker  te  mogen  weten  off  de  vrije  luijden  dese 
ordre  sullen  hebben  gecontramin*  ofte  eenigh  beestiael  gehandelt 
soo  sullen  deselve  alle  haer  aenteelende  jonge 
Hare  aenteelen  oalven  kalven  ende  schaepen ’t  elckens  als ’t  beestiael 
jongst  hebben  aen  te  brengen.  Item  oocq ’t 
geene  sij  luijden  souden  mogen  goetvinden  te 
slachten  op  de  verbeurte  voor  dato  gesteldt  ende  oock  van  alle  soo- 
danigh vee  als  bij  visite  door  gecommitteerde  altemets  ter  gelege- 
ner  tijts  te  doen  ’t  elckens  meerder  als  aengebracht  sal  bevonden 
worden  bij  haer  te  wesen. 

Sullende  oock  niet  vermogen  eenigh  beestiael  (verstaende  koe- 
beesten,  schapen  ofte  verckens)  aen  malcanderen 
te  vercoopen  als  met  voorgaende  consent  van 
den  Commandeur  ende  Raet  desser  Fortresse 
ende  acte  daervan  te  passeeren  bij  den  secretaris 
van  dien  op  pene  van  nuliteijt  ten  eijnde  alles 
met  goede  ordre  toegaet  endewettehmoge  wesen 
blijvende  voorders  alle  voorige  gestelden  reglumenten  (desen  niet 
oontrarieerende)  in  haere  voile  vigeur  als  oft  in  desen  oock  volcomen 
waren  g’insereert. 

Aldus  gedaen  ende  g’arresteert  in’t  Fort  de 
Goede  Hoope  adij  4®“  Maij  anno  1658  mits 
gaders  gepronunchieert  ende  ter  behoor- 
lijcker  plaetse  g’affigeert  den  5®“  daeraen 
volgende,  ende  was  geteijckent 

Jan  van  Ribbeeck. 

EE 


ende  schapen  aen  te 
brengen. 


Sender  voorgaende 
consent  mogen  sij 
malcanderengeen  coe- 
beesieu,  schapen  ofte 
verckens  vercoopen. 


1€68. 
4en  Maij. 


Vol.  IX. 
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1658. 

20th  May. 


Extract  from  the  Resolutions  of  the  20th  May,  1658. 


The  Masters  having  often  ordered  us  to  get  in  train  the  harder 
and  other  fisheries  for  feeding  the  garrison  and  especially  the 
leturn  ships,  and  the  freemen  having  already,  some  time  ao-o, 
somewhat  contrary  to  the  instructions  left  by  the  Hon.  van  Hoens 
been  permitted  to  fish  freely  and  sell  what  they  have  to  spare  to 
tile  Company  at  reasonable  prices,  and  Mr.  Van  Goens  having 
al  owed  them  only  to  catch  as  much  as  they  required  for  them- 
selves, that  the  raising  of  corn  might  not  be  interfered  with— and 
further  observing  daily  tliat  they  pay  as  great  attention  to  their 
fisheries  as  they  do  to  agriculture,  but  in  such  a way  that  they 
ook  for  their  greatest  profit  from  the  fisheries,  selling  what 
they  catch  at  the  highest  possible  price  to  the  public  and  the  ships 
without  offering  even  one  single  small  fish  to  the  Company,  so 
that  agncMture  is  not  only  neglected  by  many  freemen,  but  this 
residency  is  inconvenienced  in  the  supply  of  fish  and  provisions 


The  Commander  and  Council  bearing  in  mind  the  main  object 
of  the  Directors  to  promote  agriculture,  breed  cattle  and  catch 
harders,  &c.,  continue  to  permit  the  freemen  to  fish  freely  with 
nets,  drag-nets,  &c.  in  the  sea  and  rivers,  but  forbid  them  hence- 
forth to  sell  any  kind  of  fish  whatever  to  the  ships  or  anybody  else, 
excepting  the  Company;  this  order  including  the  Saldana  Bay 
traders  and  the  Company’s  servants. 

Their  surplus  fish  they  shall  bring  to  the  fort  in  order  to  be 
bought  for  or  received  there  for  the  Company  at  50  stivers  per 
100  lbs.,  if  alive,  and  if  dry  at  f2|  the  100  lbs.,  on  pain  of  con- 
fiscation of  the  fish  offered  for  sale  to  any  one  else,  besides  a fine 
of  flO,  as  often  as  this  order  shall  be  found  to  have  been 
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Extract  uijtte  Resolutien  van  ’tFort  de  Goede  Hoope  genomen  op 
Maendag  den  20  '“  Maij  1658, 


Dewijle  onse  Heeren  Meesters  bij  baor  E.d.  successive  brieven 
ons  onder  anderen  oock  wel  ernstigb.  beveelen  in  trijn  te  doen 
brengen  den  harder  en  de  vis  vanghst  tot  spij singe  deses  guarni- 
soen,  werckvolcq  ende  slaven,  als  oocq  om  te 
dienen  voor  derselver  retourschepen  jaerlijcx 
ui]t  India  hier  passerende,  ende  nae  huijs 
vaerende  tot  toespijs,  ende  ten  welcken  insichten  de  vrije  luijden 
alomme  al  eenighsints  tegen  de  gelaten  ordre  van  d’  E.  H*'  Com- 
missaris  van  Goens  door  ons  van  overlangh  sijn  gebenificeert  met 
de  liberteijt  om  soo  veel  vis  te  vangen  als  deseive  eunnen  ofte 
mogen  op  insichte  sijl : haer  overschot  aen  d’  E.  Comp®  ten  fine 
boven  verhaelt  souden  eomen  ten  redelijcke  prijse  aenbieden, 
sehoon  haer  door  wel  gedachte  sijn  E.  voormelt  de  visserije  niet 
verder  was  vrij  gelaten  als  tot  hunne  mesnagie  om  daer  door  in 
den  corenbouw  geen  beleth  te  eauseren.  Ende  wijders  al  niet 
jegenstaende  dagelijcx  voor  oogen  sien  dat  deseive  de  visserije 
niet  alleen  met  alien  ijver  alsoo  veel  als  den  corenbouw  sijn 
waernemende  maer  daeruijt  haere  principaelen  proffijt  en  soecken, 
met  die  onder  ’t  volcq  alhier  en  andere  scheepen  soo  duijr  te  ver- 
coopen  alse  eunnen  sender  noch  cijt  een  eenigh  visjen  aen  d’  E. 
Comp®  gepresenteert  te  hebben,  waerdoor  niet  alleen  de  culture 
bij  veele  vrijel"  versuijmt  maer  oock  dese  residentie  van  sijn  eij gen 
vis  ende  leeftocht  g’incommodeert  ende  gefrustreert  blijft. 


Soo  is ’t  dat  wij  den  Commandeur  ende  Raet  als  boven  ingesien 
d’ ordres  onser  Heeren  Majores  voormelt,  ende  voornamentlijek 
d erselver  principaelen  macxime  wesende  voor  eerst  en  principae- 
1. j ck  de  voortsettinge  der  culture  aenqueeeq  van  beestiael  ende 
harder  ol'te  vis  vanghst,  (ic®,  ten  fine  meer  aengetogen  dat  deseive 
bij  desen  den  vrijel“  voorsz. : tot  nader  ordre  maer  blijven  toe- 
staen  de  vrije  visserije  met  netten,  schackelckes,  ende  anderzints 
in  zee  ende  revieren  overal  maer  dat  sij luijden 
noch  oocq  de  Saldanha  vaerders  veelmin  Comp® 
dienaeren  geenige  versse  gesouten  noch  ge- 
droogde  vis  meer  en  sullen  mogen  aen  de 
schepen  ofi  ijmants  anders  brengen  nochte 
verooopen  anders  als  aen  d’  E.  Comp®  ende  volgens  dien  al ’t  gene 
sij  boven  haer  eij gen  behoeften  overigh  hebben  gehouden  wesen 
te  leveren  aen ’t  tort  omme  aldaer  voor  d’  opgemelte  Comp®  ge- 
cocht  en  ontfangen  te  worden  tegens  5 gl : ’t  lUO  lb®“  gevleckt  en 
levendigh  2J  gl : of  penne  van  confiscatie  der  vis  die  aen  ijmant 
anders  te  coop  sal  gepresenteert  worden  beneffens  een  boete  van 
10  gl : te  verbeuren,  soo  dickwils  dese  ordre  sal  bevonden  worden 
overtreden  te  sijn  alsoo  sulox  alios  verstaen  wort  tot  welstant 

BE  2 


Mits  dezolve  aen  d’ 
E.  Oompe  ende  niet 
aen  sohepen  le  ver- 
coopen. 


1668. 

S'Oen  Maij. 
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1658. 

20th  May. 


1658. 

26th  July. 


1658. 

6 th  Aug. 


contravened,  as  this  is  understood  to  he  for  the  welfare  of  this  place 
and  the  best  service  of  the  Company. 

Tims  done,  &c.,e^o.,  and  extracted  fi’om  the  Resolutions,  &c.,  &c. 

Promulgated  and  affixed  at  the  proper  place  on  the  1st  July. 

(Signed)  Abraham  Gabbema,  Sec. 


Extract  from  the  Resolutions  of  the  Fort  of  Good  Hope  dated 
Friday  the  26th  July,  1658. 

That  the  pigs  may  do  no  damage  in  the  gardens  of  the  Company 
or  private  individuals,  their  owners  shall  always  keep  a triangular 
collar  round  their  necks  (as  already  done  by  the  Company)  so  that 
they  may  not  force  their  way  through  the  hedges,  on  pain  of  12  stivers 
pound  money  for  the  provost  and  compensation  for  the  damage 
done  hy  such  pigs ; provided,  however,  that  every  oue  shall  enclose 
his  garden  so  strongly  that  no  pigs  will  be  able  to  aret  into  it  with 
their  collars. 

Thus  done,  &c.,  and  promulgated  and  affixed  on  the  29th  July 
following. 

(Signed)  Abraham  Gabbema,  Sec. 


The  Commander  and  Council,  &c. 


As  it  is  being  more  and  more  observed,  notwithstanding  our 
oft  repeated  warnings  and  admonitions,  that  some  of  the  free- 
men are  still  treating  their  slaves  as  cruelly  and  tyranically  as 
before,  most  unmercifully  beating  them  with  rods  and  other  whips, 
so  that  they  can  with  difficulty  be  kept  at  home,  as  they  are  always 
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deser  plaetse  ende  ten  meesten  diensten  van  d’  E.  Comp®  te 
behooren. 

Aldus  gedaen  ende  g’extraheert  uijt  de  Resolutie  voorsz. : 
ten  dage  ende  jare  als  boven  mitsgaders  ter  behoor- 
lijcker  plaetsz  : gepronunehieert  en  g’afBgeert  P“°  Julij 
daeraen  volgende  bij  mij  ende  was  geteijckent 

# 

Abraham  Gabbema, 

Secretaris. 


Extract  uijtte  Resolutien  van  ’t  Fort  de  Goede  Hoop  genomen 
op  Vrijdagh  den  26™  Julij  1658. 

Opdat  de  verckens  geen  scbade  in  Comp“  nooh  de  vrijel"  ende 
particuliere  thuijnen  souden  cunnen  doen  sullen  de  eijgenaer  besor- 
gen  deselve  altijt  met  een  driecantigb  heck  (bij  de  Comp®  in  treijn 
gebraght)  om  den  bals  gaen,  ten  eijnde 
desQlve  door  geen  heggens  connen  loopen  op 
verbeurte  van  12®*'"'®  schutgelt  voor  den  geweldi- 
ger  ende  vergoedinge  van  de  schade  bij*  de 
verckens  te  doen,  mits  elck  sijn  thuijnen  dan  oock  sal  hebben  soo 
dicht  en  sterck  te  vlechten  ofte  beperggeren  datter  de  verckens  met 
de  heckens  om  den  hals  niet  sullen  cunnen  uijt  ende 
inloopen. 


De  verokens  met  een 
3 cantigh  hek  om  den 
hals  te  gaen. 


Aldus  gedaen  ende  g’extraheert  uijtte  resolutie  voor- 
schreven  ten  dage,  ende  jaeren  als  boven,  mitsgaders 
ter  behoorlijoker  plaetse  gepronunehieert,  ende  geafld- 
geert  den  29™  d°  daeraen  volgende  bij  mij  en  was  ge- 
teijekent 

Abraham  Gabbema,  Secretaris. 


Den  Commandeur  ende  Raedt  van  Comp®  Fortresse  de  Goede 
Hoope,  ende  verderen  ommeslagh  aan  Cabo  de  boa,  &c‘*  doen 
te  weten 

Alsoo  meer  ende  meer  gemerckt  wort  dat  (niet  jegenstaende 
onse  gedurighe,  ende  menichmael  gedane  vermaningen  en  waer- 
schouwingen)  sommige  van  den  vrijeluijden 
Aengaende  het,  tira-  haer  slaven  noch  al  even  fel  en  tijrannielijck 
tracterende  als  binden,  ende  slaende  de- 
selve seer  onbarmhertighlijck  met  roede,  ende 
andere  geesels  waerdoor  sij  deselve  t’haren  huij  sen  qualijek  cunnen 
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in  consequence  endeavouring  to  run  away,  of  wliieh.  there  have 
been  many  examples,  no  small  trouble  being  caused  the  Company 
in  consequence  in  its  endeavour  to  recapture  and  restore  them  to 
their  owners  : — Therefore,  in  order  to  prevent  this,  everj  one  is  once 
more  in  kindness  warned  to  beware  henceforth  of  chastising  his 
slaves  for  any  fault,  otherwise  than  domestically,  and  by  no  means, 
as  above  said,  to  bind  them  or  beat  them  any  more  with  rods  and 
whips.  But  should  they  have  committed  grave  offences  they  shall 
be  reported  to  the  Officer  of  Justfce,  that  they  may  be  proceeded 
against  in  accordance  with  the  ordinances  and  statutes  of  India. 

For  this  purpose  the  said  freemen  and  all  others,  whoever  they 
may  be,  are  expressly  ordered  to  do  away  with  their  scourging 
rods  (some  consisting  of  split  cane  and  others  of  ropes  with  knobs 
at  the  ends),  on  pain  of  being  fined  6 reals,  should  after  the 
promulgation  of  this  warning  any  be  found  in  any  one’s  house  by 
the  Fiscal. 

Done,  &c.,  this  6th  day  of  August,  1658. 

(Signed)  Johan  van  Biebeeck. 


The  Commander  and  Council,  &c. 

As  it  is  presumed  that  the  freemen  are  secretly  selling  to  the 
men  of  the  passing  ships,  or  keeping  back  the  ivory,  rhinoceros 
horns  and  ostrich  feathers,  which  are  only  obtainable  in  scanty 
quantities,  and  the  same  freemen  were  permitted  to  barter  in  the 
hope  that  a larger  quantity  might  thus  be'  obtained,  everything 
being  sold  to  the  Company  only,  for  four  times  the  amount  paid 
for  it;  it  has  been  decided,  in  order  to  prevent  such  irregularities, 
expressly  to  forbid  the  barter  in  every  direction,  that  is  as  regards 
the  ivory,  rhinoceros  horns, ' ostricih  feathers  and  whatever  may 
further  be  of  value  to  the  Company,  directly  or  indirectly,  and 
under  whatever  pretext  it  may  take  place  ; but  should  anything  of 
this  nature  be  brought  to  their  houses  by  the  Hottentoos,  they 
shall  be  bound  to  send  it  to  the  Fort  in  order  to  be  obtained  there 
for  the  Company  on  pain  of  20  reals  of  eight  as  often  as  any  one 
may  have  offended,  the  fine  to  be  applied  as  usual.  But  as 
regards  such  trifles  as  tortoises,  ostrich  egg  shells,  milk  and  such 
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houd(  , laer  altijt  van  haer  soecken  aff  te  loopen  gelijck  daer 
van  riieede  excmpelen  sijn  gebleecken  t’weloke  d’  B.  Oomp° 
telckens  geen  cleijne  moeijte  is  aenbrengende  omme  die  baer  we- 
derom  te  bescbicken  soo  ist,  dat  omme  sulcx  voor  te  comen  een 
ij gelijck  bij  desen  nocbmael  in  ’t  minne  gewaerschout  wort  sigb 
voortaen  to  wachten  van  hunne  slaven  over  eenige  faulten  anders 
als  domestioquel : te  castijden,  en  geensinfs  desselve  gelijck  boven 
te  binden  of  met  eenige  roede,  ende  geesels  meer  te  slaen ; maer 
swaere  delicten  begaen  bebbende  de  justitie  albier  aen  te  geven 
omme  daerinne  na  de  welgestelde  ordonnantie,  ende  statuten  van 
India  te  bandelen  als  bevoiiden  sal  worden  te  beboorsn. 

ordende  ten  dien  eijnde  de  gemelte  vrijel",  ende  oock  alien 
anderen,  wie  bet  sonde  mogen  wesen  voor n amen tlijek  wel  expres- 
selijck  mede  gelast  baere  geesels  (sommige  van  gespcuwen 
rottangen,  ende  ander  van  touwe  met  cnoppen  aen  de  eijnde 
gemaeckt)  wegb  te  doen  op  peune  van  6 realen  boeten  daersse  na 
de  affcundige  deses  door  den  fiscns  in  ijmants  buijs  sullen  be- 
vonden  worden. 

Actum  iu’t  Fort  de  Goede  Hoope,  Adij.  6™  August! j» 
A“  1658. 

Was  geteijckent, 

Jan  van  Rieberck. 


Den  Commandeur  ende  Raedt,  &c.“ 


Alsoo  gepresumeert  wordt  dat  de  vrijel"  de  ollpbants  tanden, 
renosters,  ende  struijs  veeren  (bier  weijnicb  genoecb  vallende), 
ende  dierbalven  op  boope  van  aen  grootere  quantite  te  geraecken 
baer  voor  deesen  toegestaen  te  ruijlen  onder  die  conditie  om 
deselve  aen  niemant  anders  als  d ’E.  Comp®  te  leveren  voor  wel  4 
mael  soo  veel  alsse  baer  costen.  Evenwel  onder  den  duijn  aen ’t 
volcq  van  d’  aencomende  scbepen,  ende  andere  vercoopen,  ende 
aebter  de  bant  bouden,  soo  is ’t  dat  wij  tot  voorcominge  van  sulcx 
de  vrijel"  bij  desen  alomme  de  rnijlingbe 
voorsz ; wel  expresselijck  interdiceren,  ende 
verbieden,  verstaende  soo  veel  aengaet  d’ 
objphants  tanden,  regnosters  boorens,  struijs 
veeren,  ende  wes  meer  d’  E.  Comp®  dienstigb 
mocbte  sijn,  direct elijck  oft  indirectelijok,  ende  onder  wat  pre- 
tocxt  bet  oock  mocbte  wesen,  maer  ijts  van  dien  t’  baeren  buijsen 
door  de  Hottentoos  gebracbt  wordende,  sullen  gebouden  wesen 
t’selve  na ’t  Fort  te  stuijren  om  aldaer  voor  d’  E.  Comp®  bemacb- 
tigbt  te  worden  op  peune  van  20  realen  van  8®"  soo  dickmaelen 
ijmant  bier  tegen  sal  bebben  gepexeert,  ’t  appliceren  naer  uso ; 
docb  wegen  andere  oleijnicbeden  als  scbildtpadjes,  struijseij 


Interdictie  van  eli- 
pLants  tanden,  rhe- 
noosterhoorns,  en 
struijsveeren. 
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things,  these  are  not  included  so  long  as  our  masters  in  the 
Fatherland  do  not  ordain  otherwise. 


Thus  done,  &c.,  the  4th  September,  1668. 


(Signed)  Johan  van  Riebeeck. 


The  Commander  and  Council,  &c. 

As  cattle  barter  with  the  natives  has  been  forbidden  on  the 
4th  May  last  by  order  of  the  Masters,  and  as  notwithstanding 
some  are  still  attempting  to  carry  it  on  secretly,  and  what  is 
even  much  worse,  accept  sick  and  scabby  sheep  which  have  been 
refused  by  the  Company  and  cannot  be  taken  back  alive  to  their 
homes  by  the  Hottentoos,  who  manage  to  get  rid  of  them  at  the 
homesteads  of  the  freemen  for  more  than  ten  times  the  value  of 
the  best  and  healthiest  sheep,  to  the  great  injury  and  hindrance 
of  the  Company — the  freemen  are  once  more  warned  to  refrain 
from  it,  and  especially  from  bartering  slaughtered  animals, 
directly  or  indirectly,  and  under  no  pretext  whatever,  on  pain  of 
a fine  of  6 reals  of  eight  for  each  ofPence. 

Thus  done,  &c.,  on  the  13th  September,  1658,  and  promul- 
gated on  the  15th  following. 


(Signed)  Johan  van  Eiebeeck. 


The  Commander  and  Council,  &c. 

As  it  has  been  seen  that  the  i^igs  sold  to  the  freemen  and 
others  to  be  maintained  by  tliem  without  costs  to  the  Company, 
have  very  mucli  increased,  and  as  it  has  been  found  impracticable 
to  let  all,  both  young  and  old,  go  about  with  triangular  collars,  as 
ordered  on  26th  July  last,  some  having  in  consequence  been 
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doppen,  melok,  ende  diergelijcke  daer  onder  niet  begreepen,  soo 
lange  bet  onse  heeren  meesters  uijt  ’ Yaderlant  niet  anders  comen 
te  ordonneeren. 

Aldus  gedaen,  ende  g’arresteert  in ’t  Fort  de  Goede  Hoop 
den  4^'"  September  Anno  1658,  mitsgaders  gepronun- 

cheerten:  g’affigeert  den daeraen  volgende. 

Was  geteijckent, 

Jan  van  Riebeeck. 


Den  Commandeur  ende  Raet,  &c. 

Alsoo  de  vrijeF  den  veehandel  met  dese  lants  inwoonders  op 
den  4*"*  Maij  verleden  door  ordre  van  d’  Ed'®  Heeren  Meesters 
uijt  ’t  "Vaderlant  bij  placcaat  is  verboden  des  nietjegenstaende 
sommige  onder  den  duijm  deselve  nocb  al  soecken  te  drijven, 
Nader  verbot  van  nooh  erger  zij  selffs  siecken  ende 

veehandel  dat  sreen  Bcborffde  schapen  ruijlen  welcke  bij  d’  E. 

schurfde  ende  wecke  Comp®  niet  aenffcnomen  maer  terugh  geson- 
Bchapen  die  de  Comp'“  j ^ j S j jTTj.i.  i -i. 

refuecert  te  ruijlen  worden  ende  door  de  idottentoos  met 

van  de  Hottentosen  cunnende  levendigb  weder  t’  buijs  brengen 
niogen  handelen.  ^en  den  vrijl"  huijsen  weten  quijt  te  worden 
voor  wel  10  mael  soo  veel  als  de  beste  ende  gesontste  sohaepen  waer- 
dig  sijn  tot  groote  scbade  en  binder  in  Comp®  handel  voorsz.  soo  is 
’t  dat  de  vrije  borgers  bij  desen  nocb  mael  worden  gewaerscbout 
bun  daer  van  te  ontbouden,  ende  voornamelijck  van  geslacbt 
vee  te  ruijlen  directel  : ofte  indirectelijck  ende  onder  wat  pretecxt 
bet  soude  mogen  weesen  op  peune  van  6 realen  van  8®“  te  ver- 
beuren  soo  dikwils  ijmant  sal  bevonden  worden  biertegen  gedaen 
te  bebben. 

Aldus  gedaen  ende  g’arresteert  in ’t  Fort  de  Goede  Hoop 
den  13®°  Septembe’  A°.  1658,  mitsgaders  gepronunebieert 
ende  ter  beboorlijcke  (plaetse)  g’affigeert  den  15®°  daer 
aen  volgende,  ende  was  geteijckent, 

Jan  van  Riebeeck. 


Den  Commandeur  ende  Raet,  &c°. 

Gesien  dat  sedert  de  verckens  alte  mael  aen  vrijeluijden  ende 
particulieren  sijn  uijtgegeven  ende  vercocbt  om  bij  baer  buijten 
Comp®  costen  aengefoekt  te  worden  &e“  seer 
Placcaat  van  wegen  bebben  beginnen  te  vermenigbvuldigen,  mits- 
verckene*”*^^  gaders  oook  gemerckt  om  mogbelijk  te  wesen 

alle  deselve  jongb  ende  out  conform  onse 
beraemde  order  van  den  26®°  Julij  pass® : met  beckens  om  den 
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killed,  to  the  loss  of  their  owners  and  the  retardation  of  the 
increase,  and  as  great  trouble  has  also  been  caused  to  the  swine 
herds  and  no  little  expense  caused  by  the  payment  of  pound  fees 
as  decreed  in  onr  aforesaid  ordinance ; — 


And  as  it  is  further  observed  that  some  find  it  too  much  trouble, 
in  accordance  with  our  orders,  to  enclose  their  gardens  with  a 
strong  close  hedge,  and  so  have  not  been  able  to  keep  their  own 
pigs  out  of  their  gardens,  so  that,  in  order  to  get  rid  of  the  trouble 
they  have  sold  their  jiigs  to  others,  after  they  had  previously  been 
privileged  to  select  the  very  best  from  the  troop,  and  as  they  now 
boldly  dare  to  say  (even  to  the  Commander  himself)  now  that  they 
have  sold  their  pigs,  that  should  they  find  pigs  of  others  in  their 
open  gardens  or  the  neighbourhood  they  would  break  their  legs 
and  kill  them,  to  the  hindrance  of  such  a necessary  increase,  so 
much  commended  to  us  by  our  Principals,  besides  agriculture  ai^d 
the  breeding  of  cattle,  and  who  are  under  the  impression  that 
hitherto  we  have  not  displayed  the  right  zeal : — 


Therefore,  in  accordance  with  the  express  orders  of  our  Masters, 
in  order  not  to  check  the  progress  of  the  same,  but  as  much  as 
possible  to  advance  it,  as  well  as  to  encourage  the  owners  of  pigs 
to  keep  them  for  their  most  indispensable  propagation,  we  have, 
contrary  to  our  previous  resolution,  decided  to  absolve  them  from 
the  aforesaid  gate  and  pound  money,  and  to  order  those  who 
have  gardens  and  desire  to  keep  them,  that  in  order  to  keep 
the  pigs  out  of  them  they  shall  enclose  their  gardens  so  securely 
that  no  pigs  will  be  able  to  break  into  them.  The  inspection 
shall  be  entrusted  to  the  Fiscal  and  the  Country  bailiff,  who 
shall  see  that  the  hedges  have  been  made  strong  and  close, 
t-  Those  who  deem  this  too  much  trouble  will  have  patiently  to 
submit  to  the  loss  which  they  will  suffer  in  consequence,  as  it 
is  not  possible  to  attend  to  such  a large  herd  of  pigs  so  closely 
that  some  will  not  wander  away  or  run  towards  the  open  gardens ; 
hence  if  anyone  should  dare  to  do  such  animals  the  least  harm, 
he  shall,  besides  suffering  corporal  punishment,  forfeit  flOO 
for  each  pig  whether  big  or  small,  that  may  have  been  hurt  or 
killed. 
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hals  te  laten  loopen  vermits  tot  schaede  als  is  gebleecken  eenige 
daer  door  tot  verachtinge  van  den  aenteelt  wederom  sijn  om  den 
hals  geraeckt,  behalven  dat  sulcx  den  vercken  bonders  oock 
groote  moeijten  is  veroorsaeckende  ende  voornamentl  : geen 
cleijne  oneosten  in  ’t  betaelen  van  ’t  sobutgelt  conform  onse 
resol utie  in  dato  voorsz.  daerop  gestelt. 

Item  oock  gesien  dat  bet  sommige  te  veel  moeijten  is  om  nae 
d’ordre  in  d"  resolutie  vervatb  baere  tbuijnen  met  goede  stercke 
dichte  heggens  te  bebeijnen  ende  selffs  baere  verckens  uijt  bun 
eijgen  open  tbuijnen  niet  bebbende  cunnen  bouden  deselve 
daeromme  als  oock  om  van  die  moeijten  ontslagen  te  sijn  aen 
anderen  weder  bebben  vercoght  nadat  se  al  vooren  geprevigileert 
sijn  geweest  de  eerste  ende  beste  uijt  al  den  boop  uijt  te  kiessen 
ende  v/elcke  luijden  nocb  wel  stoutelijck  durven  (tegen  den  Com- 
mandeur  selffs)  seggen,  nu  se  baere  verckens  bebben  vercocbt 
andere  baere  verckens  in  bun  open  tbuijnen  ofte  daeromtrent 
vindende  de  beenen  aen  stucken  ende  doot  willen  slaen,  tot 
bindernissen  van  soo  noodigen  aenfocq,  die  de  beeren  onse 
principaelen  beneffens  den  corenbouw  &c“.  ander  bestiael  ons 
successive  soo  hoogh  aenbeveelen  jae  wel  meenen  bij  ons  daerin- 
nen  den  recbten  ijver  ofte  beleijt  tot  dato  nocb  niet  en  is 
aangewendt,  &c“. 

Soo  is  dat  wij  conform  de  expresse  last  onser  Heeren  Meesters 
voorsz  : den  voortganck  van  dien  emmers  niet  te  stutten  maer 
zoo  veel  mogelijck  te  doen  toenemen  als  oock  om  de  bonders 
der  verckens  tot  bet  aenbouden  ende  den  boogb  noodigen  aen- 
teelt te  meer  te  animeeren,  contrarie  onse  resolutie  voorsz  : goet 
gevonden  bebben  deselve  van  voors  : beckens  en  sobultgelt  te 
ontslaen,  ende  oock  die  tbuijnen  bebben  ende  bouden  willen 
om  de  verckens  daer  uijt  te  doen  blijven  te  gebieden  dat  se  baere 
tbuijnen  soo  vast  sullen  bebben  te  ompaggeren  ofte  bebeijningen 
datter  geen  verckens  mogel  : sij  deur  te  comen,  ende  waervau 
de  scbouw  sal  staen  aen  den  fiscus  ende  landtscbouwt  om  te 
sien  oft  de  beijningen  wel  soo  sterck  en  dicbt  sullen  wesen 

gemaecqt  die  sigh  van  sulcx  te  veel  moeijten  laeten  wesen  sullen 

moeten  gedulden  ende  baer  bebben  te  getroos- 
ten  dese  scbade  welcke  sij  door  eijgen  naela- 
tingbeijt  daer  bij  sullen  comen  te  lijden,  ver- 
mits bet  niet  mogelijck  is  soo  groote  cudde 
verckens  soo  nauw  te  bewaeren  datter  niet 
eenige  ter  zijden  oft  na  de  open  tbuijnen 

souden  cunnen  comen  te  loopen  boedanigbe 

nocbte  oock  andere  verckens  ecbter  ijmandt 
sig  sal  vervorderen  daeromme  eenigh  ’t  minste  leet  te  doen  op 
lij ff straff e ende  verbeurte  van  bondert  guldens  voor  ijder  vercken 
t’  zij  groot  ofte  eleijn  dat  dienshalven  eenigb  leedt  gedaen  ofte 
doot  geslaegen  sal  bevonden  worden  : Hits  oock  de  bonders  van 


De  verckens  worden 
van  debeoken  ontsla- 
gen mits  dat  ijder  die 
van  haer  schaede  be- 
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thnijnen  mag  verse- 
keien  geene  doot  te 
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The  owners  of  pigs,  however,  shall  he  hound  to  keep  a slave 
or  Dutch  hoy  to  take-  charge  of  them,  however  small  their 
number  may  be,  and  in  driving  them  in  and  out,  he  shall  do  his 
best  to  keep  them  away  as  much  as  possible  from  the  gardens, 
and  prevent  them  from  breaking  out  during  the  night.  But 
should  this  accidentally  occur  no  one  shall  do  the  least  harm  to 
any  such  pigs  that  may  have  escaped  during  the  night  and 
entered  any  garden,  but  he  shall  detain  them  until  the  next  day 
and  bring  them  to  the  Fiscal,  who  shall  investigate  the  case, 
and  proceed  according  to  circumstances,  as  it  is  understood  that 
those  who  do  not  desire  to  suffer  loss  from  pigs  shall  have  to 
enclose  their  gardens  properly,  as  the  Company  has  been  obliged 
to  do. 

Every  one  is  therefore  warned  that  in  this  matter,  as  regards 
the  fines  and  punishments  decreed,  there  will  be  no  dissimulation 
whatever,  as  we  deem  this  course  to  be  in  the  interest  of  the 
Company  and  the  public,  and  therefore  highly  necessary. 

And  that  no  one  may  plead  ignorance  of  this  ordinance,  it  has 
been  aflQxed  everywhere  at  the  proper  places  and  published 
throughout  the  whole  settlement. 

Thus  done  and  decreed  in  the  Fort  the  Good  Hope  on  the  31st 
September  and  promulgated  on  the  1st  October  following. 


(Signed)  Johan  van  Eiebeeck. 


The  Commander  and  Council,  (§rc. 

As  it  has  been  observed  that  the  forests  not  yet  given  out,  but 
only  provisionally  opened,  that  every  one  may  take  from  them 
what  he  requires,  are  most  improperly  damaged,  and  much  good 
wood  is  unnecessarily  and  indiscriminately  cut  down,  being  left  to 
rot,  to  the  great  loss  of  the  growing  Colony  here,  we  have  decided 
— as  the  present  first  established  freemen  are  already  provided 
with  fine  homesteads,  barns  and  stables,  &c. — that  in  consideration 
of  the  necessity  of  economizing  the  timber  for  such  freemen  as 
may  come  hereafter,  iind  of  the  ftict  that  at  present  two  free 
sawyers  have  entered  on  freedom  for  15  yeais,  who  have  each 
received  a piece  of  forest  from  which  to  supply  everyone  w'ith 
planks  and  all  kinds  of  timber,  and  moreover  have  at  their  own 
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verckons  sullen  gehouden  wesen  elck  over  sijne  cudde  hoe  eleijn 
die  is  een  slaelf  ofte  duijtsche  jongen  te  houden  ten  eijnde 
deselve  int  uijt  ende  indrijven  met  alle  mogel : vlijt  van  open 
thuijnen  soo  veel  doenlijck  aff gehouden  werden  ende  oock ’s  nachts 
niet  comen  uijt  te  breeoken  sender  dat  nochtans  sulcx  niet  willens 
geschieden  echter  evenwel  ijemant  sal  vermogen 
Een  knecht  off  slaafE  eenighe  soodanigen  bij  naeht  uijtgebrockens 
hou^den*^*  verckens  te  gp  <jg  thuijnen  comende  t’ 

minste  leedt  te  doen  maer  die  ophouden  tot ’s 
anderen  daghs,  ende  alsdan  bij  den  fiscaal  brengen  om  sigh  op  de 
saeck  te  informeren  ende  daerinne  te  procederen  als  bevonden  zal 
worden  te  behooren,  alsoo  verstaen  wort  die  geen  schade  van 
verckens  lijden  wil,  sijn  thuijnen  als  voorseijt  sal  moeten  dicht 
maecken,  gel ; d’  E.  Comp®  wel  heeft  moeten  doen,  mitsgaders 
oock  ijeders  een  gewaerschouwt  dat  in  dese  gestelde  boeten  ende 
straffe  t’  minste  en  sal  werden  gedissimuleert,  vermits  wij  sulcx 
ten  dienste  van  d’  E.  Comp®  en  voor  ’t  gemeene  besten  alhier  op 
t’  hooghste  noodigh  vinden  te  behooren. 

Ende  opdat  sigh  niemant  op  oncunde  en  hebbe  te  beroepen,  soo 
is  desen  ter  behoorlijoker  plaetsen  alomme  door  ’t  lant  gepubli- 
ceert  ende  g’affigeert. 

Aldus  gedaen  ende  g’arresteert  in ’t  Fort  de  Goede  Hoop  ultimo 
Septemb''  A®  1658,  mitsgaders  gepronunohieert  ende  g’affigeert 
den  eersten  October  daeraen  Volgende. 


Was  geteijokent. 


Jan  van  Eiebeeck. 


Den  Commandeur  ende  Raet  &c’', 

Alsoo  gemerckt  wort  dat  de  boschgagien  welcke  nooh  niet 
uijtgegeven  maer  provisionelijck  toegestaen  sijn,  elck  sijn 
gerieff  uijt  te  haelen  seer  onordentelijck  worden  geschent 
ende  veel  goet  hout  noodeloos,  sender  fatsoen  omgevelc  blijSt 
leggen  vergaen  tot  groot  nadeel  van  dese  aengroeij  ende 
Colonie  alhier  soo  is  't  dewijle  de  jegenwoordige  eerste  vrije 
lieden  al  met  fraeije  gelegentheden  van  huijsingen,  schuijren 
ende  statten  &c*sijn  version,  dat  wij  insiende  de  nootsaeckelijck- 
heijt  van  het  timmerhoudt  voor  vrije  lieden  die  oock  na  desen 
staen  te  comen,  alsmeede  dat  sich  jegenwoordigh  twee  vrije  hout 
zagers  voor  15  jaeren  in  vrijdom  heb.ben  begeven,  ende  aen  deselve 
elck  een  stuck  bosch  is  uijtgedeelt  omme  daeruijt  een  ijegelijck  met 
planoken  ende  aller  handen  timmerhoudt  te  version  ende  op ’t 
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cost  engaged  the  services  of  various  Dutch  carpenters,  wagon- 
makers  and  sawyers,  as  well  as  slaves,  henceforth  to  forbid  all  and 
everyone,  Company’s  servants  a.s  well  as  freemen,  access  to  and 
use  of  the  aforesaid  forests,  and  to  ordain  that  those  who  may 
require  any  timber  or  any  other  kind  of  wood,  spars,  lathes,  &c., 
shall  be  bound  to  obtain  and  buy  them  at  a reasonable  price  from 
the  free  sawyers,  who  have  become  free  on  the  strength  of  the 
same,  and  accordingly  been  granted  each  a portion  of  forest : — 


And  as  it  has  also  been  observed  that  some,  without  distinction 
of  places,  fetch  a lot  of  wood  for  fuel  and  drag  away  more  than  is 
required  for  their  own  use  ; yea,  even  selling  it  at  the  most 
excessive  prices  to  the  English  and  the  brickmakers,  so  that  their 
oxen,  given  them  for  agricultural  purposes,  are  considerably 
fatigued,  without  any  one  showing  any  gratitude  to  the  Company 
(which  owns  them)  : — It  is  decided  that  for  every  wagon  of  fuel 
conveyed  by  anyone  from  beyond  the  boundaries  of  his  property, 
for  brickmakers  or  others,  there  shall  be  paid  as  a recognition 
and  tax  to  the  Company  the  sum  of  ten  stivers,  until  free- 
men shall  offer  themselves  to  lease  or  hire  the  fuel  forests 
from  the  Company.  But  what  a person  has  on  his  own  land 
he  may  freely  fetch,  burn,  or  sell  to  others,  including  branches 
for  peas  and  beans  which  may  also  be  freely  fetched  until 
further  orders  out  of  the  lower  cripple  and  down  bushes, 
as  much  as  he  may  require  for  fuel  for  his  own  use ; provided, 
however,  that  everyone  shall  beware  of  cutting  the  least  twig  from 
the  in  as  well  as  the  outside  of  the  Company’s  forest  stretching 
along  the  “Bos  Biviei’”  downwards  to  the  Liesbeeck  River  inclusive, 
as  it  is  naturally  covered  with  close  underwood  serving  as  a perfect 
wooden  fence  for  the  cattle,  &g.,'  which  at  one  time  or  another  the 
Hottentoos  may  again  attempt  to  steal  from  us. 

Nor  shall  any  of  the  downs’  or  small  bushes  be  burnt  by  the 
lime  burners  or  brickmakers  in  their  ovens,  lest  they  be  ^ too 
speedily  destroyed  and  the  agncultunsts  find  none  left  for  plaiting 
the  walls  of  their  houses. 


And  that  this  may  be  well  obser  ved,  and  no  fraud  be  committed 
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welcke  sijl : t’  haren  lastea  versoheijde  duijtse  dienaers  als  Tim- 
merluijden,  Wagenmaeckers,  Houtzagers  ende  slaven  sijn 
houdende,  hebben  goet  gevonden  ende  geresol- 
Verbot  om  in  Oomps  yeert  alle  ende  een  ijegelijck  sowel  Comp* 
dienaers  als  vrije  lieden  den  toegancq  ende  bet, 
gebrmjck  van  de  meergemelte  bossebagies 
voortaen  te  inhiberen  ende  verbieden  gelijck  bun  ’t  selve  g’inbi- 
beert  ende  verbooden  wordt  bij  desen,  ende  dat  den  genen  die 
eenigb  timmer  ofte  ander  bout,  item  oock  sparen  laten  en  wes 
meer  daeraen  dependerende,  nodigb  beefft  sulex  ten  redelijcke 
prijse  sullen  gebouden  wesen  te  baelen  ende  coopen  van  de  vrije 
boutzagers  voorsz : welck  daerop  vrij  geworden  ende  elck  een 
stuck  bos  ten  eijnde  voorsz:  verleent  zijn. 


d’Vrijlieien  mogen 
geen  Qrandhoudt  uan 
steenbaokers  off  an- 
dere  natien  sonder 
kenmase  veroopen. 


Ende  nademael  mede  gesien  wordt  dat  sommige  sonder  aensien 
van  plaetse  veele  boudt  tot  brantboudt  balen,  ende  wegb  slepen 
meer  als  voor  bun  eijgen  buijshoudingb  jae  ! sulex  oock  wel  ten 
duijrsten  weten  aen  Engelse  ende  steen backers 
&o^te  vercoopen  waerdoor  oock  baerluijden  trek 
osson  tot  den  lantbouw  gegeven  vrij  worden 
afgemat  sonder  dat  ijemant  ijets  d’  E.  Comp“ 
(die  ’t  eijgen  is)  toe  erkentenisse  te  wil  weet, 
800  is  mede  goetgevonden  dat  voor  ijeders 
wagen  brantbout  die  ijmaut  buijten  sijn  lant  voor  steenbackers 
oft  andere  haelt  tot  erkentenisse  ende  gereebrigbeijt  aen  d'  E. 
Comp*'  voortaen  sal  betaelt  worden  10  stuijvers  ter  tijt  toe  baer 
vrije  luijden  sullen  openbaren  die  genegentbeijt  bebben  de  brant- 
bout bossen  van  d’  E.  Comp“  te  paebten  ofte  buijren,  docb ’t  gene 
elck  op  sijn  eijgen  lant  beeft  sal  bij  selffs  vrij  mogen  balen,  bran- 
den,  ende  aen  anderen  mogen  vercopen  ende  tacken  tot  erten  oft 
bonnen  sullen  tot  nader  gelegentheij  t oock  nocb  mogen  vrij 
gebaelt  worden  uijt  de  benedeu  creupel  ende  duijn  bosjens  als 
mede  elck  soo  veel  tiij  tot  eijgen  iiert  brandt  nodigb  heeft,  exeepte 
dat  sigb  ijeder  een  wie  bet  oock  is,  sal  bebben  te  waobten  ’tminste 
tackjen  soo  wel  aen  de  binnen  als  buijten  cant  te  cappen  van ’t 
boudt  dat  boven  aen  Comp'  bos  langs  d°  bos 
Geeahoudtaenbosri-  j,j^y£gj,  £g  streckende  tot  beneden  aen  de  Riviere 

vier  te  mogen  hacken.  , i,. 

Eiesbeecq  inpiuijs,  alsoo  betzeive  van  natuijre 
wege  is  aligesien  te  wesen  bewassen  tot  een  formele  stuttinge  ende 
diePte  besluij  tinge  van  aller  bande  boudt  voor  beestiael  (fec^  ’t  welck 
om  bij  tijt  ofite  wijle  door  de  Hottentos  soude  mogen  onderstaen 
worden  weder ’t  ontroven,  soo  en  sullen  oock  van  eenige  duijn  oft 
cleijne  bosies  clack  (?  calck)  nocb  steenbackers  tot  baere  ovens  ijets 
mogen  verstocken  opdat  sulex  niet  al  te  vroegb  t’  eenemael  ver^ 
nieit  ende  de  lantbouwers  verlegen  gemaeckt  worden  de  wanden 
van  baere  buijsingen  te  vleobten. 

Ende  opdat  dit  wel  geobserveert  mogbt  worden  ende  bierinne 
genige  simulatie  ofte  fraude  comen  te  gesobieden,  soo  beeft  den 
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the  lance  corporal  at  the  Company’s  “ Schuyr,”  as  well  as  the 
Fiscus  and  Provost  have  heen  ordered  to  attend  to  its  maintenanee 
in  every  direction,  and  take  proceedings  against  all  offenders. 
All  timber  and  fuel  taken  from  other  forests  than  the  aforesaid,  and 
not  properly  conveyed  to  be  confiscated  with  a fine  of  three  reals 
each  time — 5 pro  fisco,  for  the  poor  and  the  rest  for  the  seizer, 
as  it  is  understood  that  this  course  is  in  the  best  interests  of  the 
Company  and  highly  necessary  for  the  beginning  colonists  and 
the  general  public. 

And  that  no  one  may  plead  ignorance,  the  above  has  heen 
affixed  in  the  form  of  a Placcaat  at  the  proper  places  in  the 
settlement. 

Thus  done,  &c.,  on  the  2nd  October,  1658,  and  promulgated  the 
following  day. 

(Signed)  Johan  van  Eiebeeck. 


The  Commander  and  Council,  &c. 

As  it  often  happens  that  various  articles  are  washed  on  shore 
from  the  Company’s  vessels,  such  as  planks,  spai’s,  oars,  boat 
hooks,  handspikes,  windlass  spokes,  empty  casks,  staves  and  cases, 
some  of  which  are  still  very  good  and  fit  for  use,  and  as  it  has 
been  observed  that  without  permission  the  freemen  at  their  own 
free  will  carry  off  everything ; which  independent  of  the  rights  of 
the  beach,  are  the  Company’s  own  property,  every  one  is  hereby 
warned  at  once  to  report  what  he  may  have  found  to  the  Fisc  us 
as  soon  as  the  latter  appears  at  his  house,  and  within  24  hours 
deliver  the  articles  at  the  Fort,  in  order  to  be  received  there  on 
behalf  of  the  Company,  that  every  one  may  be  paid  for  his  trouble, 
or  the  articles  returned  to  the  freemen  should  the  Company  not 
require  them. 


This,  however,  does  not  forbid  the  securing  of  washed  up  goods, 
but  on  the  contrary  everyone  is  by  this  permitted  to  do  so, 
provided  that  he  shall,  no  matter  how  trifling  it  may  be,  or 
wherever  it  may  have  been  found,  bring  it  first  to  the  Fort  or  to 
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lantspass : aen  Comp*  eorenschuijr  soo  wel  als  den  fiscns  ende 
geweldiger  last  daer  op  aen  alle  ordre  {?  oorden)  te  letten  ende  die 
in  desen  overtredigh  bevonden  worden  te  beslaen  ten  behoeve  van 
d’  Comp‘‘  in  de  verbeurte  van  bet  timmerboudt  ende  brandhoudt 
voorsz  : dat  uijt  andre  bossen  als  voorsz : gebaelt  ende  niet  na 
behooren  aengebracbt  wort  nevens  eene  geltsboete  van  3 realen 
telcke  reijsen  ^ pro  fisco  ^ voor  den  armen  en  de  rest  voor  den 
beslager  alsoo  verstaen  wort  sulcx  ten  meesten  diensten  aen  d’  E. 
Comp^  ende  ten  besten  van  beginnen  : Coloniers  voor ’t  gemeen 
alhier  soodanigh  boogb  nodigb  te  vereijscben. 

Ende  opdat  sigh  niemant  op  oncunde  sonde  hebben  te  ver- 
schonen  soo  is  desen  bij  forme  van  Plaeccatte  ter  behoorl : plaetse 
afgelesen  ende  in ’t  lant  aengeplackt. 

Aldus  gedaen  ende  g’arresteert  in’t  fort  de  Goede  Hoope,  2 
October  A°  1658,  mitsgrs  : gepronunchieert  ende  g’affig‘ 
den  D°  daeraen  volgende. 

Was  geteijkent, 

Jan  van  Eiebeeck. 


Den  Commandeur  ende  Raet,  &c'. 

Dewijle  bet  veeltijts  gebeurt  dat  er  van  Comp*  scbepen  ver- 
scbeijde  goederen  bier  comen  tegen  de  strant  te  drijven  als 
plancken,  sparren,  riemen,  baecx,  wintboomen,  bantspaecken, 
ledige  vaeten,  scboven,  cassen  t’  welck  sommigb  nocb  al  heel  goet 
en  bequaem  is  te  veroirbaren,  ende  dat  gemerekt  wordt  sulcx 
alles  door  vrijel“  sonder  consent  op  baer  eijgen  houtjen  maer  wort 
wegb  gesleept,  daar  noobtbans  boven  de  gerechtigbeijt  der 
stranden  t’selve  Comps*  eijgen  goet  is,  soo  wort  een  ijegelijok  bij 
, desen  gewaerscbouwt  alle  bet  gene  ijemandt 

van^eTaigegolderen!*  soodanigh  oft  elders  gevonden  beeft  op  de  ver- 
scbijninge  van  den  fiscus  aen  hunne  buij  singe 
sulcx  datelijck  te  vertbonen  ende  binnen  24  uijren  aen’t  fort  te 
brengen  om  aldaer  van  Comp*  wegen  t’  ontfangen  ende  elke  voor 
sijn  moeijten  betaelt  ofte  sulcx  aen  de  A'rijel"  wederom  gegeven 
te  worden  als  ’t  bij  de  E.  Comp*'  sal  cunnen  en  willen  worden 
gemist. 

Sonder  dat  daerom  verboden  zij  ’t  gestrande  te  mogen  bergen 
maer  wort  sulcx  ijder  een  bij  desen  toegelaten,  onder  reserve 
ende  mits  nochtans  gebouden  sijnde  t’  selve  hoe  geringb  bet  oock 
is,  ende  waer  bet  gevonden  wort  eerst  te  sullen  moeten  brengen 
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the  Redoubt  “ Duynhoop  ” at  the  Salt  River  in  order  to  be  vieived 
there  by  Commissioners  in  the  presence  of  the  Fiseus,  that  it 
may  he  decided  what  the  Company  can  or  cannot  spare,  and  the 
burghers  may  be  properly  and  to  their  satisfaction  rewarded,  on 
pain  of  a 10  reals  fine,  to  be  forfeited  for  each  offence ; the  money 
to  be  applied  as  usual,  as  this  is  deemed  to  be  in  the  interest  of 
the  Company,  and  for  the  maintenance  of  her  sovereign  rights. 

Thus  done,  &c.,  on  the  7th  October,  1658,  and  promulgated  on 
the  same  day. 

(Signed)  Johan  van  Riebeeck 


The  Commander  and  Council,  &c. 

Whereas  tlie  yellow  wood  (the  most  suitable  for  planks,  and 
least  in  quantity  in  the  forests  here)  is  cut  down  and  destroyed 
without  consideration  by  every  one,  and  whereas  other  timber  can 
be  found  for  beams,  posts,  &c.,  and  the  aforesaid  yellow  wood 
should  necessarily  be  economized  for  planks,  for  which  the  other 
kinds  of  timber  are  by  no  means  so  fit : — 

The  Commander  and  Council  have  for  these  reasons  and  others 
deemed  fit  to  warn  all  within  the  Company’s  dominions,  servants 
as  well  as  freemen,  and  especially  the  free  carpenters  and  sawyers, 
and  also  to  forbid  them  henceforth  to  cut  down  any  yellow 
wood,  and  under  no  pretext  whatsoever,  except  for  planks  only, 
and  to  do  so  only  each  in  his  own  forest,  in  accordance  with  the 
placcaat  of  the  2nd  instant,  which  expressly  forbids  access  to  all 
the  other  forests,  to  free  carpenters  as  well  as  sawyers,  who  have 
been  granted  large  plots  of  forests  sufficient  for  their  requirements. 
And  that  this  order  may  be  carried  out  without  fraud,  the  Fiscixs 
is  ordered  to  attend  to  this  matter,  and  on  behalf  of  the  Company 
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aen ’t  Fort  ofte  op  t’  wijste  aeu  redout  duijn  hoop  staende  bij  de 
Soute  Revier,  ome  aldaer  door  gecommitteerde  ten  overstaen  van 
den  fiscus  te  besiehtigen  wat  gelijck  voorsz  : bij  d’  E.  Comp*-' gemist 
ofte  niet  gemist  zal  mogen  worden  ende  de  borgers  voor  bunne 
moeijten  behoorl:  te  contenteeren  op  peune  van  10  realen  te  ver- 
beuren  soo  menicbmael  ijmant  nae  desen  bierin  bevonden  sal 
worden  overtreden  te  bebben  t’appliceeren  naer  uso,  alsoo  sulcx 
ten  dienste  van  d’  E.  Comp®  ende  tot  bantbavinge  van  der  selver 
gereebtigb*'  alsoo  bevonden  wort  te  bebooren. 

Aldus  gedaen  ende  g’arresteert  in’t  Fort  de  Goede  Hope  den 
7 Octob : A®  1658,  mitsgaders  gepronuncbieert  ende 
g’affigeert  den  selven  D®. 

Was  geteijckent, 

Jan  van  Riebeeck. 


Den  Commandeur  ende  Raet,  &c‘. 

Alsoo ’t  geelbout  (’t  bequaemste  tot  plancken  ende ’t  minste 
albier  in  de  Caepse  bossen  wesende)  van  ijder  een  zonder  overlegb 
maer  voort  omgebouwen  ende  vernielt ; ende  dat  tot  balcken 
stijlen  &c“  ander  bout  in  bossen  te  becomen  is,  ende  voorbaelde 
geelbout  noodigb  dient  gemesnageert  ex- 
aeen'geelhout  anders  pres  tot  plancken  waertoe  d’andere  boomen 
nergens  nae  soo  bequaem  ende  gevoucbe- 
lijek  te  zagen  vallen,  soo  bebben  den  Com- 
mandeur ende  Raedt  voorsz : om  die  ende  andere  conside- 
ratien  meer,  goetgevonden  aile  ende  een  ijegelijck  onder 
Comp®  geboorsaembeijt  albier  wonende,  soo  wel  vrijel"  als 
Comp®  dienaeren  ende  voornamentlijck  de  vrije  Timmerluijden 
ende  bout  zagers  bij  desen  willen  waerscbouwen  ende  verbieden 
gelijck  deselve  gewaerscbouwt  ende  verboden  worden  bij  desen 
voortaen  geen  geelboudt  altoos  meer  om  te  backen  omer  wat 
pretecxt  bet  oock  mocbte  wesen  anders  als  tot  plancken  alleen 
ende  sulcx  oock  elck  in  bun  eijgen  bossen  alsoo  conform  bet 
plaeccat  van  2 deser  ijder  een  den  toeganck  tot  alle  d’  anderen 
bossen  wel  expres  verboden  ende  g’interdiceert  blijft,  soo  wel  vrije 
timmerluijden  als  boutzagers,  welcke  ten  dien  eijnde  grote 
percken  bos  genoecb  uijtgegeven  ende  verleent  zijn,  Ende  opdat 
dit  sender  fraude  wel  souden  mogen  werden  acbtervolgbt,  is  den 
fiscus  bij  desen  gelast  daer  op  te  letten  van  d’  E.  Comp®  ende 
telckens  te  beslaen  in  een  geltboete  van  3 realen  van  8®“  t’  appli- 
eeeren  conform  den  placcaete  voorsz  : alsoo  dit  aldus  verstaen 
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fine  each  offender  3 reals  of  8,  the  amour.t  to  be  applied  a& 
usual.  ... 

Thus  done,  &c.,  in  the  Fort  the  Good  Hope  the  12th  October, 
1658,  and  promulgated  the  following  day. 

(Signed)  Joh.\n  v.\n  Riebeeck. 


The  Commander  and  Council,  &c. 

As  it  has  been  found  that  notwithstanding  our  placeaats  of  the- 
4th  May  and  13th  September  last,  forbidding,  in  accordance  with 
orders  from  the  Directors,  the  cattle  trade  with  the  natives,  some 
are  still  carrying  on  the  same,  especially  the  free  burgher  Jan 
Reyniersz ; who  does  not  hesitate,  contrary  to  all  enactments  on 
the  subject  and  orders  from  our  masters,  boldly  to  continue  in  it, 
and  for  that  purpose  detains  the  natives  expressly  at  his  house,  to 
such  an  extent  that  cattle  seldom  reach  the  Fort  without  hi& 
obtaining  at  least  a portion  of  the  sheep,  sometimes  in  a friendly 
wny,  but  often  also  by  force  (as  he  lives  on  the  thoroughfare), 
killing  and  consuming  them,  instead  of,  like  other  freemen 
attending  chiefly  to  the  increase ; and  as  moreover,  such  private 
bartering  has  been  found  to  be  not  a little  to  the  prejudice  and 
loss  of  the  Company’s  trade,  which  has  at  present  been  placed  on 
such  a good  footing,  the  Commander  and  Council  bearing  in 
mind  the  audacity  of  the  same  Jan  Reyniersz  : have  found  good, 
with  the  consent  of  the  free  burgher  Councillors  who  were  this  day 
present  to  consider  the  offences  of  the  said  Reyniersz : for  the- 
third  time  to  warn  all  without  exception  and  forbid  them  from 
bartering  any  slaughtered  cattle,  or  unslaughtered,  directly 
or  indirectly,  and  under  no  pretext  whatsoever  on  pain 
of  forfeiting,  instead  of  the  fixed  6 reals,  a fine  of  25  for 
the  first,  and  50  reals  of  8 for  the  second  offence — ^ for  thf^ 
informer,  and  the  rest  as  usuid,  but  anyone  offending  for  the  third 
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wurdt  ten  dienste  van  d’  E.  Comp'  ende  ten  besten  voor ’t  gemeen 
alhier  hoogh  noodiob  te  vereijscben. 

Aldus  gedaen  ende  g’arresteert  in  ’t  Fort  de  Goede  Hoope 
Den  12  October  A“  1658.  Mitsgaders  gepronunchieert  ende  ter 
beborrelijcker  plaets  g’affigeert,  den  13  Ditto  daer  aen  volgens 
ende  was  geteijckent 

Jan  van  Riebeeck. 


Den  Commandeur  en  Raet  &c". 


Alsoo  bevonden  wort  dat  niet  jegenstaende  bij  onsen  voorigeu 
placcaeten  van  4™  Maij  ende  13  September  verleden  de  vrije 
luijden  door  ordre  onser  Heeren  Prineipaelen  uijt  bet  Vaderlant 
den  veebandel  met  dese  lants  inwoonders  ofte  Hottentoos  is  ver- 
boden  eehter  evenwel  sulcx  door  sommige  nooh  al  gecontinueert 
wordt  ende  voornamentlijck  bij  den 'Vrijborger  Jan  Reijniersz : 
beden  daerop  nocb  laest  bevonden,  die  sich  t’  selve  gantseb  niet 
ontsiet : maer  tegen  alle  gestelde  orders  ende  bevelen  onser 
Heeren  Meesters  onbesehromt  ende  stouth  daerin  blijft  voort- 
vaeren  mitsgaders  dese  natie  ten  dien  eijnde  ’t  sijnen  buijsen 
oock  expres  aenhoudt  soodanigh  datter  selden  vee  aen’t  Fort 
comt  oft  weet  van  de  schapen  ten  minsten  sijn  deel  met  minne 
ende  oock  somtijts  wel  p'' ’force  (als  woonende  op  de  passagie)  te 
crijgen  slachten  consumeeren,  in  plaets  van  gelijok  ander  vrije 
luijden  doen  vooreerst  noch  op  de  aeuteelingbe  wat  te  letten,  &c“, 
behalven  dat  soodanige  privatte  ruijlingen  oock  niet  weijnieh 
bevonden  is  te  strecken  tot  prejuditie  ende  schade  van  Comp’s 
bandel  jegenwoordigb  op  soo  goeden  voet  gebraeht  sijnde,  soo 
is’t  dat  den  Commandeur  ende  Raedt  gemerekt  de  stoutich®  van 
denselven  Jan  Reijniersz:  met  toestemmingen  van  den  vrije  borgber 
raden  beden  bierover  als  oock  over  de  begaene  faulten  van  Jan 
Reijniersz:  voorsz  : present  sijnde  geweest,  goet  gevonden  bebben, 
ten  derden  mael  wederom  een  ijegelijek  soo  wel  Comp®  dienaeren 
als  vrije  luijden  te  waerschouwen  ende  belasten  gelijck  deselve  bij 
promuhgatien  ende  afficitte  deser  doen  mits  desen  dat  bun 
niemant  wie  bet  oock  is  en  zal  in  ’t  alder- 
va°ndeD’'v?eh  jS*"*  “i^^te  bemoeijen  eenigb  geslaeht  ofte  onge- 
slacht  vee  te  ruijlen  directelijck  ende  indi- 
rectelijck  ende  onder  wat  pretecxt  bet  oock  mocbte  wesen  in  pene 
van  in  plaets : der  gestelde  6 realen  nu  voortaen  te  verbeuren  een 
geltboete  van  25  voor  d’  eerste,  ende  50  r'“  van  8™  voor  de  2'’' 
mael  t’  appliceren  ^ voor  den  aenbrenger  ende  rest  naer  uso  : doch 
ijmant  ten  derden  ofte  meer  malen  bier  tegens  noch  willens 
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less.- 

24t!i  Oct. 


llth  Nov. 


time  or  oftener,  the  Fiscal  will  be  ordered  to  take  action  against 
him  for  disobedience  and  contravention  of  the  ordinances  and  com- 
mands of  the  lawful  authorities,  according  to  the  Instructions  of 
our  Lords  Principals  laid  down  for  the  benefit  of  the  Company 
and  the  welfare  of  the  public. 

And  as  the  Hottentoos  also  complain  that  the  said  Jan  Reyniersz 
calling  them  to  his  house,  and  not  being  able  to  agree  with  them, 
wests  from  them  their  goods  by  force,  heats  and  shoves  them, 
which  must  in  the  end  cause  bitterness  instead  of  friendly  feeling ; 
and  as  it  is  also  observed  that  by  the  access  of  the  Hottentoos  to 
the  houses  of  the  freemen  in  the  country  (far  removed  from  the 
Fort)  not  only  favourable  opportunities  are  offered  them  to  carry 
on  the  forbidden  cattle  trades,  but  that  these  natives  (who  are 
beginning  to  be  very  clever)  will  be  able  to  spy  out  every  chance 
for  injuring  the  freemen  and  rob  them  of  their  cattle,  yea ! (which 
may  God  prevent)  murder  them  during  the  night  or  unseasonable 
times,  the  interpreter  Homan  having  2 or  3 days  ago  stated  that 
the  Ooehoquas  (in  order  to  make  them  odious  to  us)  had  asked 
liim  whether  the  Dutch  nation’s  houses  could  not  be  set  on  fire, 
and  whether  the  occupants  keep  good  watch  during  the  night.  It 
was  decided  to  warn  all  the  freemen  of  this  and  to  notify  to  them 
that  henceforth  and  until  further  orders,  they  shall  not  permit  any 
Hottentoos  to  come  neai?  to,  much  less  enter  their  houses,  on  pain 
of  a fine  of  6 reals  of  8,  in  order  as  much  as  possible  to  prevent  all 
such  damage  and  inconvenience,  as  well  as  fire  in  the  ripe  corn 
accordingly  every  one  was  admonished  to  keep  good  watch  at  hi** 
house. 

Thus  done,  &c.,  on  the  24th  October,  1658,  and  promulgated  on 
the  28th  following. 

(Signed)  Johan  van  Riebeeck. 


The  Commander  and  Council,  &e. 

In  order  to  prevent  any  further  absconding  of  freemen  here, 
to  the  great  injury  of  the  Company,  in  consecpience  of  the  great 
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com  end  e te  pexceren  sal  den  fiscael  last  gegeven  worden  tegen 
denselven  proces  te  maecken  van  inobedientie  ende  tegenstrevinge 
del’  ordonnantien  ende  beveelen  van  de  wettelijcke  overich*  na  den 
last  onser  Heeren  principaelen  ten  dienste  van  d’  E.  Comp“  Ende 
welvaert  van  ’t  gemeen  gestelt.  Ende  nademael  oock  door  de 
Hottentoos  geclacht  is  dat  meer  genoemde  Jan  Reijniersz  : deselve 
aen  sijn  huijs  roepende  ende  niet  cunnende  met  haer  aooorderen 
p""  force  bun  goet  affdwinght  slaet  ende  stoott,  ’t  welck  consequen- 
telijck  verbitteringe  in  plaets  van  minne  staet  te  veroorsaeeken. 
Item  oock  bespeurt  wordende  dat  door  t’  acces  der  Hottentoos 
aen  der  vrije  luijden  huijsen  in  ’t  landt  (van  ’t  Fort  wat 
verde  affgelegen)  niet  allene  groote  occassie  gegeven  wort 
tot  voorsz : verboden  vee  handelinge  nemaer  oock  dat  bij 
deselve  natien  (vrij  slim  beginnende  te  worden)  daer  door 
can  afpgespeculeert  worden,  alle  gelegenth*  om  der  vrije 
luijden  te  bescbadigen  ende  haer  vee  aff  te  nemen  jae  (dat 
Hodt  wil  verhoeden)  deselve  bij  nacht  ofte  ontijde  wel  alle  te 
vermoorden,  als  hebbende  den  Tolcq  Doman 
2 a 3 dagen  geleden  onder  andere  wel  weten 
te  zeggen  dat  de  Cochoquas  (om  haer  odieus 
te  maecken)  hem  hadden  gevracht  ofte  duijtsche 
natien  haren  huijsen  niet  waren  in  den  brant 
te  steecken  ende  deselve  oock  des ’s  nachts  "wel  wacht  hielden,  soo 
is  oock  goetgevonden  alle  de  vrijeP  hiermede  van  te  waerschou- 
wen  ende  bij  desen  te  doen  aenseggen  dat  se  van  nu  voortaen 
tot  nader  ordre  geen  Hottentoos  altoos  meer  aen  ende  veel  min 
binnen  hunne  huij  sen  sullen  laeten  eomen  op  peiine  van  6 r‘ van 
8‘"  omme  eramers  alle  soodanige  schaden  ende  ongemaek  voorsz. 
als  oock  eenigen  brandt  aen  ’trijpe  coorn,  &c'‘  soo  veel  doenlijck 
te  vermijden  ende  voor  te  comen  waeromme  elck  mede  vermaent 
wort  aen  sijn  huijsen  wel  goede  wacht  te  houden. 


En  dat  peen  Hot- 
teutoosaender  vrije." 
huijsen  sullen  mogen 
eomen. 


Aldus  gedaen  ende  g’arresteert  in’t  Fort  de 
Goede  Hoop  den  24""  October  1658,  mits- 
gaders  gepronunehieert  ende  g’affigeert 
den  28™  daeraen  volgende. 

Was  geteijekent, 

Jam  VAX  PuIebeecic, 


Den  Commandeur  ende  Raet,  &c''. 

Dat  om  voor  te  comen  het  meerder  weghloopen  van  vrije  luljdc  n 
alhier  tot  grooten  interest  ende  schade  van  d’E.  Comp"  gedijende 
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debts  which  they  leave  behind,  it  is  decreed  that  henceforth  no 
freemen  or  any  of  their  slaves  shall  go  on  board  any  of  the  ships 
of  the  Company,  or  any  foreign  vessels,  especially  not  with  their 
own  boats  or  those  of  the  Company,  unless  with  the  written  consent 
of  the  Commander  in  the  latter’s  own  handwriting  ; offenders  to 
forfeit  /iO  reals  for  tlie  first  time,  with  heavier  correction  for 
subsequent  contraventions,  the  money  to  be  applied  as  usual. 


At  the  same  time  all  and  especially  the  free  burghers,  Jan 
Reyniersz  and  Leendert  Cornelisz,  are  notified  and  expressly 
■ordered,  to  restore  in  proper  order  and  to  their  proper  places  within 
24  houi's  what  they  have  taken  out  of  the  houses  of  the  runaway 
fishermen,  on  pain  of  being  condemned  to  pay  all  the  debts  left 
behind  by  the  fugitives,  and  prosecuted  criminally  by  the  Fiscal 
as  despoilers,  and  in  such  a manner  as  such  people  deserve. 

Thus  done,  <?cc.,  the  1 Ith  Nov.,  1658. 


(Signed)  Joh.4n  van  Riebekck, 


h'rtKjmcnf  of  Index.* 

No  one  may  sell  bread  except  the  licensed  bakers. 

The  baker  may  buy  liis  corn  from  no  one  except  the  Company. 

No  one  may  on  Sundays  proceed  to  the  country  and  play  there, 
but  when  the  bell  rings  he  shall  be  bound  to  attend  the  service. 

The  punishment  of  the  convicts  on  Robben  Island  made  heavier. 

Ordinance  for  the  market. 

The  workmen  may  not  run  away  from  their  work  to  the  inns,  or 
the  officers  absent  themselves  from  the  works  before  the  beat 
of  the  drum. 

Mostart’s  privilege. 

Against  their  squandering  away  their  cattle  among  one  another. 


♦This  Index  Lelongs  to  the  placc.aten  promnlgated  after  Riebeeck's  departun 
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permits  de 


groote 


schulden  daer  se  mede  deur  gaeu  voortaen 
niemant  van  deselve  uochte  haere  dienaers 
offte  slaven  meer  en  sullen  mogen  aen  boort 
van  Comp“  ofte  eenige  vreemde  scbeepen 
vaeren  ende  voornamentl.  met  eijgen  vaer- 
tuijgen,  nochte  oock  met  Comp®  boots  tenzij 
met  speciael  scbriftel.  consent  van  des  Commandeurs  eijgen  bandt 
onderteijekent  op  deverbeurte  van  2 OR™  voor  de  eerste  reijs,  ende 
swaerder  correctie  voor  die  ’t  meermalen  onderstaet  t’  appli- 
ceeren  naer  uso. 


Wejfens  ’t  wegh- 
loopen  der  vrijl"  acn 
de  Caep  dat  niet  aen 
boord  mogen  vaeren 
zonder  consent. 


Soo  worden  oock  bij  desen  alien  ende  een  igel"  dock  voorna- 
mentlijek  de  vrijborgers  Jan  Reijniersz.  ende  Leendert  Cornelisz. 
aengeeundight,  ende  wel  expressel.  gelast  al ’t  gene  zijl.  ende 
ijmant  anders  meer  uijt  de  wegh.  gelopen  vrije  vissers  buijs 
hebben  wegh  gehaelt,  binnen  den  tijt  van  21  uijren  onvermind* 
daer  weder  op  sijn  plaets  te  brengen  op  pene  te  betaelen  alle  dese 
scbulden  die  de  voorsz.  fugatijven  hebben  achter  gelaeten,  ende 
als  spoel j eerders  door  den  fiscaal  criminel.  aengesprocken  ende 
geprocedt  te  worden  soo  men  tegen  sulck  volck  behoort  te  doen. 

Aldus  gedaen  &c.  adij  11™  Novemb.  1658. 

Was  geteijckent, 

Jan  van  Rieheeck. 


{Fragitifini — Inhouch  opffave.)* 

Foe. 

Niemand  mag  brood  verkoopen  als  die ’t  toegestaen  . . 168 

De  bakker  mag  van  niemand  sijn  coorn  eopen  als  van 

d’E.  Compagnie  . . . . . . 170 

Niemand  mag  ’s  Sondaegs  naer  buijten  op  de  platte 
landen  loopen  en  spelen,  maer  is  gehouden  op ’t 
klokgeluij  den  godsdienst  bij  te  wonen  ..  172 

Verswaering  van  de  last  der  bandijten  op  ’t  Robben 

Eijlant  . . . . . . . 176 

■Ordonnantie  van  de  passen  ...  . . . . 

’t  Werckvolk  mag  niet  van  ’t  werck  in  de  herbergen 
loopen,  noeh  d’  officiers  van  ’t  werk  absenteeren 
voor  de  Tromslag  . . . . . . 184-5 

Mostarts  privilegie  . . . . . . 188 

Tegens ’t  verquantselen  van ’t  bestiael  onder  den  anderen  190 

*Dic  KegiBter  beuoorc  «a  i de  placcateu  gepromulgeert  ca  iliebeecks  vertrek 
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16^8.  Eegulations  for  those  on  the  Island. 

19tlj  Nov.  lienewal  of  many  former  plaeoaten. 

Further  privileges  of  Mostart. 

Eiee  stealing. 

Permission  to  every  one  to  buy  strong  drinks  front  the  shipS) 
provided  the  excise  is  paid. 

Price  of  rice  and  of  a litre  of  sugar  beer. 

The  freemen  to  report  their  cattle. 

Oaths  for  the  Burgher  Councillors. 

Ordinance  for  fuel. 

No  runaways  to  he  harboured. 

Pla\dng  and  gambling  forbidden. 

Without  consent  no  one  may  go  out  with  firearms^ 

Ordinance  forbidding  cattle  barter. 

No  cattle  to  be  slaughtered  without  consent. 

No  one  may,  when  going  into  the  country,  shoot  any  game- there- 
Avithout  consent. 

No  seamen  to  be  harboured.. 

No  strong  liquor  to  be  sold  to  male  or  female  slaves. 

Increase  of  the  reAvard  for  shooting  lions,  tigers,  leopards,  &c. 
Regarding  sheep  thefts.  No  one  may  with  his  knowledge  detain 
strange  sheep  among  his  own,  but  he  shall  be  obliged  to  report 
them. 

No  pigs  to  be  kept  without  a herd. 

Every  one  to  take  care  that  his  cattle  does  not  injure  tlie  crops  of 
another. 

Change  in  the  jArice  of  bread. 

Further  order  regarding  the  celebration  of  the  Sabbatli,.  which  is- 
not  to  be  desecrated  by  keeping  open  the  taverns. 

Privilege  granted  to  Hendrik  Evertsz  to  retail  beer. 

The  rest  is  wanfiug. 


W.VRXIXG. 

As  the  dry  season  is  approaching  and  the  grass  may  be  ignited 
by  any  spark,  so  that  the  fii-e  (as  was  seen  last  year  in  the  case  of 
Harmans  farm)  may  easily  reach  the  ripe  corn  (which  is  now- 
being  mown)  to  the  great  loss  of  the  residents,  and  as  it  has  been 
observed  that  daily  the  grass  is  thoughtlessly  set  on  fire,  to  the  no 
small  danger  of  the  crops ; every  one,  both  Company’s  servants- 
and  freemen,  are  warned  and  expressly  forbidden  to  set  or  shoot 
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Ordre  en  Eeglement  van  die  op  ’t  Eijlant  sijn 
Renovatie  van  veele  voorgaende  placaten 
Nderder  privilegie  van  mostaert 
Rijst  dieverije 

Vergunninge  aen  een  ijder  om  starken  drank  te  mogen 
van  de  schepen  ooopen,  mits  betalende  den  aocijns 
Prijs  van  rijs  ende  kan  suijkerbier 
De  vrijluijden  moeten  haer  vee  aengeven 
Eed  der  Borgerraden 
Ordonnantie  van  Brandhout  . . 

Geen  wegloopers  te  huijsvesten 
Verbot  van  spelen  en  dobbelen 

Bonder  consent  mag  niemand  met  eenig  schietgeweer 
nijtgaen;  en  tegen ’t  veehandelen 
Geen  vee  te  slaehten  sender  consent 
Niemand  mag,  in ’t  land  gaende  aliaer  sender  consent 
eenig  wilt  scbieten 
Geen  scbeeps  volcq  op  te  bouden 

Aen  de  slaven  en  slavinnen  mag  niemand  sterke  drank 
laten  volgen  . , . . . . 

Verboginge  van  praemie  op ’t  scbieten  van  Leuwen  en 
Tijgers,  Luijpaerden,  &c. 

Van  scbapen  dieverije.  Niemand  mag  willens  wetens 
vreemde  scbapen  onder  zijn  trop  opbouden,  maer 
is  genootsaakt  deselve  aen  te  geven  . . 

Geen  varckens  te  bouden  sender  boeder  . . 

IJder  moet  sorge  dragen  dat  sijn  bestiael  ander  mans 
gesaeijde  niet  bescbadige 
Veranderinge  van  de  prijs  des  broodts 
Nader  verbot  van  ’t  vieren  der  Sabbatdagen  en  deselve 
door  tapneringe  niet  te  ontbeijligen 
PrefUegie  van  biertap  aen  Henk.  Eve.rtsz  . . 

Cetera  desunt. 
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Waerschouwinge 

Dewijle  (jegenstaende)  segge  jegenwoordigb  t’drooge  saijsoen 
is  aencomende  en  t’  gras  derbalven  door  eenigb  vuijrlicbt  can 
comen  in  den  brandt  te  raecken  dat  dan  (gelijck  A"  passa"  aen 
Harmans  bouwerij  e geblecken)  seer  licbtelij  ck 
. in  t’rijpe  coorn  (jegenwoordigb  beginnende 
geen  [rbr^nd  te  gemaijt  te  worden)  tot  groote  scbade  van  de 
stetken  sender  con-  Ingesetenen  albier  ende  gemerckt  wort  eenige 
liebtveerdigh  alle  dagen  den  brant  in’t 
gras  sijn  steckende,  tot  geen  cleijn  pericul  van 
’t  verbaelde  : soo  wordt  een  ijder  bij  desen  soo 
wel  Comp*  dienaren  als  vrijeP  gewaersebout  ende  wel  expresse- 
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■Mth  Nov. 


1658. 
6th  Dec. 


1658. 

J3th  Dec. 


on  fire  anywhere  the  dry  grass,  that  in  consequence  no  corn  or 
houses  in  the  country  may  be  burnt,  on  pain  of  20  reals  and  com- 
pensation for  the  damage,  or  even  heavier  correction  in  accordance 
with  the  exigency  of  the  case. 

In  the  Fort,  &c.,  the  lOtli  Nov.,  1658. 

(Signed)  Johats  van  Eiekeeck. 


The  Prohibition  oi-'  Gambling  and  Playing. 

According  to  the  ordinances  and  statutes  of  India  approved  by 
our  Lords  Masters  in  the  Fatherland,  all  freemen  and  Company’s 
servants  are  forbidden  to  play  or  to  gamble,  on  pain  of  forfeiting 
the  money  or  goods  won,  and  arbitrary  coiTection  besides,  as  well 
as  forfeiting  6 reals  of  8 in  the  ease  of  the  landlord  in  whose  house 
it  occurs.  Hence  every  one  is  warned  by  this  to  refrain  from  it, 
on  pain  of  the  fines  aforesaid. 


And  should  anyone  be  found  to  have  played  or  tossed  with  a 
male  or  female  slave  or  any  other  vile  persons,  he  shall  in  addition 
to  the  above  mentioned  fine,  be  east  into  a dark  hole  on  water  and 
bread. 

In  the  Fort,  &c.,  this  6th  day  of  December,  1658,  and 
promulgated  on  the  8th  following. 

(Signed)  Johan  van  Riebeeck. 


The  Commander  and  Council,  &g. 

As  the  Commander  and  Council  have  in  accordance  with  their 
special  Resolution  of  this  day,  decided  in  the  interest  of  the 
Company  to  grant  to  the  free  Saldanha  traders  during  this  dry 
season  all  the  saltpans  of  the  whole  Cape,  subject  to  the  conditions 
made  with  them,  and  that  they  shall  not  supply,  sell,  or  make  a 
present  to  anyone  except  to  the  Company,  and  under  no  pretext 
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lijcken  verboden  op  geenige  plaetsen  bet  drooge  gras,  bies  ofte 
creupelbossen  in  brant  te  stecken  ofte  te  sobieten  opdat  daer  door 
geen  coorn  ofte  buijsen  op’t  lant  comen  aff  te  branden  op  peune  van 
20  Ep'  ende  vergoedingbe  der  scbade,  ofte  wel  swaerder  eorreotie 
nae  exigentien  van  saecken. 

In ’t  Fort  de  Goede  Hoope  den  19"‘  Novemb  : A"  1658. 

Was  geteijckent, 

Jan  van  Riebeeck, 


Interdictie  over  ’t  Dobbelen  en  Speelen. 

Acbtervolgende  d’ordonnantien  ende  statuijten  van  India  bij 
onsen  Heeren  Meesters  in’t  Vaderlant  g’approbeert,  is  alle  vrije 
luijden  soo  wel  als  Comp'  dienaeren  verboden  te 
Niet  te  mogen  dob-  gpggien  gfte  dobbelen  op  verbeurte  van ’t  opge- 
e en  o spec  en.  gette  ofte  gewonnen  gelt  ofte  goet,  ende  arbi- 
trate corectie  daeren  boven  : mitsgaders  verbeurte  van  6 R'‘  van 
8*^^"  door  den  Huijswaert  in  wiens  woninge  sales  gescbiet,  des 
jeder  een  bij  desen  gewaerschouwt  wort  sicb  daer  van  te  wacbten 
op  de  breucken  boven  gestelt. 

Ende  soo  ijemant  bevonden  wort  met  een  slaeff,  slavin,  ofte 
andere  vil  persoonen  gespeelt  ofte  getuijst  te  bebben,  sal  boven 
bet  geene  voorsz  : den  tijt  van  8 dagen  te  water  ende  te  broot  in 
een  doncker  gat  geset  worden. 

In’t  Fort  de  Goede  Hoope  den  6 Decemb : A"  1658.  Mits- 
gaders gepronuncbieert  ende  g’affigeert  den  8'^“  daeraen  volgende. 

Was  geteijckent 

Jan  van  Riebeeck. 


Den  Command’  ende  Raet. 

Alsoo  bij  den  Commandeur  ende  Raet  bovengem‘  conform  der- 
selver  resolutie  beden  daerover  speciaelijck  genomon  ten  diensten 
van  d’E.  Comp“  is  goet  gevonden  de  vrije  Saldanba  vaerders  voor 
dit  drooge  mousson  over  te  geven  alle  de  Zoutpannen  van  de 
gantscbe  Caep,  onder  conditie  als  met  deselve  gemaeckt,  ende  dat 
sij  luijden  aen  niemant  anders  als  aen  d’E.  Comp  eenigb  t minste 
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whatever,^  the  smallest  grain  of  salt;  all  freemen,  as  well  as 
Company  s servants,  are  according  to  the  verbal  warning  and 
prohibition  promulgated  ere  this,  once  more  expressly  forbidden 
and  warned,  as  is  done  by  this,  not  to  take  any  salt  from  any  of 
the  saltpans  aforesa,id,  personally  or*  by  means  of  Hottentoos,  or 
^ indirectly,  and  under  no  pretext  whatsoever; 

and  however  near  the  salt  may  be  to  their  houses  or  elsewher, 
beyond  their  own  boundaries,  on  forfeiture  of  the  same  and  10 
reals  besides  for  the  first,  double  for  the  2nd,  and  subsequent 
onences,  with  arbitrary  correction  besides ; as  well  as  prosecution 
by  the  Fiscal  as  alienators  and  despoilers  of  the  Company’s  goods, 
which  it  is;  and  in  accordance  with  which  right  these  saltpans 
have  been  granted  to  the  aforesaid  Saldanhars  in  order  to  make 
their  profit  out  of  the  same  for  the  accommodation  of  the  Company 
and  all  the  freemen  ; the  fine  to  be  applied  ^ for  the  aforesaid  free 
baldanhars  or  salt-gatherers,  should  they  detect  them  in  the  act , 
I pro  fisco,  and  the  rest  for  the  poor.  ’ 

Thus  done,  &c.,  on  the  13th  December,  1658,  and  promulgated 
&c.,  on  the  15th  following. 

(Signed)  Johax  van  Riebeeck. 


The  Commander  and  Council,  &e. 

As  it  is  being  observed  that  some  of  the  freemen,  in  order  to 
obtain  ready  money,  mix,  under  pretext  of  fowl  and  pig  food, 
much  wheat  with  their  sweepings,  and  thus  indirectly  sell  it, 
contrary  to  the  conditions  on  which  they  have  become  free,  it  is 
decided  in  the  interest  of  the  Company  and  the  Public,  and  in 
order  to  make  them  the  more  inclined  to  deliver  their  grain  to  the 
Company,  according  to  their  duty,  as  well  as  to  diminish  their 
debt,  or  should  the  latter  have  been  paid  ofP,  for  money  or  goods, 
that  every  one  shall,  in  order  that  the  aforesaid  frauds  may  be 
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core!  zout  sullen  mogea  leveren,  vercopen,  vereeren,  ende  ander- 
™ , , sints,  onder  wat  pretext  het  soude  moofen  wesen, 

en  ’tzout.  Niemant  soo  worden  alle  vrijluijden  soowel  als  Uomp 
mag  ’t  soheppen  of  dienaeren  conform  de  mondelijcke  waerscliou- 
aten  doen  als  die ’t  -^ipinge  ende  Interdictie  voor  dato  gedaen  nooh 
° ’ mael  wel  expresselijok  verbod<3n  en  gewaer- 

schout  gelijck  geschiet  bij  desen,  dat  niemant  van  deselve  eenigh 
aoudt  uijt  eenige  van  alle  de  soutpannen  sal  vermogen  te  haelen 
selffs  noch  door  Hottentoos  of  ander  directelijck  nooh  indireotte- 
lijck  ofte  onder  wat  decxel  het  oock  soude  mogen  wesen  ende  hoe 
dieht  het  zout  oock  aen  haeren  huijsen  ofte  elders  buijten  haer 
eijgen  lant  mocht  groeijen  ende  gevonden  worden,  op  verbeurte  van 
’t  selve  ende  10  R“  daer  en  boven  voor  d’  eerste,  dubbelt  voor  de 
2'^'’  ende  meerder  reijse  op  arbitrale  corectie  boven  dien,  ende  door 
den  fiscus  aengesproocken  te  worden  als  vervreemders  ende  spoel- 
jeerders  van  Comp®  goet,  gelijck  het  is,  ende  uijt  welcke  reeht 
deselve  zoutpannen  aen  de  voorhaelde  Saldanha  vaerders  oock  sijn 
ovorgegeven  om  haer  proffijt  uijt  te  soecken  tot  Comp®  ende  alle 
der  vrije  luijden  accommodatie  &c‘  sullende  de  boete  g’appliceert 
worden  ^ voor  de  gemelte  vrije  Saldanha  vaerders,  ofte  soudt 
werckers  als  sij  der  ijm*  op  attrapperen,  ^ p''  Fisco,  ende  rest  voor 
de  armen. 

Aldus  gedaen  aen ’t  Fort  de  Goede  Hoope,  den  13  Decemb  : 
1658,  mitsgrs : gepronunchieert  ende  g’affigeert  den 
15™  daeraenvolgende. 

Was  geteijckent, 

Jan  van  Eiebeeck. 


Den  Commandeur  ende  Raet  &c". 

Dewijle  gemerckt  wordt  sommige  van  de  vrijeP  om  contant 
gelt  in  handen  te  crijgen  onder  dexel  van  hoender  ende  verckens 
co'st  veel  taruw  onder  den  dravick  ende  ander  uitwansel  mengen 
ende  alsoo  indirectelijck  vercoopen  regel  regt  tegen  de  conditien 
op  welcke  sij  vrij  geworden  sijn,  soo  is  om  hun  te  meer  genegen  te 
maeeken  tot  leveringe  haerer  graenen  volgens  plicht  aen  d’E. 
Comp'  te  leveren  in  affcortinghe  van  derselver  schulden  off  die  aff- 
gedaen  sijnde  voor  gelt  en  goet  ofte  andersints  dat  sij  mogen 
_ , „ , begeeren  ten  diensten  van  d’E.  Comp''  ende  de 

Ssr'^moef  l^este  van’t  gemeen  goet  gevonden  ende  g’or- 

werden,  opdat  onder  donneert,  gel : tot  voorcominge  van  gemelte 
dat  pretecxt  g e e n frauden  g’ordnnneert  ende  belast  wort  bij  desen 
coorn  vercopen.  t’geene  elcq  tot  hoender  ende  verckens 

cost  te  vercoopen  heeft  voortaen  sullen  hebben  te  brengen 
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prevented,  henceforth  bring  to  the  Fort,  in  the  case  of  those 
resident  m its  neighbourhood,  whatever  fowl  and  pigs’  food  he 
may  have  for  sale,  and  that  those  living  in  the  country  shall  bring’ 
the  ^me  to  the  Company’s  granary  in  order  to  be  tested  there  by 
the  hiscal  and  Country  bailiff  or  anj'one  else  commissioned  thereto 
provided,  however,  that  the  buyer  shall  pay  three  stivers  per  bushel 
tor  covering  the  divers  expenses  incurred  by  the  Company  on 
many  occasions  for  the  convenience  of  the  Public.  And  that 
may  be  properly  carried  out,  those  who  shall  be  found  neglectful 
yhall  forfeit  each  time  6 reals  of  8,  both  the  buyer  and  seller  to' 
be  applied  as  usual.  And  (this  order  has  also  been  promulgated) 
that  no  wheat  may  be  exported,  and  extends  to  whatever  anyone- 
on  this  side  of  or  beyond  the  river  may  desire  to  bring  to  the  boats 
and  the  s.  ups ; every  thing  on  pain  of  the  fines  above  mentioned. 

And  whereas  the  Company  has  lately  once  more  had  the  lands 
• ireemen  marked  off  by  the  land  surveyor  with  beacon  posts, 
it  has  been  decided  in  accordance  with  the  orders  left  by  Com- 
missioner Van  Goens,  confirmed  ,by  our  Lords  and  Masters  to 
decree  a fine  of  6 reals  of  8 for  every  beacon  post  found  missin«- 
on  any  lands,  one  quarter  for  the  benefit  of  the  land  surveyor  and 
the  rest  as  usual. 

Thus  done,  &c.,  in  the  Fort  the  Good  Hope  the  7th  February, 
1659,  and  promulgated  on  the  9th  following. 

(Signed)  Johan  van  Eikbeeck. 


Extract  from  the  General  Articles. 

Article  108  or  129  by  ampliation. 


“ All  military  oflSeers  and  soldiers,  and  should  it  be  necessary, 
all  others  in  the  service  of  the  Company  (no  one  excepted)  shall  be 
bound,  for  their  own  security  and  defence  as  well  as  in  the  interests- 
of  their  High  Mightinesses,  the  States  General,  and  the  Company, 
b_\'  order  of  the  Governor  General  and  Councillors  of  India,  and  of 
all  other  authorities  and  Commanders  placed  over  them,  to  work  at 


465 


aen  ’t  Fort  (voor  die  liier  omtrent  woonen)  ende  dat  andere 
in’t  lant  woonende ’t  selve,  moehten  te  coop  brengen  aen  Comp’s 
coorensohuijr  omme  aJdaer  te  doen  keuren  door  den  Fiscael  ende 
lantschout  ofte  ijemant  anders  daer  toe  te  comrnitteren,  mits 
betaelende  tden  cooper)  3 stu’jvers  voor  bet  schepel  tot  verval  van 
diverse  oncosten  bij  d’  F.  Comp"  in  veele  gelegentbeden  tot  gerietf 
ende  accommodatie  van  ’t  gemeen  doende,  ende  opdat  dit  doch 
wel  mochte  worden  achtervolght  sullen  die  hierinne  naelatingh 
bevonden  worden  verbeuren  ’t  elckens  6 R“.  van  8™  soo  wel  den 
cooper  als  vercooper  ’t  appliceeren  naer  uso  ende  dat  oock  geen 
taruw  en  worden  uijtgevoert.  Item  oock  alles  wat  ijmant  binnen 
ofte  buijten  de  revier  aen  de  boots  ende  schepen  ofte  eenigbe 
huijsen  willen  brengen  alles  op  pene  hierboven  en  voor  dato 
gestelt. 

Ende  nademaal  d’  E.  Comp"  cortelingh  opnieuwe  door  den 
lantmeter  alder  vrijl“  landerijen  met  sclieijtspaelen  heeft  doen 
affpaelen  soo  is  conform  de  gelaten  orJre  van  d’  Heer  Commis- 
saris  van  Groens,  ende  daerop  gevolgde  comfir- 
Heeren  M'"  voor  eerst  gestelt  een 
van  vrijeluijden.  peune  Van  6 R“  van  8"'‘  voor  elcke  pael  to 
verbeuren  bij  den  gene  opwiens  landb.voortaen 
eenige  sullen  vermist  worden,  j ten  proflSjte  van  den  lantmeter  en 
de  rest  naer  uso. 

Aldus  gedaen  ende  g’arresteert  in’t  Fort  de  Goede  Hoope 
den  7™  Februarij  A"  1659,  mitsg"  gepronuncbieert  ende 
g’afl&geert  den  9 ; daeraen  volgende. 

Was  goteijckent, 

Jan  van  Riebeeck. 


Extract  uit  den  Generalen  Articul  Brief. 

Articul  108, 

OFT  129  BI.J  AMPLIATIE. 

Alle  cbrijs  Officieren  ende  Soldaeten  als  oock  des  noots  sijnde 
alle  andere  in  den  dienst  van  de  Comp"  wesende  (geene  uijtge- 
sondert)  sullen  gebouden  wesen  soowel  tot  baer  verseeekeringb 
ende  deffentie  als  tot  den  dienst  van  de  Hoo  : Mog : Heeren 
Staten-Generael  ende  de  Comp"  ter  Ordonnantie  van  den  Gouver- 
neur-Generael  ende  Raden  van  Indien  als  oock  van  alle  andere 
over  baer  gestelde  overbeden  ende  bevelbebberen  te  arbeijden  aen 

Vol.  IX.  GG 


16.59. 
7cn  Feb 


1859. 
19cn  Aug 


466 


1659. 
19th  Aug. 


1659. 


the  making  and  repairing  of  forts,  batteries  and  entrenchments  or 
other  Avorks,  without  enjoying  for  the  same  more  than  their  free 
food  during  the  time  of  their  work,  in  addition  to  their  stipulated 
wages. 

And  whereas  yesterday  some  have  begun  to  set  themselves 
against  this  article,  and  thus  refuse  to  perform  the  duty  which 
they  owe  to  the  Company,  the  Governor  and  Council  have  decided 
to  make  this  same  article  known  to  the  public  by  publishing  and 
affixing  it,  with  the  express  order  and  charge  that  everyone  shall 
regulate  himself  accordingly,  on  pain  of  being  punished,  as  is 
usual  in  the  case  of  such  disobedient  fellows,  viz. : Those  who 
permit  themselves  to  be  seduced,  with  expulsion  from  the  army, 
and  the  mutineers  with  corporal  or  capital  punishment  as  circum- 
stances may  require. 

Thus  done,  &c.,  on  the  19th  August,  1659,  and  affixed  on  the 
same  day. 

(Signed)  Johan  van  Eiebeeck. 


Extract  from  the  Resolution  in  the  Fort  the  Good  Hope 
adopted  on  Wednesday,  the  27th  August,  1659. 

“ That  every  one  may  be  able  to  subsist  and  no  one  may 
monopolise  in  anything,  it  was  understood  to  fix  the  under 
mentioned  prices  on  the  following  wares,  viz. : — 


Fresh  fish  with  entrails  and  all,  one  penny  farthing")  But  what 
per  3 lbs.,  but  per  100  lbs.  2 guilders.  \ the  Corn- 

Salted  fish  per  2 lbs.  IJ  penny  farthings,  but  per  ! panymay 
100  lbs.  4 guilders.  _ j require 

Dry  fish  per  2 lbs.  for  2 penny  farthings  or  two-  | for  slaves 
pence  halfpenny,  or  per  100  lbs.  5|  guilders.  J or  oth^- 

w'iso  shall  bo  supplied  at  prices  as  fixed  ere  this. 


Mutton  when  killed  at  3 stivers  per  lb. 


at  2 
at  4 
at 


2i 


Beef 

Cape  Fork,,  „ 

Live  Bigs ,,  ,,  — t 5!  77  77  / * . 

the  seller  shall  obtain  a reduction  on  wholesale,  in  order  to  have 

a proper  profit. 


Provided 
these  be  ob- 
tained from 
the  Company 
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het  maecken  ende  repareren  van  Forten,  Batterijen,  ende  loop- 
schansen  ofte  andere  wercken,  sender  daervoor  nieer  dan  den 
vrijen  cost  geduijrende  den  tijt  van’t  arbeijden  boven  baer 
bedongen  gagie  te  genieten. 

Ende  nademael  eenige  sigh  op  gisteren  tegen  dit  articul  hebben 
begost  te  opposeeren  ende  alsoo  haeren  schuldigen  dienst  aen  d’ 
E.  Comp‘d  te  weijgeren  soo  is  bij  den  Commandeur  ende  Raedt 
Men  most  sig  tegen  gevonden  hetselve  artioul  den  volcken  in 

geen  belast  work  op-  ^ 0p6Hb3.6r  t pubilC60rGIl  GHuG  affigGSTGIl  mot 
poaeeran.  wel  expresse  last  ende  bevel  dat  sigh  ijeder 

daer  nae  come  ts  regnleeren  op  peune  van 
gestraft  te  worden,  als  men  soodanigen  ongehoorsaeme  gasten 
gevvoon  is  te  doen,  namentlijek  die  baer  laeten  verleijddn  met 
verjagingb  uijt  de  militie  ende  den  oprockenaers  aen  lijve  en 
leven  na  exigentie  van  saecken. 

Aldus  gedaen  ende  gepubliceert  in’t  Fort  de  Goede  Hoope 
desen  19  : Augustij  A“  1659,  mitsgaders  g’affigeert  ten 
selven  dagon  ende  was  geteijkent 

Jan  van  Riebeeck. 


Tdxatie  van  alle  vis, 
vlaijs  &c.,  om  d’  mo- 
nopolie  voor  te  comen. 


Exivcict  uijt  de  Resolutien  in’t  Font  de  Goede  ILoope  genomen  op 
Woensdagh,  den  27  Augustus  A°  1659. 

Opdat  d’  een  ende  ander  sonde  mogen 
bestaen  ende  niemant  met  ijets  te  mogen 
monopoliseere,  is  verstaen  op  de  navolgende 
waren  de  onderstaende  prijsen  te  stellen, 

namentlijk : — 

Yerse  vis  met  gram  en  al,  een  bras-  ^ 
penn:  de  3 lb“,  dock  bij  ’t  lion- 
dert  pent,  2 gl: ; gezoute  do.^  de 
2 lb™,  1^  braspenningen,  maer  bij 
de  bonder!  pont,  4 gl:;  drooge 
vis  de  2 pont  voor  2 braspennin- 
gen,  ofte  een  stoter  bij  de  100 
pont,  5|  gl. 

Sebapen  vleijs  alsser  geslacbt  wordt,  3 st : ’t  lb. 

Koebeeste  vleijs  alsser  geslacbt  wordt,  2 st : ’t  lb, 

Caeps  Vercke  vleijs  geslacbt,  4 st : ’t  lb,' 

Do.  levendigb,  2i  st : ’t  lb. , 

\Vort  den  voorcoopers  wat  minder  bij  ^t  gros  sal  t^egevet!  worden 
om  behoorlijoken  winningen  te  mogen  bebben. 


Vis.  4 


L 


E.  Comp“bier 
van  noodigb 
beeft  voor  sla- 
)>  ven  oft  ander- 
sints  sal  gele- 
vert  worden 
ten  prijs  voor 
dato  beraemt. 
Mits  dit  ende 
wes  meet  van 
de  Comp“  ge- 
baelt. 


uG 


1659. 

19eu  Aug. 


1659. 


0 


468 


1660. 
th  Aug. 


Dutch  and  Cape  butter  per  lb.  not  more  than  j Whether  there 
lost.  '*  f be  ships  here 

Sweet  milk,  not  more  per  liter  than  4 st.  I or  not,  and 

Butter  milk,  ,,  ,,  „ 2 st.  ) only  for  the 

ordinary  individual’s  sake.  No  one  shall  henceforth  demand  more 
for  those  articles,  as  it  has  been  found  that  the  milkmen  can 
subsist  on  these  prices.  Fowl  and  duck  eggs  shall  at  the  most  be 
charged  at  one  stiver ; geese  and  plover  eggs  at  discretion ; 
penguin  eggs  at  the  highest  5 for  2 stivers ; seamew,  diver  and 
such  like  eggs,  10  or  12  at  least  for  2 stivers. 

Oil  of  olives  per  half  pint  2J  stivers. 

Vinegar  „ _ „ 1^  „ 

Salt  per  lb.  stiver. 

Wheaten  Rye  1 To  he  calculated  when  the  mill  is  going, 
and  White  bread,  j when  the  price  will  he  fixed. 

Melons  and  water  melons  (ripe  and  at  least  one  Ih.  in  weight), 

I stiver  per  Ih  , for  which  the  Company  will  also  buy  them, 
should  they  be  required  as  refreshments  for  the  ships. 

Closed  cabbages  2 or  3 stivers  each,  according  to  size ; yellow, 
white,  and  large  carrots  2 or  three  stivers  per  bunch  of  25  full 
grown  ones.  Turnips  per  hunch  of  25,  the  same  according  to  size. 
White,  Turkish  and  Haricot  beans  at  the  most  at  2|  st.  per  lb.  or 
pint ; or  wholesale  at  2 re.als  per  bushel.  All  other  ground  fruit, 
fine  or  coarse  vegetables,  salad,  garlic,  onions,  &c  , in  proportion. 
Birds  as  fixed  ere  this,  viz. : — 

1 wild  goose,  6 st.  \ 

1 sheldrake,  5 st.  < p u 

1 ordinary  duck,  4 st.  ( 

Teals,  doves,  &c.,  2 st.  J 

Fowls,  pheasants,  partridges,  quails,  snipes,  &c.,  according  to 
discretion. 

With  the  express  warning  and  prohibition  as  above,  regarding 
the  butter  and  milk,  that  no  one  shall  be  permitted  to  take  more 
for  these  and  other  mentioned  provisions  from  the  crews  of 
the  vessels,  the  garrison,  or  Dutch  residents,  on  forfeiture  of  what 
Iras  been  sold  at  a higher  rate,  and  three  times  the  value  of  the 
same  to  he  paid  in  specie  by  the  seller ; one  third  of  the  wares  to 
go  to  the  informer — that  the  people  here  may  he  able  to  live  on 
tlieir  hoard  or  ration  moneys.  Especially  shall  the  butter  no 
longer  he  kept  baek  and  collected  until  the  arrival  of  the  ships  in 
order  to  obtain  the  highest  price,  to  the  great  inconvenience  of 
the  residents  here,  as  has  sometimes  happened.  The  Fiscal  is 
therefore  instructed  to  pay  particular  attention  to  all  this,  without 
connivance  or  distinction  of  persons. 
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Hollants  ende  Caepsche  boter,  ’tpont,  boog : 1 5 st : \ ’Tslj  der  sobe- 
Soete  melck,  ten  hoogbsten ’t  mingelen,  4 st : > pen  leggen  of 

Caernemelck,  ten  booghsten ’t  mingelen,  2 st : ) niet  (?)  alleen 

om  des  gemeene  mans  beste  verstaen  wort  niemant  voortaen  ligt 
sal  vervorderen  daervoor  ijets  ter  werelt  meer  te  nemen  als  onder- 
vonden  sijnde  de  melcqboeren  daermede  cunnen  bestaen  hoender 
ende  eende  eijeren  ten  duijrsten  een  om  een  st gans  en  kievits 
eijeren,  nae  discrettie, — pengijns  do.  ten  duijrsten  5 stucx  voot 
2 stuijvers,  mouwen,  duijckers  ende  diergelijke  eijeren,  10  of  12 
ten  minsten  voor  2 stuijvers. 

Olij  van  olijven,  ’t  mutsjens,  2|  stuijvers. 

’t  mutsjens,  ij  stuijvers. 

’t  pent,  ^ stuijver. 

Als  de  meulen  gaet  te  ealeuleeren 
ende  prijs  te  stellen. 

Meloenen  ende  watermeloenen  (rijp  ende  ten  minsten  een  lb. 
ijeder  swaer  wesende),  | stuijver  ’t  pont,  soo  se  d’  B. 
Comp®  voor  de  scbeepen  tot  verversingb  (noodigb  bebbende)  oock 
aennemen  sal. 


Zout, 

Tarwen 
Roggen  ende 
Witte  broot 


Qesloten  colen  2 a 3 stuijvers  na  se  groot  sijn ’t  stuck,  geel,  wit 
ende  groote  wortelen  2^3  stuijvers  de  bos  van  25  stucx  volwassen. 

Eapen  de  bos  van  25  stx,  jedem  nase  groot  sijn  witte  Turcxe 
ende  beere  bonen  ten  duijrsten  2j  st ; ’t  lb.  ofte  pint  bij  de 
grote  maedt  2 R®'  ’t  scbepel.  Alle  andere  aertvrucbten  fine  ofte 
grove  moescruijden,  salader,  lock,  ajuin  ladven*. 

t’  Gevogelte  als  voor  dato  beraemt  namentlijck  : 

1 wilde  gantscb  . . . . 6 st : \ 

1 bergb  ent  . . . . 5 st : , , 

1 ordinarij  ent  . . . . 4 st : I 

Tabngen,  duijven  en  diergel : 2 st : ; 

Hoenders,  pbasanten,  pardrijsen  quartels,  snippen  &c  nae 
discretien. 

Met  wel  expresse  waerscbouwinge  ende  interdietie  als  vooren 
van  de  bolter  ende  melcq  gesegbt  dat  ijmaut  ijts  meer  voor  de 
aengeroerde  leefftoebt  sal  vermogen  te  nemen ’t  sij  van’t  volcq  der 
aeneomende  scbepen  ofte  deser  guarnisoens  ende  Nederlants  : 
inwoonders  op  verbeurte  van  bet  duijrder  gecoebte,  ende  drie 
mael  de  waerde  boven  dien  in  gelde  ten  lasten  van  den  vercooper 
ende  4 van  de  waeren  voor  den  aenbrenger  opdat  de  luijden  op 
baere  cost  oft  rantsoen  gelden  albier  soude  cunnen  leven,  ende 
insonderb*  de  hotter  niet  meer  soodanigb  na  de  compete  van  de 
scbepen  om  de  meeste  prijs  op  te  bouden  ende  gegadert  wort  als 
voor  desen  tot  groot  ongerieff  van  de  ingesetenen  albier  wel 
gesobiet  sij  daer  den  Fiscus  amptsbalven  dan  last  van  beeft  naeu 
reguardt  op  te  nemen  ende  doen  nemen  sender  conniventie  van 
sabcken  ofi  aensien  van  personen. 


1669. 

27en  Aug. 
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1G59. 

2 7 til  Aug. 


And  that  the  breeding  of  pigs  may  he  more  developed,  it  is 
decided  that  every  burgher  living  in  the  neighhoru’hood  of  the  Fort, 
shall  for  the  present  keep  7 pigs,  viz. ; — 6 sows  and  one  hoar ; the 
rest  he  may  sell  at  the  above-named  prices,  and  to  whomsoever  he 
likes,  that  is  to  say  when  every  Town  burgher  here  has  been 
provided  with  the  above-mentioned  number.  For  this  purpose 
every  one  shall  he  given  in  freehold  as  much  ground  for  carrots 
and  other  garden  produce  as  he  may  require,  those  excepted  who 
have  lands  of  their  own  in  the  country,  that  the  agriculturists  may 
not  be  diverted  from  corn  growing,  which  is  of  the  greatest 
importance,  in  order  not  to  he  in  want  of  bread  or  other  corn. 


For  necessary  reasons  it  is  also  understood  that  the  Town 
burghers*  near  the  Fort  shall,  besides  the  aforesaid  pigs,  be  allowed 
to  keep  Dutch  sheep,  hut  they  shall  not  kill  or  sell  any  of  them 
to  the  country  people,  except  after  they  have  obtained  an  increase 
of  over  50,  inclusive  of  2 rams  for  breeding  purposes,  and  then 
only  rams  and  wethers.  The  Town  burghers  may,  however,  sell 
among  one  another  at  a reasonable  price  their  ewes,  that  every 
one  may  get  into  the  breed  of  the  aforesaid  kind  of  sheep  and  the 
crews  of  the  ships  may  thus  be  able  to  obtain  better  refreshment. 

The  Oounti’y  burghers  are  at  the  same  time  permitted  to  sell  all 
kinds  of  provisions  to  be  obtained  at  the  Company’s  stores, 
excepting  agriculturists,  innkeepers  and  tappers  who  remain 
excluded  because  of  their  large  sales,  that  the  tradespeople  may 
thus  be  better  protected  and  also  secure  their  profits.  But 'as 
regards  Cape  butter,  milk,  eggs,  fowls,  geese,  ducks  and  all  other 
birds,  fish,  fruit  and  whatever  may  be  obtained  on  laud,  in  the 
watoi's  and  in  the  air,  every  one  is  at  liberty  to  sell  the  same, 
excepting  corn  and  cattle  which  the  Company  alone  shall  iregotiato 
as  it  deems  best. 

Thus  done,  and  extracted  from  the  Resolutions  aforesaid,  and 
promulgated  and  affixed  the  28th  following. 


(Signed)  Johan  van  Riebeeck. 

At  the  side  stood. 

By  order  of  the  Commander  and  Council  of  the  said  Fort  and 
signed  by  me. 

Gvsbert  van  Campen,  Secretary. 
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Ende  opdat  emmers  de  verckene  in  te  meer  abondantie  mocbten 
worden  voortgeteelt,  is  verstaen  dat  elck  borger  hieromtrent ’t 
fort  wonende  voor  eerst  ten  minsten  sal 
Dfl  borgerB  an ’t  Fort,  j^Qg^en  aenbouden  7 stucx  verckens,  namentP 
Tenttn  eZe  i”beer  6 seugen  met  een  beer,  ende  de  rest  moogen 
hebban  eer  “ varkens  vercoopen  teu  prijs  als  boven,  daer  ende  aen 
moogen  vercoopen.  belieft,  verstaende  wanneer  elck 

stadts  borger  bier  metvoorsz  : aental  salversien  wesenten  weleken 
fine  ijeder  soo  veel  lant  tot  wortelen  ende  andere  tnuijnvrncbten 
sal  in  eijgendom  gegeven  worden  als  hij  noodigb  begeert,  excepto 

die  eijgen  landt  buijten  bebben  om  de  landtbouwers  niet  van  hun 

corenbouw  te  diverteren  als  sijnde  daer  aen ’t  meeste  gelegen  om 
geen  broot  ende  andere  coren  gebreck  te  bebben  : — 

Soo  is  oock  om  nootsaeckelijeke  reden  verstaen  dat  de 
stadts  borgers  bier  bij  ’t  Fort  boven  de  gemelte  verckens 
sullen  vermogen  te  bouden  Hollants  : schaepeu  doeh  van  deselve 
geene  slaobten  nocb  aen  buijten  luijden  vercoopen  als  die  over 
de  50  stuox  (daer  onder  2 rammen  tot  den 
Vrijlieden  wort  vpr-  voorteelt)  sullen  bebben  aengewonnen  ende  dan 
gnnt  Hollandfohe  andei’S  als  rammen  ende  bamels, 

dfg^^mogcn  Sn^  sullen  de  oijen  onder  de  Stadts  borgers  den 
Blaohten  rff  vercoppn  anderen  mogen  tot  een  dragelijcke  prijse  over- 
voor  en  »1  eer  tot  50  worden  ten  eijnde  elck  voorsz  : aental  in 

d'd  schapen  eomende  te  geraecken  _’t  volcq  der 

aencomende  Comp®  schepen  daerbij  te  betm’ 
verversingbe  genieten  mogen  ’t  welck  den  lautborgers  niet  min 
toegestaen  sij  te  vercoopen  alle  eetwaren  bij  Comp*’  magasijn  te 
erijgen  excepto  landtbouwers,  berbergiers  ende  tappers  we’cke  daer 
van  g’excludeert  blijven  vermits  baere  groote  s’lijtagie  opdat  de 
neeringb  luijde  daer  door  te  beter  bebouden  blijven  ende  baerre 
proffijties  oock  uijttrecken  mogen,  maer  aengaende  Caepse 
booter,  melck,  eijeren,  boenders,  gansen,  eenden  en  alle  andere 
o-evogelte,  vis,  vrucbte  ende  wes  meer  op ’t  landt  in  de  waters 
ende  lucbt  te  erijgen  en  aen  te  soecken  is,  staet^jeder  een  vrij  te 
vercoopen  uijtgesondert  coorn  ende  bestiael  dat  d’£.  Comp®  alleen 
sal  negotieeren  na  baer  goetduncken. 

Aldus  gedaen  ende  g’extrabeert  uijtte  Eesolutie  voorsz:  mitsg® 
gepronunebieert  en:  g’affigeert  den  28  daeraen  v ol- 
gende. 

Was  geteijkent 

Jan  van  Eiebeeck. 

Ter  sijde  stont 

Ter  ordonnantie  van  den  Commandeur  ende  Eaet  van  gemelte 
Fortresse  bij  mij  ende  getijb 

Gijseert  van  Campen,  Secrets: 


1659. 

27en  Aug. 


1659. 

2Ctli  Sept. 


1659. 
1st  Oct. 
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The  Commander  and  Council,  &c. 

As  it  is  noticed  that  some  persons  are  so  wanton,  that  they  do 
not  hesitate  to  make  gaps  in  the  pega-pega  or  hedge  lately  planted 
with  great  trouble  and  expense  for  the  general  public,  from  the 
lower  forest  of  Leendert  Cornells  of  Zevenhuysen  or  past  the 
Bosheuvel  as  far  as  the  neighbourhood  of  Vassagie’s  brewery, — 
fully  1,150  roods  in  length,  in  order  to  withstand  our  enemies 
and  protect  our  cattle,  which  the  natives  or  Hottentoos  usually 
steal  from  us  and  the  freemen,  or  endeavour  to  do  so, — the 
Commander  and  Council,  in  order  to  prevent  such  injurious  and 
determined  wantonness,  seeing  that  the  aforesaid  hedge  has  been 
planted  expressly  and  principally,  in  order  that  the  cattle  of  the 
freemen  may  with  better  security  be  able  to  graze  within  it  and  so 
be  safe  from  the  Hottentoos, — decree  to  warn  all  and  everyone, 
and  expressly  to  forbid  them  not  only  from  making  any  passage 
through  the  same,  but  not  even  to  break  off  from  it  the  smallest 
twig,  no  matter  what  the  reason  may  be  supposed  to  be,  on  pain 
of  being  banished  in  chains  “ad  opus  publicum”  for  three  years, 
and  confiscation  of  100  reals  of  eight,  of  which  the  informer,  witli 
concealment  of  his  name,  shall  enjoy  6 reals,  to  be  applied  as  usual, 
as  this  course  is  teemed  to  be  the  best  in  the  interest  of  the 
Company  and  the  public. 

Thus  done,  t*cc.,  - us  20th  day  of  September,  1659,  and 
promtdgated  on  the  following  day. 


(Signed)  Johax  v.an  Eiebeeck. 


bV.AKXlNCf. 

Whereas  before  this  date  it  has  been  forbidden  to  everyone  to 
take  any  fuel  from  the  downs  or  bushes  betw'een  the  Salt  Eiver 
and  the  Fort,  and  w’bereas  this  is  being  still  done  by  many,  every 
one  is  accordingly  once  more  warned  by  this  not  to  remove  thence 
even  the  smallest  twig,  on  pain  of  3 reals. 

Every  one.  however,  is  permitted  to  fetch  from  the  dowms 
between  the  Fort  and  the  Lion  Mountain  for  house  and  hearth  as 
much  as  he  may  require  or  desire. 

In  the  Fort,  &e.,  this  first  day  of  October,  1659. 

(Signed)  Joh.an  v.\n  Eiebeeck. 
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Den  Commandeur  ende  Eaedt,  &o. 

Alsoo  gemerckt  wort  datter  eenighe  luijden  soo  baldadigh  sijn 
dat  se  haer  niet  ontsien  alreets  eenige  passagies  te  maecken  door 
ende  over  de  pega  pega  ofte  sehutweeringh  met  groote  moeijten 
ende  costen  voor  ’t  gemeen  beste  jongst  geleijt  van  ’t  beneden 
bosch  van  Leendert  Oornelis  van  Zevenbuijsen  oft  verbij  den 
bosbenvel  been  tot  heel  omtrent  Vassagie’s  bouwerij  wel  1,150 
roeden  wijt  tot  tegenstrant  onser  vijanden  ende  sehuttingb  der 
beesten  die  dese  lants  inwoonders  ofte  Hotten- 
De  oega  pegaea  niet  toos  ons  ende  de  vrijel"  doorgaens  ontrooven 
ger^Jve1r^“d°efelvrt8  soecken  te  ontvoeren  ende  ontjagen  ofte 

maken.  wegh  te  drijven  &c.  soo  is ’t  dat  den  Gomman- 

deur  ende  Raet  tot  voorcominge  van  suleke  sehaedelijcke  ende 
moetwillige  baldadigheijt  dewijle  voorsz:  sehutweeringh  daer  ge- 
leght  isexpres  en  principaal  ofte  pleijn  om  der  vrije  luijden  beestiael 
te  seeckerder  ende  segourder  voor ’t  roven  der  Hottentoos  tusschen 
beijden  te  ounnen  laten  weijdenende  bewaeren,  goet  gevonden  heb- 
ben  alle  ende  een  ijegelijck  te  waerschouwen  ende  wel  expresseli  j ck 
te  verbieden  dat  niemant  sieh  vervorde  niet  alleen  daerdoor  eenige 
passagie  te  maecken  maer  ooek  selffs  niet ’t  alderminste  tackjen 
meer  daer  van  alf  te  nemen  offte  breecken  uijt  wat  consideratie 
sulcx  oock  moetite  wesen  op  pene  van  ad  opus  publicum  voor  drie 
jaren  lang  in  de  kettingh  gebannen  te  worden  neffens  confiscattio 
van  100  van  8"^“  daervan  den  aenbrenger  met  verswijgingh  van 
sijn  naem  sal  genieten  6 t’  appliceren  naer  U50.  alsoo  sulcx 
ten  meesten  diensten  van  d’  E.  OompS  ende ’t  gemeene  best  bevon- 
den  wort  te  behooren. 

Aldus  gedaen  in ’t  Fort  de  Goede  Hoope,  adij  20™  Septem- 
ber A“  1659,  mitsg"  gepronunchieert  ende  g’affigeert 
den  21  daeraen  volgende. 

Was  geteijkent 

Jan  Van  Riebeeck. 


Waerschouwinge. 

Alsoo  voor  dato  verboden  is  dat  niemandt  eenigh  brandthoudt 
tusschen  de  Soute  Rivier  ende ’t  Fort  uijt  de  duijnen  ofte  bosjens 
soude  vermogen  te  haelen,  ende  gemerckt  sulcx  noch  al  bij  vele 
gedaen  wort  sooist  dat  jeder  een  bij  deesen  wederom  gewaerschout 
wort  t’  minste  tackien  van  daer  meer  wegh  te  dragen  op  pene  van 
drie  R“  maer  blijft  elck  toegestaen  uijt  de  duijntis  tusschen ’t  fort 
ende  Leeuwenbergh  soo  veel  tot  bun  huijs  oft  hertbrant  te  haelen 
als  sij  van  noode  hebben  oft  begeeren. 

In ’t  Fort  de  Goede  Hope  adij  Prime  October  A"  1659. 

Was  geteijkent, 

Jan  van  Riebeeck. 


1659. 

20en  Sept 


1659. 
len  Oot. 
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1659. 
2nd  Nov. 


10o9. 
Gfli  Nov, 


The  Commander  and  Council. 

"Whereas  it  is  noticed  that  of  the  grain  and  meal  monthly 
granted  to  the  freemen  out  of  the  stores  for  their  bread  corn,  so 
much  remains  over,  that  some  sell  such  surplus  to  others  in  the 
form  of  leaves,  the  following  resolution  was  adopted. 

Extract  from  the  Resolutions  of  Monday  the  27th  October,  1659. 

After  an  estimate  made  it  was  decided  to  fix  the  following 
prices  on  bread,  with  express  interdiction  that  no  one,  whether 
baker,  or  whosoever  he  may  be,  shall  sell  it  at  a higher  rate,  on 
pain  of  forfeiture  of  such  loaves  as  may  be  found  to  be  too  light, 
&G.,  20  reals  for  the  first,  40  reals  for  the  second,  and  severer 
correction  for  the  third  or  further  offence,  should  conviction  follow. 

The  loaves  shall  therefore  not  be  sold  to  the  residents  or  the 
ships  at  higher  rates  than  the  following  : — 

Wheaten  bread  at  IJ  penny  per  lb.  Pure  and  mixed  rye  breid 
for  the  present  at  1 stiver  per  lb.  White  bread  as  yet  according 
to  discretion. 

And  that  the  burghers  and  others  may  be  less  easily  deceived, 
the  Fiscal  shall,  at  least  once  a month,  whenever  ho  deems  it  good, 
make  his  rounds  with  two  burgher  Councillors,  and  inspect  the 
bread,  and  without  any  connivance  carefully  attend  to  this,  as 
well  as  other  articles  whose  prices  have  been  fixed,  without 
distinction  of  persons. 

Thus  done,  &c.,  in  the  Fort  the  Grood  Hope  and  promulgated  on 
the  2nd  November  following. 

(Signed)  Johan  van  Riebeeck. 


Warning. 

As  it  has  been  found  that  some  not  only  take  from  the  rivers 
the  nets  of  the  fishers  and  other  freemen,  but  also  wantonly  tear 
and  cut  them  to  pieces,  every  .^one  is  therefore  warned  to  desist 
from  doing  so,  on  pain  of  corporal  punishment  and  forfeiture  of 
20  reals  of  8,  to  be  paid  to  every  one  who  may  suo(!eed  in  deliver- 
ingj  such  malicious  persons  to  justice. 
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Den  Commandenr  ende  Eaet. 

Alsoo  gemerckt  ■wort  dat  van  de  grannen  ende  meel  den  vrijel" 
maentelijcx  tot  hun  broot  eorenuijt’t  magasijn  verstrect 'wordende 
soo  veel  overschiet  dat  scmmige  van  d"  overechot  aen  d’  een  ende 
ander  (tot  broot  gebacken)  comen  te  vercoopen,  soo  is  conform 
onder  volgende 


Extract  uijt  dnEesolutie  genom;  op  Maendagh,  den  27*'"  Octo- 
ber A"  1659. 

Na  gemaeckten  overslagb  goet  gevonden  op  bet  broot  desen 
navolgende  prijsen  te  stellen  met  wel  expresse  interdictie  van 
hetselve  ’t  sij  backer  oft  wie  bet  sonde  mogen 
’/broodt.*  -weesen  niet  duijrder  te  vercoopen  op  verbeurte 

van  bet  te  licbt  bevonden  broot  ende  20™  boet 
voor  d’  eerste  40 ; de  tweede  swaerder  correctie  boven  dien  voor  de 
;>'■  ofte  meeider  malen  daerop  bekeurt  wordende  soo-wel  dat  aen 
de  bier  'wonende  luijden  als  die  van  aencomende  scbeepen  duijrder 
nocbte  ■worden  bevonden  vercocbt  te  wesen,  namentl: 

Het  taruwe  broot  bet  pont  een  braspenningb. 

Het  beel  ende  balfE  rogb  voor  eerst  nocb  ’t  pont  1 st: ; "witte 
broot  voor  als  nocb  tot  diseretie. 

Ende  op  dat  den  borger,  ende  andre  te  min  bedragen  (?  be- 
drogen)  worde  sal  den  fiscael  ten  minsten  eens  ter  m*  als ’t  bem 
goet  duncken  sal  met  de  2 borger  raden  de  ronde  doen,  ende  bet 
broot  visiteeren  alsoock  sonder  eenigbe  conniventie  scbeep 
( ? scberp)  reguard  daerop  nemen  neffens  alles  meer  daer  oock 
prijs  op  gestelt,  is  sender  aensien  van  personnen. 


Aldus  gedaen  en  geresolveert  in ’t  Fort  de  Goede  Hope, 
datum  ut  supra,  mitsgaders  gepronunebieert,  ende 
g’affigeert  den  2 November  daer  aen  volgende. 


Was  geteijekent, 

Jan  van  Eiebeeck. 


W aersebouwin  gen. 


Alsoo  gemerckt  wort 


dat  sommige  de  netten  uijt  de  revieren 
van  den  vissers,  tnde  andere  vrijel"  niet  alleen  opbaelen,  ende 
lichten  maer  oock  moet'willicblijck  sebeuren,  ende  aen  stucken 
snijden:  Soo  is  ’t  dat  ijeder  een  bij  desen 
gewaersebout  wort  sulcx  nae  te  laten  op  lijff 
straff e,  ende  verbeurte  van  20  realen  van 
8'^^"  voor  die  soodanigb  een  moet'williger  "weet  in 
ban  den  van  den  justitie  te  leveren. 


Verboth  van  ander- 
mans  netten  te  lichten 
oft  (?)  BOut  te  ont- 
nemen. 


165'J. 
2en  Nov. 


1659. 
Sen  Nov. 


476 


1659. 
6th  Nov, 


1659. 
7th  Nov 


And  as  it  has  also  been  heard  that  the  heaps  of  salt,  collected 
by  the  free  fishermen  for  the  Company,  are  also  stolen,  this  salt 
stealing  is  interdicted  with  the  same  fine,  and  a reward  of  20 
reals  for  the  conviction  of  every  offender,  besides  a banishment 
of  12  months  in  chains,  both  for  the  net  tearers  and  the  fish 
and  salt  thieve.s. 

In  the  Fort  the  Grood  Hope,  the  6th  November,  1659. 

(Signed)  Johan  van  Eieceeck. 


The  Commander  and  Council,  &c. 


As  the  freemen,  whose  plough  oxen  and  milch  cows  have  wholly 
or  in  part  been  carried  off  by  the  Flottentoos,  have  this  week  been 
supplied  as  far  as  possible  with  others  by  the  (Jompany  on  credit, 
in  order  to  continue  their  agricultural  pursuits,  and  as  those 
beyond  the  river  are  in  most  danger  of  being  again  deprived  of 
them,  and  as  no  better  means  can  be  thought  of  to  prevent  this, 
than  an  enclosure  of  poles  and  cross  bars,  such  as  the  Company 
is  at  present  having  in  hand  between  the  watchhouses  “ Keert  de 
Koe  ” en  “ Kykuit,”  it  is  decided  to  order  the  aforesaid  residents 
beyond  the  Liesbeeck  River,  also  to  enclose  their  lands  in  a similar 
manner ; and  those  on  this  side  of  the  said  river  shall  likewise 
close  up  such  places  through  which  any  cattle  may  be  driven. 
Whatever  lands  may  be  situated  outside  the  boundaries  of  any 
one,  shall  for  better  security  be  likewise  planted  with  Pega-Pega, 
or  bitter  almond  trees,  which  tlie  freemen  shall  also  have  to  do  as 
soon  as  the  aforesaid  fences  shall  have  been  completed.  For  that 
purpose  they  may  cut  down  from  all  the  forests,  excepting  those  of 
Leendert,  the  wood  required  for  the  purpose.  Thd  poles  are  to  be 
burnt  as  far  as  they  are  to  be  sunk  into  the  earth,  in  order  to  last 
longer.  Each  one  to  be  8 feet  long,  with  two  double  cross  bars. 
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• Ende  alsoo  oock  vernomen  is  dat  de  vrije  vissers  haer  hopen 
zout  die  S6  voor  d’  E.  Comp''  hebben  opgesaraelfc  mede  worden 
bestolen,  soo  wort  die  sout  dieverij  meede  op  gelijcke  pene  ver- 
boden,  ende  20R"  premie  gestelt  op  soodanigen  persoon  als  daerop 
sal  cunnen  bestraft  worden  boven  nocb  een  bannissement  van  12 
maenden  in  de  kettingh  soo  wel  voor  de  nette  scheurders  als  de 
vis  en  zout  dieven. 

In ’t  Fort  de  Goede  Hope,  den  6 Nov  : A"  1659. 

Was  geteijckent, 

Jan ‘van  Riebreck. 


Den  Commandeur  ende  Eaet  van  ’t  Fort  de  Goede  Hoope,  en 
verderen  ommeslagb  aen  Cabo  de  Boa  Esperanee,  &c’*,  doen 
te  weten 

Dewijle  de  vrijeF  weleke  baer  ploegh,  ende  melck  beesten 
(sommige  altemalen,  ende  andere  gedeelte  van  de  Hottentoos 
waeren  ontrooft)  dese  weeeke  met  andere  van  d’  E.  Comp®  weder 
te  borgb  nae  vermogen  in  de  plaets  sijn  versien  geworden  om 
baeren  bon  mede  waer  te  nemen  &c”,  ende  nademael  de  over- 
luijden  wat  ’t  meeste  pericul  lijden  om  van  deselve  weder  berooft 
te  worden  waertegen  geen  beter  middel  uijt  te 
Ordonnautie  ’t  lant  vinden  sij  als  met  een  scbut  weeringb  van 

metpegapgasteom-  pg^][gQ  ende  boomen  te  maecken  geliick  d’  E. 
cmgeleu  tegen  d aen  ^ . t i • ° i’’  i n 

val  van  de  Hottentoos.  Compagnie  ] egenwoordigb  IS  onderbanden 

bebbende  tussohen  de  wacbtbuijsen  keert  de 
koe,  ende  kijckuijt  soo  is’t  goet  gevonden  de  gemelte  overluijden 
ofte  alle  die  aen  de  oversijde  der  riviere  Liesbeecq  woonen  te 
bevelen  dat  elck  soo  verde  baere  landerijen  leggen,  soodanigb 
mede  afi  sullen  scbutten.  Item  oock  die  aen  dees  zijde  wonnen 
de  plaets : van  de  riviere  daer  eenige  beesten  sonde  ounnen  door- 
gedreven  worden — sullende ’t  geene  buijten  ijmants  landen  open 
light  bij  d’  E.  Comp®  voorts  tot  meerder  bescberminge  insgelijcx, 
ol'te  met  Pega  Peg  as  afgesloten : ende  met  bitter  amandel 
boomen  beplant  worden  gelijck  de  vrijeluijden  mede  sullen 
moeten  doen  soo  baest  voorsz ; scbutweringb  sal  afgemaecikt 
wesen,  ende  waertoe  deselve  voor  niet  bout  sullen  mogen  backen, 
ende  baelen  uijt  alle  de  bossen  uitgesondert  Comp'  oft  leenderts 
bossen,  ende  de  paelen  soo  verde  die  in  de  gront  moeten  staen 
wel  gebrant  om  te  langer  te  mogen  duijren,  langb  8 voet  met  2 
dubbelden  boomen,  ende  6 voet  ijder  van  den  anderen,  even  als 


1659. 
Gen  Nov 


1659. 
7en  Nov. 


47$ 


7th  Nov. 


1659. 

7 th  Dec. 


1659. 

7 th  Dec^ 


and  6 feet  from  the  other,  just  as  the  Company  is  doing  at  present, 
ims  must  be  done  at  once  as  it  is  urgently  necessary. 

gtSotl^g  promulgated  on  the 

(Signed)  Johan  van  Riebeeck. 


The  Commander  and  Council,  &c. 

Whereas  it  is  observed  that  many  care  very  little  about  the 
trilling  fine  decreed  against  the  drawing  of  knives,  and  some  are 
ever  ready  to  do  so  ; it  is  decided  that  whosoever  shall  draw  his 
knife  or  any  side-arms  shall  henceforth  forfeit,  according  to  tlie 
articles  6 months  pay,  and  in  the  case  of  the  freemen  25  reals  of  8, 
even  it  nobody  has  been  wounded  in  consequence.  Those  of  the 
freemen  who  may  be  unable  to  pay  shall  be  kept  at  the  Company’s 
Rubhc  works  until  he  shall  have  worked  off  the  amount  at  f9  per 
month  ; as  it  is  understood  that  this  order  is  issued  for  the  pre- 
vention of  many  accidents  and  the  security  of  the  public. 

Thus  done,  &c.,  on  the  7th  Nov.,  1659,  and  promulgated  at  the 
proper  place.  ^ ® 

(Signed)  Johan  van  Riebeeck. 


Extract  from  tlm  Resolutions  of  the  Fort  of  Good  Hope.  Wed- 
nesday,  the  30th  Deo.,  1659.  ^ 

Further  the  freebakers  Louis  Riohert  and  Klaas  Lammert  are 
granted  their  request  that  no  one  but  themselves  (so  long  as  they 
are  able  to  accommodate  everyone)  shall  be  permitted  to  sell  any 
coarse  or  white  bread,  cakes,  cracknels,  or  whatever  else  may  apper- 
tain to  a bakery,  on  pain  of  a fine  of  20  reals,  one-third  to  go  to 
the  petitioners  (should  they  detect  any  offender)  and  the  rest  pro 
M-o  and  the  poor.  Provided,  however,  that  should  the  innkeepers 
and  boa,rdmghouse  keepers  have  any  prepared  food,  and  the  agri- 
culturists in  the  country  any  milk,  butter,  eggs,  &c.,  for  sale  to  a 
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d’  E.  Comp‘d  onder  handen  heeft  gelijck  boven  gesegt  is,  ende  dat 
al  den  eersten  dacb  voor  den  laetsten  alsoo  de  nootsaeckeP  sulcx 
op ’t  hooghste  is  vereijsehende. 

Aldus  gedaen,  ende  g’arresteert  in’t  Fort  de  Qoede  Hope, 
adij  7™  November  A“  1659,  mitsg'®  gepronunchieert,  ende 
g’affigeert  den  9™  daeraen  volgende. 

Was  geteijckent, 

Jan  van  Riebeeck. 


'c  m^s- 


Een  Commandeur  ende  Raet  &c". 

Aengesien  gemerckt  wort  dat  sieh  veele  weijnigh  ontsien  de 
geringe  boeten  van  10  R“  gestelt  op ’t  mes  trecken  maer  sommige 
daervan  al  even  lichten  hant  hebben  soo  is  goet  gevonden 
dat  die  sijn  mes  oft  eenigh  geweer  treckt  voor- 
taen  sal  verbeuren  volgens  den  generalen 
artikul  brief  6 maenden  gagie  ende  de  vrijeP  25 
Realen  van  8™  alwaert  dat  niemant  daermede 
gevulneert  ofte  gequest  hadden,  en  die  van  de 
vrijeluijden  onvermogen  is  te  betaelen  sal  aen 
Oomp®  wercken  gestelt  ende  gehouden  worden  soo  lange  sulcx  sal 
ingedient  bebben  tegen  9 gl : p"’  m‘  also  verstaen  wort  sulcx  tot 
voorcominge  van  veele  ongelucken  ende  de  meeste  gerustheijt 
van  ’t  gemeen  te  strecken. 


Ma,udiet  op 
treokeo  op  peae  van 
6 m:  ga^ie  a 3a  eea 
Uomps  dienaeran  en 
25  Realen  een  vrij 
man. 


Aldus  gedaen  ende  g’arresteert  in’t  Fort  de  Goede  Hope 
adij  9''"  A"  1659  mitsg'^  gepronuncbieert  ende  ter 
behoorlijcke  plaetse  g’affigeert  ende  was  geteijckent. 


Jan  van  Riebeeck. 


Extract  uijt  de  Resolutie  van’t  Fort  de  Goede  Hope  genomen  op 
Woensdagh  den  3™  DecemV  A'’  1659. 

Is  wijders  den  vrij  backers  Louijs  Richart  ende  Claes  Lammerts 
toegestaen  dat  niem’^  buijten  haer  (soo  laugh  sij  raet  weten  ijeder 
een  te  gerieven)  eenigh  groff  oft  wit  broot,  koeekjen,  kraeokelingen, 
ende  wes  meer  de  brootbackerije  aengaende  sullen  vermogen  te 
vercoopen  op  verbeurte  van  ’t  solve  ende  20  R"  boete  daeren- 
boven  | voor  haer  (soo  sij  ijmandt  daerop 
Niemand  mag  brood  beti’appcn)  ende  de  rest  pro  fisco  ende  den 
vercoopen  ak  de  vrij-  armen,  met.  dien  verstaende  nochtans  dat  de 
ii6r©b6r^ii^iGrs  ©ncx©  ^3<Sijiioxi(i6rs  oi  £iTi(X6]rQ 
eenige  toebereijde  cost,  item  oock  de  huijs 
luijden  in ’t  lant  melck,  boter,  eijreu  oft  andersiuts  voor  den 


1G59. 
7en  Nov, 


1659. 
Ten  Dec. 


1659. 
Ten  Dec. 
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1659. 
7th  Dec. 


1660. 
3rd  Jan. 


traveller,  they  shall  he  permitted  to  sell  for  money  their  own  bread, 
baked  for  the  convenience  of  callers  and  as  much  as  the  latter  may 
require  for  their  meals,  as  has  been  allowed  on  many  places  in  the 
country,  independent  of  the  bakers,  but  not  as  provisions  for  a 
longer  or  shorter  period,  or  to  be  taken  aw^y  or  carried  on  hoard. 
This  is  allowed  to  the  free  bakers  only,  that  no  fraud  may  take 
place  in  the  weight  of  the  bread  and  the  ordinary  seaman  (being 
ignorant)  he  not  robbed.  The  Fiscus  will  accordingly  he  ordered  to 
attend  to  this,  whilst  this  extract  shall  he  affixed  at  the  proper 
place,  that  everyone  may  be  warned  to  beware  of  loss. 

Thus  done,  &c.,  on  the  date  above  mentioned  and  promulgated 
the  7th  December,  1659,  below  stood. 

By  order  of  the  Commander  and  Council,  &c. 

(Signed)  Gtysbert  van  Campen,  Sec. 


Extract  from  the  general  despatch  of  My  Lords  the  Commis- 
sioned Directors  from  the  respective  Chambers  of  the  General 
Netherlands  Chartered  East  India  Company,  at  the  Meeting  of 
the  Seventeen,  written  to  the  Commander  and  Council  of  the  Fort 
the  Good  Hope  at  Cabo  de  Boa  Esperance,  dated  the  5th  Septem- 
ber, 1659. 

As  the  stowing  away  of  Company’s  servants  and  freemen  in  the 
return  ships  is  so  much  in  vogue  to  the  great  loss  of  the  Company 
and  the  Colonists,  especially  when  besides  they  leave  considerable 
debts  behind  them,  it  will  be  necessary  to  notify  by  placcaat,  fixing 
a heavy  penalty,  and  to  be  published  about  the  time  of  the  arrival 
of  the  annual  return  fleet,  that  no  one  whether  officers,  sailors  or 
soldiers,  shall  receive  on  board  the  return  ships,  in  order  to  hide 
themselves  in  them,  any  servants  of  the  Company  or  freemen,  the 
penalty  being  that  those  who  may  be  found  to  have  done  so  or 
had  any  knowledge,  before  their  departure  from  the  Cape,  that 
such  persons  had  stowed  themselves  away  in  the  ships,  without 
having  reported  it  to  the  proper  authorities,  shall  forfeit  all  the 
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reijsende  man  te  coop  hebbende  daertoe  wel  van  baer  eijgen  broot 
sullen  mogen  tot  gerieff  voor  gelt  toedoen,  soo  veel  sij  tot  baer 
spijse  aldaer  mocbten  noodigb  bebben  te  eeten  gelijck  op  meer 
plaets : ten  platten  lande  buijten  de  backers  toegestaen  &ij  ; maer 
niet  tot  provisien  voor  eenigen  langer  oft  meerder  tijt  ofte  oock 
om  nogb  te  dragen  ende  na  boort  te  brengen,  ^t  welcke  voors. : 
vrijbackers  alleen  toegestaen  blijft  ten  eijnde  oock  in  de  wicbt 
van ’t  broot  geen  fraude  en  come  te  gescbieden  nocb  den  gemee- 
nen  man  van  d’  aencomende  scbepen  (als  oncundigb)  ten  min 
te  cort  gedaen  Worden  waerop  den  fiscus  last  sal  bebben  te  letten, 
ende  dit  extract  desen  aengaende  ter  gewoner  plaets : is  gepro- 
nuncbieert  ende  g’affigeert  opdat  ijder  een  gewaerscbouwt  blijve 
sigb  te  bouden  voor  scbade. 

Aldus  gedaen  ende  g’arresteert  in’t  Fort  de  Goede  Hope 
datum  utez : mitsgaders  gepronuncbieert  ende  g’affi- 
geert  den  7 Decemb : Daer  aen  volgende.  Onderstont  ter 
ordonnantie  van  Command'^  ende  Raet  deses  Forts  voorsz : 
bij  mij  ende  geteijckent 

Gijsbert  van  Campen,  Secret^ 


Extract  uijt  de  generaele  missive  van  mijn  Heeren  de  gecom- 
mit"^  bewintbebberen  uijt  de  respective  Cameren  van  de  Generaele 
Nederlants'  g’octroijeerde  Oost  Indiscbe  Comp'*  ter  vergaderingbe 
van  de  zeventbiene  gesz.  aen  den  Oommandeur  en  Kaet  van ’t 
Fort  de  Goede  Hope  aen  Cabo  de  boa  Esperance  in  dato  5 
September  1659. 


Dewijle  bet  verstecken  van  Comp®  dienaren  ende  vrijeF  in  de 
berrewaerts  comende  retour  scbepen  soo  seer  in  zwangb  gaet  tot 
groot  nadeel  soo  van  d’E.  Comp^  als  van  de  Colloniers  insonderb* 
als  deselve  daer  en  boven  nocb  merckeF  scbulden  daer  laten  staen 
sal  noodigb  wesen  dat  bij  placcaet  ende  booge 
pene  daer  tegen  d’  aencompste  van  de  jaere- 
lycxe  letour  vlootb  bij  publicatie  ende  alficite 
doen  bekent  raaecken  dat  niemamant  t’  zij 
ofl&cieren,  mattroosen  oft  soldaten  bem  sal 
bebben  te  bevorderen.  Eenige  t’sij  Comp®  dienaren  off  vrij  el'*  in 
de  Retour  scbepen  over  te  nemen  om  baer  aldaer  te  laten  verber- 
gen,  op  pene  dat  die  geene  die  bevonden  sullen  worden  sulcx 
gedaen  oft  kennisse  voor  baer  vertreck  van  de  Caep  gebadt  bebben, 
dat  soodanige  personnen  baer  in  de  scbepen  bebben  te  verstecken, 
sender  t’selve  nocbtans  daer  bet  beboort  aen  te  geven,  sullen 


Tegen  ’tversteken  van 
Comp’s  dienaers  ende 
’t  oph  uden  derselvec 
in  de  s’hepen. 


Vol.  EX. 
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1660. 
3rd  Jan. 


1660 

17tli  Jan. 


pay  of  their  homeward  voyage,  and  moreover  make  good'  all  the 
loss  which  the  Company  and  the  said  Colonists  may  suffer  in 
consequence ; for  that  their  monthly  salaries  shall  be  kept  back 
and  left  unpaid  until  a specification  of  the  same  shall  have  arrived 
here.  Moreover  the  aforesaid  stowaways  shall  be  delivered  to  us 
by  the  ship’s  council  as  prisoners  and  in  irons,  in  order  to  be 
sent  back  thither  by  first  opportunity  without  pay  or  emolument. 

And  in  order  that  it  may  be  the  more  easily  discovered  who  the 
guilty  are,  or  have  a knowledge  of  such  desertion,  the  skippers 
and  ships’  councils  in  whose  ships  such  deserters  are  found,  shall 
at  once  report  the  offenders  on  them  arrival  in  this  country,  and 
communicate  the  sentence  passed  on  them,  on  pain,  that  if  they  re- 
frain from  doing  so,  they  will  he  considered  as  aiders  and  abettors, 
and  besides  forfeiting  their  wages  of  the  return  voyage,  they  will 
be  required  to  fine  themselves,  and  pay  all  losses  incurred. 

After  collation  with  its  original  found  to  he  correct,  and  by 
order  of  the  Commander  and  Council  ordered  to  be  published  and 
affixed. 

In  the  Fort,  &c.,  the  3rd  January,  1660. 

(Signed)  Gysbert  van  Campen,  Sec. 


The  Commander  and  Council,  &c.,  make  known : 

That  whereas  the  free  agriculturists  have  at  present,  Glory  be 
to  God,  their  barns  full  of  corn,  they  shall  all  henceforth  be  per- 
mitted to  bring  their  own  corn  to  the  mill,  namely  one  bushel 
monthly  per  head,  provided  that  beforehand  they  obtain  a written 
consent  to  be  shown  to  the  free  millers,  without  paying  any  excise 
or  tax  for  the  same  to  the  Company,  excepting  portion  of  the 
grain  to  be  paid  to  the  millers,  allowing  them  also  to  deduct  1 lb. 
for  mill  dust  per  bushel  weight ; other  freemen,  however,  who  are 
no  agricultmists  and  accordingly  have  no  grain  of  their  o'wn,  shall 
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verbeuren  alle  de  gagie  die  sij  luijden  op  de  thuijs  reijse  zullen 
hebben  verdient.  En  daer  en  boven  vergoeden  de  sohade  die 
d’E.  Comp®  ende  voorsz.  CoUoniers  bij  de  versteeokelinge  sullen 
comen  te  lijden  ende  waervoor  derselver  vordere  verdiende  maent 
gelden  zullen  worden  ingehouden  ende  onbetaelt  gelaten  totdat  de 
speoificatie  daervan  berewaerts  zal  wesen  overgecomen  ende  sullen . 
bo\endien  de  voorsz.  versteeckelingen  bij  den  sebeepsiaet  ons 
oft  onse  gecommitteerdens  in  heohtenis  ende  geboeijt  worden 
overgelevert  om  mette  eersten  sobeepen  buijten  Tractement  oft 
gagie  derewaerts  gesonden  te  worden  en  ten  eijnde  te  beter 
zouden  mogen  uijt  gevorst  te  worden  wie  daeraan  sohuldigh  soude 
mogen  wesen  oft  kennisse  daer  van  gehadt  hebben  sullen  de 
schippers  offte  die  van  de  scheepsraedt  van  de  scheepen  daerop 
soodanige  versteekeKngen  sullen  werden  gevonden  op  haer 
arrivem*  bier  te  lande  de  scbuldigen  moeten  aengeven,  ende 
bekent  maken,  mitsgaders  aenwijsingb  doen  van  de  sententie  daer 
over  t’baren  lasten  gewesen  op  pene  dat  sij  selffs  daer  vooren 
sullen  werden  aengesien  ende  bovendien  inboudingbe  en  verbeurte 
van ’t  baeren  voorsz.  maentgelden  op  de  t’buijs  reijse  verdient  de 
schade  daer  bij  al  vooren  te  lijden  gebouden  sijn  sellfs  op  teleggen 
ende  te  betaelen. 

Naer  gedaene  collatie  is  desen  zooveel  t’  extrabeerde  aengaet 
met  sijn  origineel  bevonden  t’acoordeeren  ende  door  ordre  van  de 
Commandeur  ende  Eaet  voors.  doen  publiceeren  ende  affigeeren 
int  Fort  de  GroedeHope  adij  3™  Januarij  A°  1660,  bij  mij  en  was 
geteijckent 

Gijsbert  van  Campen,  Secret®. 


Den  Commandeur  ende  Raet  &c*.  doen  te  weten. 


Alsoo  de  vrije  lantbouweis  jegenwoordigb  Q-ode  lofp  haere 
scbeuren  vol  coren  hebben,  soo  sullen  deselve  voortaen  alte 
maelen  baer  eijgen  coorn  mogen  ter  meulen  brengen  namentlijck 
booft  voor  booft  een  scbepel  ter  maent,  mits 


De  vrijluijden  mogen  kaelende  daervan  een  brieffken  van  consent 
SpeUeTmLntmite  &en  den  vrijmeulenaers  aen  te  vertboonen 
een  consent  brief je  sonder  eenige  chijs  oft  pacbt  aen  d’  E.  Comp‘d 
haelende  van  haer  eij-  maer  alleen  ’t  -jig-  coorn  te  laten  scbeeppen  bij  den 
gen  coren  laten  mae-  . meulenaer  neffens  1 lb.  voor  stuijffmeel 

p""  scbeepel  aff  te  trecken  in  ’t  gewicbt  doch 
andere  vrijeF  geen  lantbouwcrs  wesende  ende  volgens  dien  geen 
eijgen  graan  bebbende  sullen  baer  cooren  van  d’  E.  Comp®  moeten 
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17tli  Jan, 


1660. 
21st  Feb. 


have  to_  buy  their  corn  from  the  Company  at  the  prices  fixed,  as 
the  agriculturists  are  bound  to  deliver  all  their  surplus  grain  to 
the  Company  at  prescribed  rates. 

And  regarding  the  ewes  and  rams  the  freemen  shall  be  permitted 
to  sell  to  one  another  as  dearly  or  as  cheaply  as  they  can  agree 
with  each  other,  that  is  to  say  whosoever  has  doubled  his  number 
by  breeding.  Their  surplus  rams,  however,  which  are  not  required 
for  breeding,  shall  all,  as  well  as  their  cattle  he  delivered  to  the 
Company  at  the  same  price  for  which  they  were  given  them.  Tn 
no  case  shall  cattle  or  sheep  he  sold  to  the  ships,  as  our  Masters  in 
their  despatch  of  the  5th  September  last,  have  once  more  expressly 
forbidden  it.  Accordingly  every  farm  shall,  as  before,  again  be 
provided  with  25  ewes  and  rams,  at  3 guilders  each,  for  breeding 
purposes,  and  the  farmer  shall  take  care  that  he  always  has  at 
least  8 draught  oxen  (sold  them  at  fl2  each  for  their  ploughs) 
in  his  possession,  that  the  lands  may  not  be  left  uncultivated. 


It  is  also  further  notified  that  the  amounts  for  seed  corn  advanced 
to  the  agriculturists  the  first  year,  and  for  which  they  had  not  been 
debited  in  the  hooks,  have  been  completely  remitted. 


Thus  done,  &c.,  the  17th  January,  1660,  and  promulgated  on 
the  18th  following. 


(Signed)  Johan  van  Eiebeeck. 


The  Commander  and  Council,  &c. 

No  one,  whether  freemen  or  Company’s  servant,  shall  he 
permitted  to  cross  the  Company’s  or  freemen’s  ploughed,  sown  or 
cultivated  lands  and  gardens,  on  foot,  on  horseback  or  with 
wagons,  on  pain  of  5 reals  for  the  first  and  10  reals  for  the  second 
ofPence,  besides  compensation  for  the  damage  done  to  the  Company’s 
or  any  of  the  freemen’s  lands  or  gardens.  And  no  one  shall 
destroy  any  fruit  trees,  on  forfeiture  of  body  and  goods. 


Those  detected  in  cutting,  treading  down,  or  in  any  way 
injuring  any  produce  on  the  lands  or  in  the  gardens,  shall  he 
banished  for  12  months  to  labour  at  the  public  works. 
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coopen  ten  prijze  daertoe  beraemt  vermits  de  lantbouwers  alle 
haer  overige  graenen  ten  gesteldon  prijse  aen  d’  E.  Comp®  moeten 
leveren. 

Ende  aengaende  de  oijen  ende  springhrammen  sullen  de  vrijeE 
onder  malcanderen  mogen  over  ende  weer  verbandelen  soo  duijr 
ende  goede  coop  als  se  van  den  anderen  cunnen  bedingen  ver- 
staende  die  sijn  getal  bij  aenteelt  sal  verdubbelt  hebben  maer  de 
rammen  die  sij  meer  als  tot  den  aenteelt  noodigh  hebben  sullen 
altemael”  als  oock  het  groote  beestiael  aen  d’  E.  Comp®  moeten 
gelevert  worden  ten  prijsse  alsse  haerluij den  sijn  overgedaen,  en  de 
in  alleen  gevalle  geen  koebeesten  oft  schapen  aen  de  scheepen 
mogen  vercoopen  alsoo  onse  Heeren  Meest"  bij  haer  laste  brieven 
van  den  5®"  7‘"'  lestleeden  op  nieuwe  wel  expresselijek  sulcx  ver- 
boden  hebben,  sullende  derhalven  elken  bouwerije  met  25  oijen  en 
rammen  als  voor  dato  vreder  werdeng’accommodeert  a 3 gl.  ijder  om 
aen  te  focken  ende  maecken  ten  minsten  8 treckossen  (haer  £i  12 
gulden  mede  versien  tot  haer  ploegen)  altijt  in’t  geheel  te 
behouden  opdat  het  landt  niet  ongeboudt  en  blijven  leggen. 

Soo  wordt  oock  bekend  gemaeckt  dat  den  lantbouwers  haer  saet 
coorn  t’  eerste  jaer  verstreckt  ende  waervoor  sijl®  noch  in  de 
boucken  op  bun  reecq : niet  schuldigh  gemaeckt  sijn  t’  eenemael 
is  quijt  gescholden. 

Aldus  gedaen  ende  gearresteert  in’t  Fort  de  Goede  Hope 
adij.  17®’’  Januarij,  A®  1660,  mitsgaders  gepronun- 
chieert  ende  g’affig*  den  18  daer  aen  volgsnde  was 
geteijkent. 

Jan  van  Eiebeeck. 


Den  Commandeur  ende  Eaet,  ^c®. 

Niemant  soo  wel  vrijl"  als  compaaniges  dienaers  sullen  ver- 
mogen  over  Comp®  noch  der  vrijE  beploeghde  besaeijde  oft 
geboude  landerijen  ende  thuijnen  te  voet  noch  te  paerden  ofte 
Geen  padeu  over  be  wagens  gaen  ofto  rijden  op  pene  van  5r"  d’ 
ploegdt  off  besaijdt  eerste  ende  10r“  de  2®  mael  boven  vergoedinge 
land  te  maken.  ya,n  (Je  schade  aen  ende  op  Comp®  ofte  eenige 

luijden  haer  landerijen  ofte  thuijnen  gedaen, 

Ende  sal  niemant  oock  eenige  vruchtboomen 
Sop3“gTnde'pene'  verderven  op  verbeurte  van  lijf  en  goet. 

Qelijck  oock  die  bevonden  wort  eenigh  gewas  op  ’t  velt  off  in 
thuijnnen  staende  gesneden.  vertreeden  oft  anderzints  beschadigt 
te  hebben  worden  voor  den  tijt  van  12  maenden  aen  den 
gemeene  wercken  te  arbeijden  sal  gebannen  worden. 


1660. 
17en  Jan. 


1660. 
21en  Feb, 
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1660. 

13tli  March. 


And  if  it  be  found  (as  is  already  being,  observed  in  the 
Company’s  gardens)  that  somebody’s  slaves  break  through  the 
‘ pagges  ’ or  hedges,  and  thus  manage  to  get  inside  the  same  and 
into  the  gardens  of  some  private  persons  or  freemen,  the  owner 
shall  for  such  slaves  forfeit  10  reals  of  8,  or  they  shall  be  kept  at 
the  works  for  half  a year,  in  order  to  serve  out  the  fine  and  damage 
caused.  Hence  every  one  is  warned  to  keep  his  slaves  inside  the 
house  during  the  night,  for  if  found  outside  after  the  gate  hell 
(has  been  rung)  they  shall  he  seized  by  the  burgher  watch  and 
delivered  to  the  Fiscal,  the  hiugher- watch  receiving  a lawful  third 
part  of  the  fine.  The  same  penalty  shall  also  he  claimed  from 
those  who  may  during  day  time  have  broken  into  any  gardens  and 
injured  them. 

Thus  done,  &c.,  the  21st  February,  1660,  and  promulgated  the 
22nd  following. 

Eenewed  the  18th  January,  1661. 

(Signed)  Johan  van  Eiebeeck. 


Pieter  Sterthemius,  Councillor  of  India  and  Commander  of  the 
Eeturn  Fleet,  as  well  as  of  this  Fortress  the  Good  Hope  and  the 
rest  of  the  establishment  at  Cabo  de  Boa  Esperance,  with  his 
Council  make  known : 

As  it  has  plainly  appeared  to  us,  and  we  have  full  information 
that  the  Company’s  servants,  as  well  as  the  freemen  and  residents 
here,  notwithstanding  the  interdiction  of  the  Commander  and 
Council  of  the  Fort  the  Good  Hope,  published  on  the  24th  October, 
1658,  “that  no  one,  whosoever  he  may  be,  shall  permit  any  of  this 
country’s  brutal  aboriginals  to  come  near  their  lands,  or  into  their 
houses,  or  tolerate  them  there,  but  ward  them  ofP,  that  they  may 
not  he  given  an  opportunity  to  spy  out  our  doings,  and  again  rob 
the  freemen  of  their  cattle,  or  do  them  any  harm  ” — that  neverthe- 
less they  are  detained  by  them  especially  at  the  present  time : — All 
and  each  are  again  de  novo  expressly  forbidden,  whether  Company’s 
servants  or  freemen  to  detain  any  of  this  country’s  natives,  or 
permit  them  to  approach  or  come  upon  their  lands  or  into  their 
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De  slaven  ’8  avonts 
binnen  ts  houden  op 
dat  geen  infraotio  in 
anderes  thuijnen  mo- 
gen  doen. 


Ende  soo  bevonden  wort  (gelijck  men  in  Oomp'  thuijnen  al 
bespeurt)  dat  ijemants  lijff  eijgenen  de  pagges  oft  heggens  door 
breecken  ende  alsoo  maecken  binnen  deselve 
ende  eenige  particulieren  oft  vrijeluijden 
thuijnen  te  cornen,  sal  voor  soodannige  slaven 
Verbeurt  zijn  1 Or'*  van  8™  ofte  deselve  J jaer 
int  werok  gebouden  worden  omme  de  boete 
ende  gedaene  schade  in  te  dienen,  des  ijder  een  gewaerscbout 
blijft  zijn  lijfeijgenen  snacbts  binnen  huijs  te  houden  alsoo  deselve 
na  de  port  clock  buijten  bevonden  wordeude  van  de  borger 
wacht  aengetast  worden  ende ’s  morgen  den  fiscael  overgelevert 
werden.  Mitsgaders  deselve  borgerwacht  genieten  een  gerechte 
derde  part  van  de  voorsz.  boete,  hoedanige  penne  oock  sal  ver- 
beurt sijn  die  bij  dage  in  eenige  thuijnen  sal  gebrocken  ende 
besehadight  hebben. 


Aldus  gedaen  in  ’t  Fort  de  Goede  Hope  adij  21  Februarij  A” 
1660  ,mitsg‘"  gepronunchieert  ende  g’affigeert  den  22™  daeraen 
volgende. 

Was  geteijckent, 

Jan  van  Riebeeck. 


Pieter  Sterthemius,  Raedt  van  India  ende  Commandeur  over 
Comp®  Retour  Yloth  mitsg*'®  deser  fortresse  de  Goede  Hope  ende 
verderen  ommeslagh  aen  Cabo  de  boa  Esperance  met  sijnE.  bij- 
hebbende  Raedt  doen  te  weten. 


Naeder  verbot  van 
geene  Hottentoos 
te  houden. 


op 


Dewijle  ons  gebleecken  sij  ende  volcomentlijck  vernomen  hebben 
dat  Comp®  dienaeren  soowel  als  de  vrijeluijden  en  ingesetennen 
te  deser  plaetse,  niet  jegenstaende  d’  interdictie  van  den  Com- 
mandeur ende  Raedt  "^an ’t  Fort  de  Goede  Hoope  gedaen  op 
den  24™  8*’“'  1858  van  dat  niemant  wie  die  oock  soude  mogen 
weseh  eenige  van  dese  lants  brutale  menschen 
omtrent  haer  landerijen  ofte  binnen  hunne 
huijsen  te  laten  comen  ofte  gedulden,  maer 
deselve  van  de  hant  afPwijsen  om  haer  geen 
gelegentheijt  te  geven  van  ons  doen  aff  te  speculeren — ende 
voorsz.  : vrijeluijden  haer  beesten  weder  afi  te  nemen  ofte  eenigh 
leet  te  doen  nooh  al  evenwel  bij  deselve  ende  voornamentlijck 
in  desen  occurentie  ijders  worden  aengehouden,  soo  is ’t  dat  bij 
desen  alle  ende  een  ijegelijck  wederom  de  novo  wel  expresselijck 
verboden  wort  dat  niem*  van  de  voorsz  : Comp®  Ministers  ofte 
vrijl*  eenige  van  deese  lants  natie  sullen  aenhouden  ende  omtrent 
ofte  op  bun  landerijen  ende  huij singe  laten  comen  maer  (bij 


1660. 
21en  Feb. 


1660. 

13en  Maart. 
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1660. 

13th  March. 


houses,  but  ^hould  any  come  from  the  interior)  to  show  them  the 
way  to  the  Watch-house  ‘ Keert  de  Koe,’  in  order  to  pass  through 
&e  barricades  (erected  for  the  purpose)  and  be  accompanied  to  the 
hoit  by  one  of  the  watchmen  there,  in  order  to  prevent  all  dreaded 
calamities  of  fire  to  their  houses,  and  the  ripe  corn,  as  well  as  the 
stealing  of  the  cattle  and  all  further  annoyance;  those  found  to 
nave  acted  contrary  to  this  shall  be  fined  12  reals  of  8 to  be 
applied  as  usual,  as  this  course  is  deemed  to  be  the  best  in  the 
interest  of  the  Company  and  the  public  here. 

14to^follo^ng*^^  ’ March,  1660,  and  promulgated  on  the 


(Signed)  Pieter  Sterthemius. 


The  Commander  and  Council,  &c.,  make  known : 

16^0.  That  for  weighty  reasons  it  has  been  deemed  expedient  to  issue 
22nd  May.  the  following  warning  to  the  freemen  near  the  Fort  as  well 

as  those  all  about  the  country,  that  no  one  may  before  or  aftei* 
sunset  harboui’  or  render  any  assistance  to  the  crew  of  the  French 
s^p,  that  the  men  may  be  the  better  under  the  authority  of  their 
oihoers,  who  may  thus  be  enabled  to  save  their  goods,  for  which 
purposes  the  spot  has  been  assigned  to  them  between  the  redoubt 
Uuynhoop  and  the  first  fisherman’s  house  at  the  river,  in  order 
to  pitch  tents  there  in  which  to  store  their  goods. 


And  should  any  of  these  wrecked  persons  desire  to  lodge  with 
an_y  one,  they  shall  not  be  admitted  before  they  have  first  notified 
it  to  tlm  Secretary,  and  obtained  for  him  a written  consent,  that 
their  officers  may  with  every  possible  helpfulness  be  maintained  as 
-ar  as  practicable  in  the  authority  entrusted  to  them,  as  they  have 
already  suffered  sufficient  loss  and  inconvenience,  so  that  they  are 
most  urgently  in  need  of  all  practicable  assistance. 
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aldiender  eenige  uijt  lant  kome'n)  deselve  wijse  na ’t  waclithuijs 
keert  de  koe  om  aldaer  door  de  slaghboomen  (daertoe  g’ordon- 
neert)  te  laten  passeeren  ende  door  een  van  d"  wachten  aen ’t 
Fort  gebracht  te  worden  bij  den  Command''  en  Raedt  om  alle 
vresende  onbeijlen  van  brant  aen  baer  buijsen  als  ’t  rijpe  coorn 
ende  steelen  der  beesten  ende  alle  vordere  overlasten,  ende  t’ 
affspeculeeren  baerder  gelegentbeden  te  prevenieeren  ende  voor 
te  comen  op  pene  van  die  bevonden  wort  te  contrarije  gedaen  te 
sullen  bebben  verbeuren  een  amende  van  12R"  van  8®"  t’appliceeren 
naer  uso  alsoo  sulcx  ten  dienste  van  d’E.  Comp®  ende  t’  gemeene 
beste  albier  bevinden  te  bebooren. 

Aldus  gedaen  in't  Fort  de  Groede  Hope  den  13®"  Meert  A°. 
1660.  Mitsgaders  gepronuncbieert  ende  g’affigeert  den 
14®"  daer  aen  volgende.  Was  geteijckent 

Pieter  Sterthemius. 


Den  Commandeur  ende  Raet,  doen  te  weten 

Dat  om  wiobtige  reden  dienstigb  is  geacbt  bij  desen  den 
vrijl"  bij  ’t  Fort  ende  oock  alomme  in ’t  lant  woonacbtigb,  Item 
Comp®  dienaeren  te  doen  de  naervolgende  waersobouwinge 
namentlijck : 

Dat  niemant  eenige  luijden  van ’t  gestrande  Frans  scbip  voor 
oft  naer  sonnen  onderganok  mogen  aenbouden,  ofte  eenige  de 
minste  beul  verleenen  opdat  deselve  beter 
Geen  Franschen  nae  onder  gesacb  Van  baer  luijden  opperbooffden 
v“n'‘’tFraTsthe^"'ch1p  blijven,  ende  die  daerdoor  macbtigb 

op  te  houden.  blijven  bunne  goederen  te  salveeren  volgens 

weleke  deselve  plaetse  is  aengewesen  tusscben 
de  ronduijt  Duijnboop  ende  bet  eerste  Vissersbuijs  aen  de  rievier 
om  aldaer  tenten  op  te  slaen  ende  baer  goederen  onder  te  bergen. 

Ende  ingevalle  eenige  van  dese  tegenwoordig  gestrande  luijden 
bij  ijm  wilde  logeeren  soo  en  sal  nocb  niem‘  ingenomen  mogen 
worden  tenzij  zij  baer  eerst  bekent  gemaeckt  bebbende  aen  den 
Secretaris  van  desselfs  bant  een  brieffken  van  consent  tbonen 
omme  emmers  derselver  opperboffden  met  alle  mogelijcke  bebulp- 
saemb‘  in  bun  bevolen  gesagb  soo  veel  doenelijck  te  mainteneeren 
als  bebbende  rbeede  scbade  ende  ongelegb*  genoegb  leden,  ende 
volgens  dien  alien  doenelijeke  adsistentje  op ’t  boogbste  noodigb. 


1660. 

ISen  Maart. 


1660. 

22en  May. 
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1660. 

2'2nd  May. 


1660. 

27th  May. 


1660. 

23rd  June. 


In  tbe  country,  however,  no  one  shall  permit  or  tolerate  in  his 
house  or  on  his  lands  any  except  those  of  the  Eeformed  Religion ; 
and  should  any.  of  them  he  found  in  the  country  or  anywhere  else, 
it  shall  at  once  be  reported  to  the  authorities,  that  proper  action 
may  he  taken. 

And  especially  is  every  one  ordered,  should  any  of  the  French 
enter  their  houses  with  fire  or  side-arms,  at  once  to  inform  us  or 
the  watchmen  of  the  nearest  redoubt  or  watehhouse,  who  shall  at 
once  disarm  them,  and  until  our  further  orders,  keep  them  in 
custody.  Those  found  to  he  neglectful  in  this,  or  dissimulant, 
shall,  as  a punishment,  he  apprehended  by  the  Fiscal,  and  by  him 
criminally  prosecuted  according  to  the  importance  of  the  occasion 
and  affairs. 

Thus  done  in  the  Fort,  &c.,  on  the  22nd  May,  16b0,  and 
promulgated  on  the  23rd  following. 

(Signed)  Johan  van  Riebeeck. 


Warning. 

As  at  present  those  of  the  wrecked  French  ship  the  Mareschal 
are  landing  a considerable  quantity  of  brandy,  which  they  are 
offering  for  sale  to  one  man  and  another,  the  free  burghers  shall 
(in  order  to  be  permitted  to  buy)  beforehand  obtain  a written 
permit  and  at  the  same  time  pay  the  Custom  duty  to  the 
Company,  viz : 3/4  real  of  8 for  each  bottle,  on  pain  of  100  reals 
for  the  buyer,  according  to  the  ordinance  ere  this  promulgated, 
whether  in  small  or  large  quantity. 


Done,  &c.,  on  the  27th  May,  1660. 

(Signed)  Johan  van  Riebeeck. 


Warning. 

Whereas,  notwithstanding  the  peace  made  with  the  natives,  it 
is  sufBciently  evident  to  everyone,  that  should  they  see  a chance, 
they  would  not  refrain  from  robbing  our  cattle  wherever  they  can, 
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Doch  en  sal  niemant  in  hare  huijsen  oS  landt  eenighe  andere 
als  de  Q-ereformeerde  Godtsdienst  van  deselve 
Geen  vreemde  Gods-  toelaeten  ofte  gedogen,  ende  bijaldien  sulcx  op 
l\^erde“in‘de?e®pl!,8t8  ’t  platte  landt  of  ergens  vernomen  wiert,  sullen 
te  gedoogen.  ’t  selve  dattelijck  aen  d’overich’^  aendienen,  om 

daerin  dan  te  handelen  als  naer  behooren. 

Ende  voornamentlijck  wert  ijder  gelast  soo  ijm‘  van  de  Francen 
met  cort  oS  langh  sehiet  oft  sijt  geweer  in  haere  huijsen  comen, 
dat  sijl“  ons  off  de  wachten  van  de  naeste  rond 
DeFraDschebijjmand  ^ijt  off  wachthuijs  sulcx  ten  eersten  sullen 
^'weer  ^ affgeLmen  l^ekent  maecken,  die  haer ’t  selve  dan  sullen  aff- 
worden.  nemen,  ende  tot  onse  nadere  ordre  in  bewaringe 

houden,  op  pene  van  die  hier  iij  nalatigh  off 
dissimulaet  bevonden  wort  bij  den  fiscael  sal  in  apprebentie  geno- 
men  ende  door  denselven  crimineeF  tegen  geprocedeert  worden 
nae  wijcbtigb*  van  tijt  en  saecken. 

Aldus  gedaen  In’t  Fort  de  Goede  Hope  den  22“"  Maij  1660 
mitsgaders  gepronunchieert  ende  g’afl&geert  den 
23““  daeraen  volgende  ende  was  geteijckent 

Jan  van  Riebeeck. 


Waerscbouwinge. 

Dewijle  jegenwoordigh  die  van ’t  verongeluote  Franse  sohip 
de  Mareschal  vrij  wat  brandewijnen  aen  lant  brengen,  die  sij 
d’  een  den  ander  presenteeren  te  vercoopen,  soo 
?an7efrlTcCg?en  sullen  de  vrije  borgers  daertoe  moeten  balen 
brandewijnen  coopen  een  brieffken  van  consent,  ende  met  eenen 
sender  consent  en  betalen  de  gerechtigb*  van  de  E..  Comp"  sijnde 
aceijns.  £ R"  van  8"  ijder  mengelen  op  de  pene  van 

bonder!  R“  voor  den  cooper  gelijek  voor  dato  daerop  gestelt  is, 
’t  zij  bij  cleijne  ofte  groote  mate. 


Gedaen  in  ’t  Fort  de  Goede 
was  geteijckent. 


Hope  den  27“"  Maij  A"  1660  en 
Jan  van  Riebeeck. 


W aersebouwinge. 

Alsoo  niet  jegenstaende  den  gemaec'isten  peijs  met  dese  lants 
natie  ijder  een  genoegb  kennelijek  is  dat  sijl“  cans  siende  daerom 
niet  naerlaeten  sullen  d’  onse  bet  beestiael  waer  se  maer  cunnen, 


1660. 

22eu  May. 


1660. 

27en  May. 


1660. 

23en  Junij. 
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1660. 

26rd  June. 


1660. 
31st  Oct. 


&c.  Every  one,  both  Company’s  servants  and  freemen,  no  one 
excepted,  is  by  this  expressly  warned  that  as  soon  as  they  see  the 
signals  of  alarm  (being  the  continuous  hauliug  up  and  down  of 
the  flags  at  the  watch-houses)  they  shall  at  once  drive  their  cattle 
into  the  nearest  kraal,  and  each  with  his  gun  proceed  to  the  place 
of  danger  for  the  assistance  of  our  people  and  the  hurt  of  the 
marauding  enemies. 

Done  in  the  Eort,  &c.,  the  23rd  June,  1660,  and  promulgated 
and  affixed  on  the  24th  following. 

(Signed)  Johan  van  Riebeeck. 


The  Commander  and  Council,  &c. 

As  we  have  some  days  ago,  personally  experienced  that  some 
wanton  persons  did  not  hesitate  to  dig  some  pits  wide  and  deep  in 
the  neighbourhood  of  and  aonong  the  thickets  behind  the  Table 
Mountain,  where  the  best  and  flnest  pastures  for  the  draught  and 
milch  cattle  lie,  and  to  cover  the  same  with  loose  rush,  so  that  the 
cattle  which  frequently  graze  there,  and  attempt  to  walk  over  the 
rushes,  fall  in,  and  have  at  night  and  unseasonable  hours  to  be 
taken  out,  and  killed,  as  if  they  had  accidentally  been  missed  by 
the  herds  and  fallen  into  the  holes,  from  which  on  account  of  their 
depth  they  cannot  possibly  be  recovered,  and  are  consequently 
devoured  by  wild  beasts,  of  which  there  have  already  been  many 
examples  to  the  no  small  loss  of  the  Company  in  particular,  but  also 
to  the  residents  in  general,  as  the  latter  by  the  destruction  of  their 
very  necessary  and  valuable  draught  oxen  would  be  completely 
ruined  : — Therefore  the  Commander  and  Council  (having  noted  the 
great  malice  of  these  pit  diggers,  and  in  order  to  save  the  aforesaid 
residents  from  loss  and  prevent  it  as  much  as  possible,  hereby  warn 
all  and  everyone,  whosoever  he  may  be,  that  no  one  shall  hence- 
forth venture  to  make  such  covered  or  open  pits  on  any  spot 
whatever,  in  order  not  to  let  the  cattle  of  the  Company  or  freemen 
fall  into  them,  even  if  it  be  done  under  the  pretext  of  catching 
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ecliter  noch  al  ontroovea  &d^,  soo  wort  een  ijgelijck  soowel 
Comp®  dienaers  als  vrijl“  niem*  uijtgesondert,  wel  ecxpresselijck 
bij  desen  gewaerschout  dat  soo  baest  sijl”  de  seijnen  van  onrust 
vernemen  (sijnde  bet  geduijrigb  op  ende  nederbaelen  der 
vlaggens  op  de  wacbtbuij  sen)  dateP  bun 
De  Hottentooa  niet  te  beestiael  sullen  sien  binnen  ’t  naeste  orael  in 
hSTtlwearn.®*'  drijven  ende  elek  met  sijn  geweer  sigb  nae 

den  onraedt  tot  adsistentie  van  d’  onse  ende 
affbreuck  van  de  rovende  vijanden  te  begeven. 

Actum  int  Fort  de  Goede  Hope  adij  23“  Junij  A“  1660,  mits- 
gaders  gepublieeert  ende  g’affigeert  den  24*“  daeraen  volgende 
was  geteijckent. 

Jan  van  Riebeeck. 


Den  Commandenr  ende  Raedt,  &c“. 

Alsoo  wij  nu  eenige  dagen  geleeden  selfis  ondervonden  bebben 
dat  eenige  moetwilligers  baer  niet  ontsien  omtrent  ende  tegen 
de  bosscbagies  acbter  den  Taffelbergb  staende  ende  alwaer  de 
beste  ende  scboonste  weijplaets,  voor  de  treck  ende  melck  beesten 
te  vinden  is  eenige  putten  te  graven,  soo'  groot,  wijt  en  diep, 
mitsgaders  die  oock  overleggende  met  loosen  ruijgten  datter 
de  beesten  daer  veeltijts  komende  weijden  ende  over  deselve 
ruijgbt  willende  loopende  invallen  om  bij 
Geene  vroote  putten  baer  als  dan  des  nacbts  ende  ontijden  daeruijt 
blesTendaeriiTiTilj!  gebaelt  endo  geslaobt  te  worden  als  quansuijs 
de  verongelucken.  of  die  beesten  Van  de  wacbters  vermist 
ende  in  d°.  gatten  gevallen  sijnde  onmogeF. 
vermits  de  diepte  gel : voors : wederom  op  gevonden  connen 
worden)  van  de  wilde  dieren  opgegeten  ofte  verslonden  ende  om 
den  bais  geraeckt  waeren  gel : rbeede  daervan  al  exempelen  sijn 
gebleoken  ende  g’openbaert  dat  tot  geen  eleijne  scbaede  van  de  E. 
Comp*  in ’t  particulier  maer  oock  alle  inwoonders  in’t  generael 
soude  gedijen  dewijl  deselve  door ’t  verongelucken  van  baer  seer 
noodigbe  ende  costelijcke  treckbeesten  t’  eenemael  in  de  gront 
souden  worden  geslagen.  Soo  is’t  dat'  den  Command''  ende  Raedt 
voors : (ingesien  bebbende  de  groote  moedwillicb*  van  die  putten 
gravers,  ende  oms  de  voors  : luijden  van  die  scbade  te  prevenieren 
ende  te  bewaren  ofte  voor  te  komen)  alle  ende  ijgel : wie  bet  oock 
soude  mogen  wesen  waerscbouwen  ende  wel  expresselijck  verbieden, 
gel : bun  gewaerscbouwt  ende  verboden  waren  mits  desen  dat 
niem‘  bem  sal  vervorderen  op  wat  plaetse  bet  oock  is  meer  soo- 
danige  overdecte  ofte  open  gaten  te  maecken  om  daerin  Comp®  ofte 
vrijel“  beesten  niet  te  doen  vallen  alwaar ’t  oock  dat  sulcx  onder 


1660. 

23en  Junij. 


1660. 
31en  Oct. 
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1660. 
31st  Oct. 


1660. 
5th  Aug. 


Wild  beasts  in  them,  as  it  is  not  understood  that  the  latter  shall  be 
destroyed  by  means  of  such  holes  but  as  much  as  possible  with 
snares  or  foearms  and  other  means  without  danger  to  tame  cattle 
or  human  beings ; ofPenders  to  be  corporally  punished  and  fined  12 
reals,  besides  making  good  the  loss  which  such  malicious  pit  diff^ers 
Jail  have  caused.  The  informer  to  receive  half  of  the  fine!  and 
the  rest  to  be  appli  J pro  fisco,  as  this  is  deemed  the  best  course  in 
t J interest  of  the  Company  and  the  public  and  for  the  prevention 
of  such  injurious  mischief. 

In  the  Fort,  &c.,  the  31st  October,  1660. 

(Signed)  Johan  van  Riebeeck. 


The  Commander  and  Council,  &c. 

As  it  ^s  plainly  appeared  to  us  that  the  servant  of  the  free 
burgher  Harman  Remajenne,  named  Jacob  Bruyn  of  Bonn  has 
some  days  ago  deserted  from  his  master’s  house  and  remained 
away  without  any  one  knowing  where  he  is  hiding,  therefore  the 
same  Jacob  Bruyn  of  Bonn  is  ordered  and  warned  by  this  to 
return  to  his  master’s  house  within  twice  twenty-four  hours  on 
pain  of  being  put  in  irons  should  he  after  that  period  be  still  found 
at  laige.  And  all  other  freemen  and  Company’s  servants,  whoso- 
ever  they  may  be  are_ warned  and  forbidden  to  render  him  or  any 
similai  and  refractory  free  servants  any  assistance,  accommodation 
or  lodging  for  more  than  24  hours,  after  which  such  as  may  have 
lodged  them,  and  masters  who  are  missing  their  servants,  shall 
report  such  refractory  servants  to  the  Fiscal,  in  order  to  be  treated 
and  corrected  in  such  a manner  as  may  be  deemed  best  in  the 
mterest  of  the  Company  and  the  public,  with  a penalty  of  3 reals 
for  the  first,  and  double  that  sum  for  the  second  offence  to  be 
inflicted  on  those  who  may  be  found  to  have  been  'neglectful  in 
this  and  accordingly  convicted. 

Done  in  the  Fort,  &c.,  the  5th  August,  1660. 


(Signed)  Johan  van  Riebeeck. 
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pretecxt  van  aldaer  wilde  beesten  in  te  vangen  gedaen  wiert  alsoo 
niet  verstaen  wort  dat  men  die  met  al  sulcken  gaten  maer  met 
stricken  ofte  schietgeweer  en  de  ander  middel  sender  prijcul  van 
’t  tamme  vee  off  menschen  soo  veel  als  mogel : is  sal  soecken  te 
verdestrueeren  ende  van  cant  te  helpen  op  lij  ff straff e ende  ver- 
beurte  van  12  boven  de  vergoedinge  van  de  schade  ende  sullen 
(die  alsulcke  moetwillige  cuijlgr avers  weet  aen  te  brengen) 
genieten  de  helft,  de  rest  te  appliceeren  pro  fisco  alsoo  sulcx  tot 
vooroomminge  van  soodannige  schadel : onheij  len  ten  meesten 
diensten  van  d’  E.  Comp"  ende ’t  gemeene  beste  verstaen  wort  te 
behooren. 

In’t  Fort  de  Goede  Hope  ult : 8ber,  1660. 

Was  geteijekent, 

Jan  van  Riebeeck. 


Den  Commandeur  ende  Raet,  &o“. 

Dewijle  ons  voorcomen  ende  evident  gebleecken  is  dat  sigh  den 
kneebt  van  den  vrijborger  Harman  Eemanjenne,  genaemt  Jacob 
Bruijn,  van  Bon,  nu  eenige  dagen  sich  uijt  sijn  mr®  huijs  heefft 
fugitijff  gestelt  ende  wegh  gebleven  sender  te  weten  waer  den- 
selven  hem  onthoudende  is,  soo  is’t  dat  denselven  Jacob  Bruijn 
van  Bon  bij  desen  ontboden  ende  gewaerschouwt  wort,  sigh  binnen 
den  tijt  van  2 mael  vier  en  twintigh  uijren  wederom  binnen  t’ 
huijs  ende  bij  sijn  voors ; meester  te  begeven  op  verbeurte  ende 
onder  correctie  van  na  dien  daghnoeh  buijten  bevonden  wordende, 
in  de  kettingh  te  sullen  gebannen  worden  ten  dien  eijnde  oock  alle 
andere  vrijl"  ende  Comp®  dienaeren  wie  het 
Geentegens-reviffeou  oock  soude  mogen  wesen,  gewaerschouwt 
fuga  iva  van’s Comps  qjjjJq  interdiceert  wordende  dat  niem‘  van 

dienaers  on  anore  n , ® i i t -i 

Leul  te  gevtn.  deselve  hem  noch  eemge  alsulcken  onwil- 

lige  en  tegenstrevige  vrije  dienaers  eenige 
heul,  aenhoudinge  ofte  huijsvestinge  en  vergunt  offte  heeft 
langer  als  den  tijt  van  24  uijren  na’weleke  deselve  huis- 
vesters  ende  meesters  die  hunne  dienaers  comen  te  vermissen, 
soodanige  tegenstrevige  dienaers  den  fiscael  aen  te  geven,  omme 
met  deselve  gehand‘  ende  gecorrigeert  te  worden  als  ten  meesten 
dieusten  van  d’E,  Comp",  ende ’t  gemeene  besten  sullen  be'inden 
te  behooren  op  pene  van  3 R“  d’eerste  ende  duhhelt  de  2e  reijse  te 
verbeuren  bij  die  bier  inne  nalatigh  ende  versuijmt  ofte  bekeurt 
sal  worden. 

Gedaen  in ’t  Fort  dc  Goede  Hope  den  5den  Augustij  A°  1660. 

Was  geteijekent, 

Jan  van  Riebeeck. 


1660. 

3 len  Oct 


1660. 
5en  Aug 
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1660. 

12th  Sept. 


1660. 

.26th  Sept. 


Warning. 

Every  one  is  by  this  informed  tbat  henceforth  every  Saturday 
fortnight,  at  2 o’clock  in  the  afternoon,  Court-day  shall  he  held, 
the  first  of  which  shall  be  on  Saturday  the  25th  of  this  month. 

Should  any  one,  whether  servant  of  the  Company  or  freeman, 
desire  to  submit  anything,  he  may  with  his  documents  and 
evidence  in  proper  order  betake  himself  to  the  place  where  the 
Council  holds  its  sessions  in  this  Fort,  notifying  the  same  to  his 
opponent  two  days  previously,  or  summoning  him  as  required  by 
law. 

Done,  &c.,  the  12th  September,  1660. 

(Signed)  Johan  van  Eiebkeck. 


The  Commander  and  Council,  &c. 

Whereas  it  is  observed  that  some  of  the  freemen  very  little 
attend  to  the  breaking  and  ploughing  of  their  lands  before  the 
dry  season,  when  the  soil  is  still  soft,  for  which  purpose  the  oxen, 
have  been  sold  them  for  only  fl2  each,  and  that  even  on  credit, 
and  that  they  are  more  zealous  in  carrying  loads  of  fuel  for  the 
public,  yea  ! even  for  the  French,  thus  greatly  tiring  their  cattle, 
and  making  them  unfit  for  the  plough  to  the  great  retrogression 
of  the  cultivation  of  corn  and  other  cereals, — the  agriculturists  are 
by  this  expressly  forbidden  henceforth  to  carry  any  fuel,  more 
than  what  they  require  for  their  own  use,  before  the  beginning  of 
the  month  of  November,  and  they  are  ordered  in  the  mean  while 
to  plough  their  unbroken  lauds,  without  carrying  any  more  fuel, 
except  once  weekly,  namely  on  Saturday  or  Sunday  morning 
before  nine  o’clock,  on  pain  of  forfeiture  of  the  loads  for  the 
Company,  as  this  course  is  deemed  necessary  in  the  interest  of  the 
Company  and  the  public. 

Done,  &c.,  the  26th  September,  1660. 


(Signed)  Johan  van  Eiebeeck. 
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Waerscliouwmge. 

Een  ijgelijck  wort  bij  desen  bekend  gemaeckt  dat  men  voortaen 
alle  14  dagen  Satterdaghs  na  den  middagb  ten  2 uijren  precijs 
rechtdagh  sal  bouden  ’t  welck  voor  d’eerste 
Aen^ndigmge  van  mael  sijn  begin  sal  nemen  aencomende  Satter- 
Saiurdag.  dagb  acht  dagen  sijnde  den  25™  deser  maent 

Septemb^  Indien  der  ijmant  soo  (Jomp®  die- 
naers  als  vrijl“  ijets  in  te  brengen  hebben,  connen  haer  vervoegen 
met  baer  stucken  en  bewijsen  wel  voorsien  ter  plaetse  alwaer  den 
Raedt  baer  sitplaetse  in  deser  Fortresse  sijn  boudende  latende 
baer  wederpartijders  alsoo  twee  dagen  vante  voorenwaerscbouwen 
ofte  citteren  als  naer  bebooren. 

Gedaen  in’t  Fort  de  Goede  Hope  12™  Septemb"  A®  1660. 

Was  geteijckent, 

Jan  van  Riebeeck. 


Hen  Commandeur  ende  Raet,  (^c*. 

Alsoo  gemerckt  wort  dat  bij  sommigen  vrije  landb"  gantscb 
weijnicb  acbt  geslagen  wort  om  voor ’t  drooge  saijsoen  dewijl  de 
gront  nocb  sagbt  is  baer  gegeven  lant  voorts  te  breeoken  ende  om 
te  ploegben,  waertoe  bun  de  beesten  tot  maer  12  gl ; t’stuck  (op 
De  Lantbouwers  mo-  crediet  nocb  OQck)  sijn  verstreckt  maer  dat 
gen  door ’t  bout  rijden  deselve  baer  maer  beijveren  om  vracbten  boudt 

haer  bestiaei  met  so  yQQj.  d’een  en  d’ander  jae  selfEs  voor  de  Francen 
seer  afmatten  dat  nae-  . i i t i i i j 

maels  tot  de  ploegh  vaeren  ende  daerdoor  bun  beesten  seer  mat- 

niet  onbequaem  be-  teren  ende  onmacbtigb  tot  de  ploegb  te  maecken 
vonden  werden.  groote  veracbtingb  van  den  corenbouw  ende 

verder  culture,  soo  is’t  dat  den  lantbouwers  bij  desen  wel  expres- 
selijcken  verboden  wort  eenigb  bout,  anders  als  tot  bun  eijgen 
brant  meer  te  voeren  voor’t  begin  van  den  maent  O'’"'  aenstaende, 
ende  dat  sijluijden  baer  tusscben  wijlen  sullen  bebben  besigb  te 
bouden  baer  ongebrocken  lant  voorts  om  te  ploegben  sender  meef 
vracbten  boudt  aen  te  brengen  als  eens  ter  weeck  namentF  Sat- 
terdagb  oft  Sondag  ’s  morgens  voor  9 uijren,  op  pene  van  ver- 
beurte  der  vracbten  boudt  voor  d’E.  Comp®  alsoo  sulcx  tot  best  van 
d’E.  Comp'  en  van ’t  gemeen  aldus  verstaen  wert  te  vereijsoben. 

Gedaen  in ’t  Fort  de  Goede  Hope  den  26™  September  A°  1660. 

Was  geteijckent, 

Jan  van  Riebeeck. 


1660. 

12ei)  Sept. 


1660. 

26en  Sept. 
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I860. 
4th  Nov. 


1661. 


As  it  has  been  observed  that  many,  yea ! even  some  of  the 
Company’s  servants  drawing  pay  and  hoard  money,  (who  have 
already  been  punished  for  it,  as  well  as  some  freemen  who  have, 
however,  been  prosecuted  with  as  yet  insufficient  evidence),  do  not 
hesitate  in  spite  of  the  cheap  price  of  grain  to  sell  fresh  bread 
fixed  at  one  “ braspenningh,”  for  more  than  3 stivers  to  the 
public,  which  is  a shameful  usury  and  a very  injurious  fleecing 
system,  which  may  not  be  tolerated  in  a properly  constituted 
Government  and  should  at  once  he*  suppressed  and  extirpated, 
therefore  every  one,  no  one  excepted,  both  freemen  and  especially 
Company’s  servants  shall  refrain  from  such  injurious  fleecing  and 
not  sell  bread  higher  than  at  one  penny  farthing  per  lb.,  nor 
butter  whether  sheeps’  or  cows’  butter  for  more  than  15  stivers, 
whether  to  those  of  the  ships  or  residents  on  shore,  that  the  butter 
he  not  kept  hack  with  the  hope  of  higher  prices  and  the  people 
here  he  inconvenienced,  on  pain  of  the  fines  decreed  on  this  subject 
last  year,  as  no  connivance  whatever  shall  he  permitted,  but  the 
execution  shall  at  once  take  effect  without  respect  of  persons.  At 
the  same  time  a sharp  look  out  will  he  kept  on  these  various 
matters,  in  order  to  correct  the  offenders  without  respect  of  persons. 
Hence  every  one  should  beware  of  hurt,  especially  the  Company’s 
servants  who  sell  bread,  who  are  expressly  forbidden  to  sell  at  a 
price  higher  than  that  fixed  by  ordinance,  for  if  detected,  a double 
fine  shall  be  inflicted  on,  or  heavier  correction  meted  out  to  them, 
as  the  case  may  require,  as  this  is  deemed  to  be  in  the  best 
interests  of  the  Company  and  the  public  in  general. 

In  the  Fort,  &o.,  the  4th  November,  1660. 

(Signed)  Johan  van  EiebeeOk. 


• The  Commander  and  Council  of  the  Fort  the  Good  Hope  and 
its  further  Establishments  at  the  Cape  of  Good  Hope,  &c.,  make 
known  ; 

As  from  time  to  time  it  is  more  and  more  found,  according  to 
complaints  from  all  the  freemen  in  general,  that  the  free  hunters 
are  so  slack  in  hunting  and  shooting  birds  and  other  game,  that  no 
one  can  in  any  way  he  accommodated  for  his  money,  whilst  every- 
one, should  he  he  permitted  to  go  freely  into  the  country,  would 
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Alsoo  gemerckt  wort  dat  bij  veele  jae  selfis  eenige  Oomp®  gagie 
ende  cost  gelt  treokende  dienaers  (daerover  oock  geoorrigeert 
item  sommige  vrijluijden  dock  noch  maer  met  halve  preuve 
gecalangeert)  haer  niet  ontsien  ’t  Ib  versch  gebacken  broot 
vermits  de  civile  prijs  der  granen  op  een  braespenningh  gestelt, 
hooger  als  tegen  3 st : onder  den  gemeenen  man  te  vercoopen 
’t  welck  een  scbaudelijcke  woecker  en  gantsch  schadel  : uijt- 
suijperije  is  die  in  een  wel  gestelde  regeeringe  niet  magh  geleeden 
maer  ten  eersten  moet  geweert  ende  g’xtirpeert  worden.  Soo  is’t 
dat  sigh  ijder  en  niemant.  uijtgesondert  soo  wel  vrijel"  als  voor- 
namentlijck  Comp®  dienaers  sigh  van  voornoemde  schadelijcke 
uijsuijperije  sullen  hebben  te  onthouden  ende  geen  broot  hooger 
als  tegen  een  braspenningh  ’X  Ib  te  vercoopen 
Vers  broot  oft  boter  ngch  oock  de  botter,  ’t  sij  schape  ofte  koeije 
S t^mose^^e^!  footer  ’t  Ib  hooger  als  15_  st : soo  wel  aen’t 
coopen.  volcq  van  de  seheepen  als  hier  aen  lant  opdat 

de  hooter  om  de  hoop  van  meerder  prijs  daer 
niet  na  opgehonden  wort  ende ’t  volcq  alhier  ongerieft  blijfft  op 
verbeurten  van  de  boeten  daerop  A"  passato  gestelt,  alsoo  daerinne 
geen  de  minste  conniventie  sal  gedult  maer  met  d’  executie 
paratel : sender  aensien  voort  gevaeren  mitsgaders  voortaen  oock 
vrij  scharp  reguart  op ’t  een  en ’t  ander  genomen  worden  om  de 
overtreders  sender  aensien  daerover  te  corrigeeren,  des  hem  ijder 
maeckt  te  wachten  voor  schade  ende  voornamentlijck  Comp®  die- 
naers weleke ’t  broot  vercoopen  wel  expresselij  cken  verboden  wort 
ende  betrapt  wordende  dubbelde  ofte  oock  wel  swaerder  correctie 
sal  te  verwaehten  hebben  na  vereijschen  van  saecken  ende  per- 
zoonen  alsoo  sulx  ten  besten  van  de  gemeenen  man  ende  goede 
ingesetene  alhier  aldus  bevonden  wort  te  behooren. 


In ’t  Fort  de  Gloede  Hope  den 
teijckeut, 


QF  A“  1660.  Was  ge- 
Jan  van  Riebeeck. 


Den  Commandeur  ende  Raedt  van ’t  Fort  de  Gtoede  Hoope  ende 
verderen  ommeslagh  aen  Cabo  de  Boa  Esperance,  etc.  doen 
te  weten — 

Alsoo  van  tijt  tot  tijt  meer  ende  meer  claer  ende  evident 
gemerckt  wort  volgens  oock  de  clachte  van  alle  de  vrije  luijden 
in  ’t  gemeen  dat  de  vrije  wiltschutten  soo  slap  in  de  jacht 
ende  ’t  schieten  van  vogels  ende  ander  wilt  sijn,  dat  nie- 
mant van  deselve  en  cunnen  voor  haer  gelt  eenichsints  g’ac- 
comedeert  worden  daer  anders  elok  vrij  mogende  in ’t  lant  gaen, 

II  2 


1660. 
4en  Nov. 


1661. 
2en  Jan. 
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1661. 
2nd  Jan. 


16G1. 
13tli  Jan. 


be  able  to  obtain  sufficient  for  bis  needs,  it  follows  that  all  should 
not  be  left  in  need  through  the  indolence  of  others,  and  therefore 
preferring  the  general  convenience  to  the  private  one,  it  has  been 
decided,  henceforth,  until  further  occasion,  to  permit  every  one  to 
go  into  the  country  in  every  direction  in  order  to  shoot  and  catch 
for  his  own  household  as  much  game  as  he  may  require  and  be 
able  to  obtain,  provided  that  he  remain's  away  from  the  lands  of 
his  neighbours  and  other  people,  and  at  least  the  distance  of  three 
musket  shots  inland  from  the  Salt  River,  and  does  not  cross  the 
latter  towards  the  sea  side,  from  its  mouth  to  the  back  of  the  salt 
pans,  where  the  river  takes  its  origin,  inclusive,  which  tract  shaR 
be  left  for  the  free  hunters  entirely,  subject  to  the  fines  decreed. 

Done  in  the  Fort,  &c.,  the  2nd  January,  1661. 

(Signed)  Johan  van  Riebeeck. 


Wahning. 

As  daily  complaints  reach  us  that  the  gardens  of  the  freemen 
and  inhabitants  are  during  the  night  and  at  unseasonable  hours 
robbed  of  their  produce,  it  is  once  more  notified  for  future  warning  : 


That  whosoever  may  be  found  to  have  cut,  trodden  down,  or  in 
any  other  way  injured  any  produce  on  the  lauds  or  in  the  gardens 
shall  without  simulation  be  banished  for  12  months  at  the  Public 
"Works. 


And  should  it  be  found  (as  has  also  been  observed  in  some 
gardens)  that  anyone’s  slaves  break  through  the  hedges  and  thus 
manage  to  get  into  the  gardens,  he  shall  for  such  slaves  forfeit  10 
reals  of  8,  or  the  same  shall  for  six  months  be  kept  at  work  in  order 
to  serve  out  the  fine  and  the  damage  caused  by  tliem.  Everyone  is 
therefore  warned  to  keep  his  slaves  indoors  during  the  night,  as, 
should  they  be  found  outside  after  the  gate  bell  has  been  rung  they 
shall  be  seized  by  the  burgher  watch  and  delivered  the  following 
morning  to  the  Fiscal.  For  such  capture  the  burgher  watch  shall 
receive  a legitimate  third  part  of  the  fine.  The  same  fine  shall  be 
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PermiBsie  aen  een 
ij<^er  om  ts  m^gen 
gaan  scliieten  tot  aen 
de  8out«  Rivier  en 
niet  verder. 


sijn  gerief  genoech  soude  cunnen  becomen,  soo  ist,  dat  men  alle 
niet  cunnen  verlegen  laeten  om  de  traeobeijt 
van  een  alleen,  ende  volgens  dien  preferende 
’t  gemeen  gerief  voor ’t  partioulier  goet  gevon- 
den  is  van  nu  afp  tot  nader  gelegentheijt  ijder 
een  toe  te  staen  in ’t  lant  over  all  te  mogen 
gaen  schieten  ende  vangen  tot  sijn  eijgen  huishoudinge  sulekx 
ende  soo  veele  wilt  als  elck  nodich  beeft  ende  becomen  can,  mits 
blijvende  van  haer  bueren  ende  ander  luijden  baer  landerijen 
ende  ten  minstens  oock  3 musquets  scbooten  binnens  lants  van  de 
Soute  Rivier,  off  sender  over  deselve  nae-  de  zeecant  te  mogen 
gaen  sebieten  van  de  mont  derselve  revierq  aff  tot ’t  aebterste  van 
de  Zoutpannen  daer  de  reviere  uijt ’t  lant  sijn  begin  neemtincluijs, 
’t  welck  de  vrije  wilt  schutten  alleen  gelaeten  wort  alles  op  de 
penen  daertoe  gestelt  ende  noch  te  stellen. 


Gedaen  in ’t  Fort  de  Goede  Hoope  adij  2*^“  Januarij  1661. 
Geteijckent 

Jan  tan  Riebeeck. 


W aarschouwinge. 


Alsoo  ons  dagelijex  meer  ende  meer  clachten  ter  ooren  comen 
van  dat  de  tuijnen  van  de  vrijeluijden  ende  babitanten  bij  naebten 
ende  andere  ontijden  beroofft  worden  van  baere  vruebten  ende 
gewassen,  soo  is  ’t  dat  wij  een  ijder  bij  desen  nocbmaels  bekent 
maecken  ’t  naervolgende  om  tot  naerder  waerscbouwinge  te 
mogen  dienen. 

Dat  wie  bevonden  wort  eenicb  gewas  op  ’t  velt  off  in  tbuijnen 
staende  gesneden,  vertreden  ofte  andersints  beschadigt  te  bebben, 

^ li.  14.  sender  simulatie  voor  den  tijt  van  12  maenden 

Geen  gawae  op  t velt  , v i i i ^ t 

o£E  indethuijDen  te  aen  gemeenewerckentebearbeijdensalgeban- 
vertreden  op  pene  van  nen  WOrden. 

12  m.  gagie. 


Ende  soo  bevonden  wort  (gelijek  men  in  sommige  tbuijnen 
oock  al  bespeurt)  dat  ijmants  lijffeijgenen  de  paggers  offte 
beggens  doorbreecken  ende  alsoo  maecken  binnen  deselve  tbuijnen 
te  comen,  sal  voor  soodanige  slaeven  verbeurt  sijn  12  rea"  van 
S'""  ofte  deselve  een  J jaer  in  ’t  werok  gebouden  worden  om  de 
boete  ende  gedane  sebade  in  te  dienen,  des 
Naerder  gebodtomde  ijder  een  gewaerscbout  blijft  sijn  lijff  eijgenen 
’s  naebts  binnen  ’sbuijs  te  bouden,  alsoo 
deselve  naer  de  poort  clock  buijten  bevonden 
wordende  van  de  borgerwacbt  aengetast  worden  ende  ’s  morgens 
den  fiscael  overgelevert  sullen  worden,  mitsgaders  deselve  borger- 
wacbt genieten  een  gereebte  derde  part  van  de  voo’^sz.  boeten, 


elaven  binnen  ’b  huijs 
te  bouden. 


1661. 
2en  Jan. 


1661. 
13en  Jan. 


502 


1661. 
13th  Jan. 


1661. 
6th  Feb. 


inflicted  on  those  who  may  in  day  time  break  into  any  gardens  or 
be  found  in  them. 

In  the  Fort,  &c.,  the  13th  January,  1661. 

(Signed')  Johan  van  Kiebeeck. 


Warning. 

As  at  present  with  great  labour  and  expense  a desirable  reservoir 
has  been  made  with  sluices,  &c.,  in  order  to  secure  clean  drink- 
water  for  the  ships  and  the  residents ; and  in  order  that  the  afore- 
said drinkwater  may  not  he  dirtied  by  washing  foul  linen,  &c.,  in 
it, — We  now,  in  order  to  prevent  all  impurity,  expressly  interdict 
and  forbid  everyone,  of  whatsoever  condition  he  may  be,  to  \i^ash 
any  dirty  linen,  or  bathe,  &c.,  in  the  stream  running  towards  :^e 
aforesaid  sluice,  and  much  less  at  the  reservoir  itself  where  the 
water  is  stopped  by  the  sluice  and  drinkwater  is  obtained,  and 
under  no  pretext  whatever  throw  into  it  any  filthy  thing,  hut  shall 
for  their  purposes  make  use  of  the  river  running  northward  from 
the  watering  place,  past  the  houses  of  the  freemen  into  the  sea, 
which  cutting  has  been  expressly  made  for  the  purpose,  and  cer- 
tainly not  higher  than  the  small  dividing  dam  lying  below  the 
corner  of  B oomtie’s  house,  where  the  drinkwater  has  been  led  out 
in  a furrow  towards  the  sluice  above  the  said  dividing  dam,  and 
the  wash  or  slop  water  passes  through  the  said  dam  past  all  the 
freemen’s  houses  for  their  convenience  and  that  of  everyone,  and 
also  past  the  sluit  into  the  sea,  so  that  there  are  fine  room  and 
sufficient  opportunity  for  washing  and  splashing.  Hence  no  one 
shall  dare  to  wash  or  rinse  anything  above  the  dividing  dam  at 
the  watering  place  on  pain  of  1 real  for  the  first,  2 for  the  second 
offence  and  for  the  third  double  that  amount.  Ihe  same  penalty 
to  be  inflicted  should  he  wash  or  rinse  anything  in  the  furrow 
running  into  the  dam  or  into  the  drink  place. 

And  that  this  may  the  better  be  observed  the  provost  is  authorized 
when  detecting  an  offender,  at  once  to  apprehend  him,  and  detain 
him  until  the  fine  shall  have  been  paid,  the  half  of  which  shall  be 
for  himself  and  the  other  half  for  the  poor. 

In  the  Fort,  &c.,  the  6th  February,  1661. 


(Signed)  Johan  van  Riebeeck. 
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hoedanige  pene  oock  sal  verbeurt  sijn  bij  die  des  daegbs  in  eenige 
thuijnen  breeckt  ofte  bevonden  wort. 

In ’t  Fort  de  Groede  Hope,  adij  13'"  Januarij  1661.  Item  den 
21  Februarij  1660  gepronunchieert. 

Geteijckent 

Jan  van  Riebeeck. 


Waerschouwinge. 

Alsoo  jegenwoordioh  met  grooten  arbeijt,  ende  costen  om 
scboon  drinckwater  te  hebben  voor  d’  afi  ende  aencomende 
scbepen,  ende  ooek  die  alhier  wonen  een  gewenschte  gelegent- 
heijt  met  sluijswerck  etc:  is  gemaeckt,  ende  opdat  d°  drinckwater 
niet  en  mochte  worden  vervuijlt  door  bet  wassen,  ende  plassen 
van  vuijl  linnen  als  andersints  etc : Soo  is’t  dat  wij  tot  voor- 
cominge  van  alle  onreijnicbeijt  wel  expresselijck  interdiceren, 
ende  verbieden,  gelijck  doen  bij  dese  dat  sicb  niemant  van  wat 
conditie  bij  oock  mocbte  wesen,  en  vervordere 
Naeder  verbot  om  in  (Je  spruijte  die  naer  de  voorgemelte  sluijse 
water  veel  min  in  de  waeter  plaets 

te  besoedelen.  selve  voor  de  sluijse  opgestopt  staende  daer 

bet  drinckwater  gebaelt  wort,  eenicb  vuijl 
bnnen,  baere  licbame  ofte  ijets  anders  wassen,  spoelen,  vuijlicbeden 
in  te  werpen  ofte  andersints  onder  wat  scbijn,  ende  pretext  bet 
oock  mocbte  wesen,  maer  ten  dien  eijnde  gebruijckende  de  reviere 
loopende  noortwaerts  van  de  waterplaets  verbij  de  vrijeluijden 
buijsen  in  zee,  expres  daertoe  gegraven,  ende  oock  niet  booger  als 
tot  aen  bet  scbeijdammetie  leggende  beneden  den  boeck  van 
boomties  buijs  alwaer ’t  drinckwater  met  een  greep  nae  de  sluijs 
boven  ditto  scbeijdammetie  affgeieijt,  ende  bet  was  ofi  slop  water 
deur ’t  selve  dammetie  verbij  al  der  vrijeluijden  buijsen  been  tot 
baer,  ende  alle  mans  gerief  aiigegraven,  ende  verbij  de  sluijs  in 
zee  uijtloopende  sijn,  ende  volgens  dien  scboonen  plaets,  ende 
gelegentbeijt  genoegb  is  om  te  wassen  ende  plassen,  des  sicb  dan 
niemant  en  vervordere  boven  voorsz  : scbeijdammetie  nocb  in  de 
ivaterplaets  ijets  te  wassen  off  te  spoelen  op  pene  van  een  reael 
voor  d’  eerste,  twee  voor  de  tweede,  ende  verdubbelt  voor  de 
derde  reij  se  boven  voors : dammetie,  ofte  in  de  drinckplaets  ofte 
derwaerts  loopende  grep  bevonden  wort,  ende  opdat  dit  te  beter 
acbtervolgt,  ende  opgepast  macb  worden,  blijSt  den  geweldiger 
g’auctoriseert  den  pexerende  offte  overtreders  van  desen  attra- 
perende  datelijck  in  apprebentie  te  nemen,  ende  soo  lange  te 
bouden  tot  boete  promptelijck  voldaen  sij  : d’  welcke  g’appli- 
ceert  sal  worden  de  eene  belffte  voor  bem,  ende  d’  ander  belfte 
voor  den  armen. 

In’t  Fort  de  Goede  Hoope  adij  6™  Februarij  1661. 

Geteijckent, 


1661. 
13en  Jan. 


1661. 
6en  Feb. 


Jan  van  Riebeeck. 
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1661. 
•21st  Feb. 


The  Commander  and  Council  of  the  Fort  the  Good  Hope,  &c., 
make  known  : 

That  in  the  interest  of  the  public  it  has  been  decided  that  all 
the  rams  and  wethers  which  the  freemen  possess  above  the  quantity 
required  for  breeding  purposes  and  their  own  needs,  and  they  are 
without  hindrance  to  supply  to  the  Company  for  the  iships,  shall 
henceforth  be  accepted  at  2 stivers  per  lb.,  taken  alive  in  the  morn- 
ing from  the  stable.  And  in  order  to  afiord  everyone  the  oppor- 
tunity to  keep  according  to  his  ability  and  opportunities  a good 
quantity  for  breeding  purposes,  the  ewes  bartered  henceforth 
from  the  natives  by  the  Company,  shall  be  publicly  offered  to  the 
highest  bidder  in  troops  of  6 or  less,  as  the  case  may  be  ; also  the 
cows  that  have  become  sterile  and  fat  or  well  fleshed  shall  be 
accepted  by  the  Company  at  one-third  more  in  price  and  for  cash, 
than  freemen  may  have  offered  for  them  at  auction,  without  the 
supply  of  cattle  and  sheep  for  debts  incurred  being  withdrawn  and 
which  are  annually  reduced  with  grain.  And  everyone  betaking 
himself  to  agriculture  will  always  at  the  start  be  accommodated  for 
his  farmwork  with  12  young  or  8 old  oxen  for  the  plough,  according 
as  the  Company  may  be  provided  ; and  6,  or  should  he  have  a wife, 
12  cows  at  fl2,  and  25  sheep  at  f3  on  credit,  just  like  the  former 
freemen,  whilst  the  increase  and  whatever  more  they  like  to  keep 
and  have  bought,  they  may  supply  to  the  Company  at  the  same 
price  as  above  mentioned,  but  no  ewes  shall  be  killed.  Hence  if 
anyone  desire  to  slaughter  any  cattle  he  shall  flrst  obtain  a permit, 
that  the  matter  may  be  the  better  attended  to.  Both  agriculturists 
and  town  burghers  who  would  also  like  to  keep  cows  shall  do  so  in 
the  country,  as  there  is  a want  of  pasturage  in  Table  Valley  even 
for  the  Company’s  cattle,  so  that  the  Company  is  obliged  to 
depasture  its  animals  three  or  four  hours  on  foot  distant  from  this. 


The  first  sale  of  sheep  shall  take  place  on  Thursday  morning 
next.  That  of  the  cows  shall  be  at  the  “ Sohuur,”  and  the  day 
before  notice  shall  be  given.  Let  everyone  come  and  make  his 
profit. 

Done  in  the  Fort,  &o.,  the  21st  February,  1661,  below  stood. 

By  order  of  the  Commander  and  Council. 


(Signed)  H.  Lacus,  Secretary. 
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Den  Commandeur  ende  Raedt  van  ’t  Fort  de  Groede  Hoope 
etc.  doen  te  weten. 

Datten  besten  van ’t  gemeen  goetgevonden  is  alle  de  rammen 
ende  hamels  die  de  vrijeluijden  sender  verleth  van  den  aenteelt 
boven  baer  eijgen  nooddruft  gehouden  sijn  voor  de  passerende 
schepen  etc  : aen  d’  E.  Comp“  te  leveren  voortaen  sullen  aengeno- 
men  worden  tegen  2 stuijvers  ’t  lb  levendicb ’s  morgens  uijt  de 
stal  te  leveren.  Ende  om  oock  elck  gelegentheijt  te  geven  om  nae 
macht  en  middelen  goede  quantite  aen  te  houden  ende  lusticb 
voort  te  teelen  sal  men  voortaen  d’oijen  die  de  E.  Comp®  van  d’ 
inwoonders  bandelt  aen  de  meestbiedende  te  coop  opveijlen  in 
troppen  van  6 off  minder  effens  nae  gelegent- 
^ntoos* fohapen  saecken.  Item  oock  de  koeijen  die  dan 

gust  ende  vet  off  wel  in  vleijs  geworden  sijnde 
bij  d’  E.  Comp®  1/3  booger  in  prijs  voor  contant  weder  sullen  aen- 
genomen  worden,  als  deselve  van  de  vrije  lantbouwers  eerst  voor 
contant  sullen  wesen  ingemeijnt  sender  dat  de  leverantie  van  de 
beesten  ende  sebapen  sullen  ingetrocken  worden  tegen  de  ge- 
maeckte  scbulden  met  de  graenen  jaerlijex  affgecort  worden,  ende 
die  sicb  eerst  tot  den  lantbouw  begeeft ; even  welaltijt  in  den  aen- 
vangb  g’accommodeert  worden  tot  sijn  lantbou  met  12  jonge  off  8 
oude  ossen  naer  d’  E.  Comp®  version  is  voor  de  ploecb,  ende  6 off 
daer  een  vrou  is,  12  koeijen  a 12  gulden  met  25  sebapen  a 3 gulden 
te  borgb  even  gelijek  alle  vorige  vrijeluijden  g’accommodeert 
ende  opgebolpen  sijn,  ende  eebter  baer  aenteelt  van  datselve  soo- 
wel  als  ’t  geene  sij  meerder  willende  aenboudeude  comen  te 
meijnen  ten  selven  prijse  als  boven  mode  vergunc  sijn  te  leveren, 
maer  sullen  geen  oijen  mogen  geslaobt  worden  eude  daeromme  als 
ijmant  eenich  vee  wil  slacbten,  een  brief  ken  baelen  om  daerop  te 
beter  te  mogen  letten,  soo  wel  den  lantbouwer  als  de  stadts  borgers 
die  oock  koeijen  willende  bouden  sulcx  op  ’t  lant  buijten  de  Tafel 
valeij  daertoe  jae  selffs  voor  Comp®  vee  weijde  manqueert,  ende  d’ 
E.  Comp®  daerom  beestiael  ten  minsten  3 a 4 uren  gaens  bier  van 
daen  moeten  laten  gaen  wijden. 

D’eerste  opveijlinge  van  de  sobaepen  sal  gedaen  worden  Don- 
derdacb ’s  morgens  aenstaende,  ende  van  de  koeijen  sal  aen  de 
sebuer  gesebieden,  ende  daegbs  te  voren  altijt  waursebouwinge 
van  gedaen  worden,  elck  conne  (?  come)  en  doe  sijn  proffijt. 

Gedaen  in ’t  Fort  de  Goede  Hope  den  21“  Februarij  A®  1661. 

Onder  stont 


Ter  ordonnantie  van  den  Commandeur  ende  Eaedt. 
Onderteijekent 


1661. 
2len  Feb 


H.  Lacus,  Secretaris. 
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1661. 

20tli  March. 


Warning. 

Every  one  is  notified  by  this  that  there  will  be  sold  for  cash 
to  the  highest  bidder  a number  of  cattle.  The  sale  will  take 
place  on  iuesday  next,  the  22nd  instant,  precisely  at  8 o’clock 
in  the  morning  at  the  Company’s  “Schuur.”  Let  every  one 
therefore  come  and  take  his  profit,  The  payments  to  be  made 
within  24  hours  or  the  cattle  to  be  returned. 

And  as  it  is  observed  that  besides  the  two  privileged  inns  in 
the  town  and  the  fisherman’s  tap  at  the  Salt  River,  many  others 
are  in  an  underhand  and  secret  manner  also  selling  strong  drinks 
which,  however,  are  not  obtained  from  the  Company’s  Stores, 
but^  are  smuggled  on  shore  from  the  ships,  which  is  not  only 
prejudicial  to  the  Company,  but  also  to  the  aforesaid  privileged 
innkeepers : Every  one  therefore,  whoever  he  may  be,  is  once 

more  warned  and  expressly  forbidden  to  tap  any  strong  drinks 
either  secretly  or  in  public,  on  pain  of  the  fines  ere  this  decreed 
on  the  subject.  But  no  one  is  forbidden  to  lodge  in  his  house 
any  known  friends^  from  the  ships  or  on  shore,  who  do  not  desire 
to  put  up  at  an  inn,  give  them  a night’s  rest  and  a dinner ; 
provided  that  he  keeps  no  tavern,  and  at  dinner  or  otherwise 
supply,  with  the  exception  of  beer,  no  strong  drink,  unless  it 
has  been  obtained  from  the  aforesaid  privileged  inns ; provided 
also  that  every  one  may  individually  obtain  for  his  own  use 
and  that  of  his  servants  (slaves  and  children  excepted)  from 
the  Company’s  stores  2 or  3 bottles  of  brandy  or  4 bottles  arrack 
or  Spanish  wine  each  month,  according  as  the  Company’s  stores 
may  be  provided,  and  provided  that  every  one  fetches  his  portion 
on  the  provision  days  and  takes  it  with  him. 


Every  one  is  also  notified  that  henceforth  every  Saturday  from 
six  o’clock  in  the  morning  to  12  o’clock  at  noon,  the  Company’s 
stores  will  be  open,  in  order  that  every  one  may  be  able  to  buy 
for  cash  as  much  as  he  may  require  either  in  piece  or  by  the  ell  of 
cloth,  serge,  silk,  cotton,  linen  dress-shirts  and  whatever  else  he 
may  desire.  Whoever  therefore  desires  to  buy  anything  should 
come  on  the  day  appointed  and  make  his  profit ; and  that  no  one 
may  remain  ignorant  of  this,  it  has  been  published  and  aflfixed  at 
the  usual  place. 

In  the  Fort,  &c.,  the  20th  March,  1661. 


(Signed)  Johan  van  Riebeeck. 
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W aersohouwinge. 

Een  ijegelijck  wort  bij  desen  bekent  gemaeckt  dat  men  aen  de 
meestbiedende  voor  contant  sal  vercoopen  een  partije  koeijbeesten, 
te  (de  ?)  vercoopinge  sal  gescbieden  Dijnsdacb 
b°e8ten^'^  ^eneomende  sijnde  den  22®“  deser ’s  morgens  ten 

8 ueren  preoies  aen  Comp®  schuer,  elck  come 
en  doe  sijn  profijt,  te  betalen  binnen  24  uren  off  de  beesten 
wederom. 

Ende  also  gemerckt  wort  dat  buijten  de  gepriviligeerde  twee 
berbergen  in  de  stadt  ende  des  vissers  tap  aen  de  Soute  revier 
veel  andere  ouder  de  duijm  oock  stercken  dranck  ter  sluijck  ver- 
copen,  die  nochtans  uijt  Comp®  magasijnen  niet  gebaelt,  maer  uijt 
d’  aencomende  scbepen  geslooeken  wort  ende  volgens  dien  soo  wel 
tot  prejuditie  van  d’  E.  Comp®  als  de  voorsz : gepreviligeerde 
herbergiers  is  streckende,  soo  is ’t  dat  ijder  een  wie  bet  oock  sonde 
moge  wesen  bij  dese  wederom  gewaerscbout  ende  wel  expressel : 
verboden  worden  stercken  dranck  ter  sluijck  oft  openbaer  te  tap- 
pen  op  de  pene  daertoe  voor  dato  gestelt,  docb  dat  ijmant  eenige 
bekende  vrienden  van  de  scbepen  off  bier  aen  lant  in  geen  ber- 
bergb  willende  logeren  in  buijs  nemen  tot  nacbtrust  ende  een 

j , , maeltijt  eetens  wort  niemant  verboden,  maer 

JNiemana  maff  dranck  i i j i •,  i j.i.  j 

sluijckenvandesche-  elck  toegestaen,  mits  geen  gelaegen  settende, 

p»n  en  dcselve  ver-  noch  overmael  off  andere,  nocb  stercken  dranck 

als  bier  scbenckende  ten  sij  bet  uijt  de  voorsz  : 

® ■ gepreviligeerde  berbergen  baelen,  mits  noeb- 

tans  oock  dat  een  ijgelijck  booft  voor  booft  voor  sicb  ende  sijn 
dienaers  (slaeven  ende  kinderens  buijten)  tot  baere  provisie  uijt 
Comp®  magasijnen  sullen  mogen  baelen  ende  g’accommodeert 
worden  met  2 a 3 mingelen  brandewijn,  ofte  4 mingelen  arack 
of  te  Spaense  wij  u ter  maent  nae  dat  Comp®  magasij  nen  versien 
sal  sijn  ende  mits  elck  ’t  sijne  op  de  provisie  daegen  oock  haelt, 
ende  met  sicb  neemt. 

Soo  wort  een  ijgelick  oock  bekent  gemaeckt  dat  voortaen  alle 
Saturdacb  van ’s  morgens  ten  6™  tot  ’s  middaeebs  ten  12  uren. 
Comp®  clede  magasijn  sal  open  sijn  om  tot  ijders  gerief  bij  beele 
. , stucken  ende  ellen  te  vercopen  alle  ’t  geene 

AeneondirKi’e  van  de  , , , , . . j , p,  ^ i i T t 

Saturdaegsclie  con-  ®^^k  tot  sijn  nootdrult  voor  contant  sal  be- 

tante  veikoopinga  geeren,  ’t  sij  laecken,  cbergie,  sijde  gaern, 
linnen,  clede,  bemden,  ende  wat  elck  sail  mogen 
lusten,  ende  begeren,  die  dan  iets  copen  wil 
come  ten  gestelden  daege  ende  doe  sijn  profijt,  ende  opdat  nie- 
mant biervan  ignorant  sij,  soo  is  desen  ter  gewoone  plaets  ge- 
publiceert  ende  g’aflfigeert. 

In’t  Fort  de  Goede  Hoope  adij  20®“  Maert,  A“  1601. 

Geteijckent, 


1661. 

20en  Maart. 


Jan  van  Rikbeeck. 
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1661. 

14th  July. 


1661. 
9th  Aug. 


Every  one  is  notified  that  for  the  convenience  of  all  the 
freemen  and  Company’s  servants  the  following  goods  are  for  sale 
for  cash,  or  in  case  of  the  freemen  who  have  a credit  balance  in 
their  favour  on  account. 

Dutch  and  English  cloth,  serges,  morees,  gentlemen’s  say, 
salem-poeris,  silks,  guinea  linen,  cotton,  chints,  ribbons,  hats, 
knitted  worsted  stockings,  corn  and  seed  sieves,  sugar,  pepper, 
tafPachelas,  small  haftas,  St.  Thomas  cloth,  striped  cloth,  negro 
cloth,  blankets  and  tobacco.  Nutmegs,  cloves  and  cinnamon,  &c. 
Whosoever  requires  any  of  these  articles,  may  come  every 
Saturday  morning,  when  he  will  be  accommodated  for  his  money 
or  what  he  may  have  to  his  credit. 

In  the  Fort,  &c.,  the  14th  July,  1661. 

Below  stood 

By  order  of  the  Commander,  &c. 

(Signed)  Hendrick  Lacus,  Secretary. 


The  Commander  and  Council  of  the  Fort  the  Grood  Hope,  &c., 
make  known : 

As  it  is  daily  more  and  more  found  that  different  kinds  of 
money  which  are  no  longer  current  in  India,  are  received  from 
the  outward  and  homeward  bound  ship’s  crews  by  servants  of  the 
Company  and  freemen  and  again  issued  by  them,  and  as  that 
sort  of  specie  has  been  withdrawn  by  the  High  Government,  the 
result  being  that  a larger  quantity  of  such  bad  money  is  put  into 
circulation  here,  so  that  within  a short  time  we  may  have  an 
abundance  of  it,  and  be  quite  deprived  of  good  coin  unless 
provision  to  the  contrary  be  made  in  good  time ; therefore  the 
Commander  and  Council  of  this  Fort  warn  all  Company’s  servants 
and  freemen  here,  as  well  as  the  arriving  and  departing  ships’ 
Companies  not  to  accept  or  issue  the  following  specified  coins,  on 
pain  of  2 reals  of  8 for  the  first  and  double  that  amount  for  the 
second  offence,  viz.  : — 

The  Spanish  Dollars  named  Paternosters  or  Peruvians. 

The  Spanish  dollars  on  which  are  the  pillars  of  Hercules 
named  “ Plus  Ultra.” 

All  8 stiver  pieces. 

All  double  stivers  without  Lions. 

All  half  skillings. 
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Wort  een  ijder  bekent  gemaekt  dat  bij  de  Comp®  tot  gerieft 
van  alle  vrije  luijden  ende  Comp*  dienaers  voor  contant,  off  de 
vri j e lui j den  die  bet  te  goede  hebben  op  haere  reokeningbe  te  coop 
sijn  dese  naervolgende  goederen,  te  weten  : Inlantse.  en  Engel^e 
Laeckenen,  Sargie,  Moerissen,  Heresaijen,  Salim  pourissen,  Zijde, 
Ginees  linnen,  gaeren,  chits,  linten,  hoeden, 
A*>nkondiginge  v an  gebreijde  saijette  cousen,  coren  ende  saet 
neveneglenL/*^  ^ seven,  suijcker,  peper,  taffacbelas,  smalle  baf- 
tas,  St.  Thomas  cleetgens,  gestreepte  cleden, 
negros  cleden,  combaersen,  taback. 

Neuten,  nagelen  ende  caneel,  die  gadinge  heeft  come  alle  Sater- 
dach ’s  morgens,  bij  sal  gerieft  worden  voor  sijn  gelt,  off  dat  bij 
te  goede  heeft. 

Jn’t  Fort  de  Goede  Hoope  adij  14“  Julij  A."  1661. 

Onderstont. 

Ter  ordonnantie  van  den  Commandeur,  etc : 

Onderteijkent, 

Hend*^  Lacus,  Secretaris. 


Den  Commandeur  ende  Raedt  van  ’t  Fort  de  Goede  Hoope,  etc  : 
doen  te  weten, 

Alsoo  men  dagelicx  meer  ende  meer  bevindt  dat  men  van ’t 
volcq  met  de  vaderlantse  ende  ’t  huijs  varende  retour  schepen 
verscheijde  gelde  door  Comp*  dienaers  ende  vrijeluijden  werden 
ontfangen  ende  uijtgegeven  die  in  jndien  niet  gangbaer  en  sijn, 
maer  aldaer  bij  de  hoge  overigheijt  affgeset,  ende  daerdoor  alhier 
sulcke  slechte  gelden  te  meer  becomen,  ende  in  cortte  geschapen 
soude  sijn,  daer  van  in  abondantie  te  crijgen  ende  alhier  van  de 
goede  gelde  ’t  eene  maelen  ontbloot  te  worden,  ten  waere  bij  lijts 
daerinne  wierde  versien,  soo  is’t  dat  den  Commandeur  ende  Eaedt 
deser  fortresse  alle  Comp*  dienaar  ende  vrij- 
Ongangbier geld t niet  luijden  alhier,  alsmede  aen  de  respectieve  aen 
to  ende  affvarende  schepen  waerschouwen  dese 

navolgende  gespecificeerde  gelde  niet  te  ont- 
fangen noeh  uijttegeven,  op  pene  van  2 Real“  A'an  8®“  voor  d’ 
eerste,  ende  dubbelt  voor  de  tweede  reijse,  te  weten, — 

De  Spaense  matten  genaemt  paternosters  ofte  Peruanen. 

De  Spaense  matten  daer  de  2 pilaeren  van  Hercules  op  staen 
genaemt  plus  ultra. 

Alle  8 stuijvers  penningen. 

Alle  dubbelde  stuij  vers  sender  leeuwen. 

Item  alle  halve  schellingen. 


1661. 

14en  Julij, 


1661. 
9en  Aug. 
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1661. 
9th  Aug. 


1661. 

27  th  Aug. 


Also  all  single  stivers  without  arrows  so  that  only  those  stivers 
are  lawfully  current  which  have  been  coined  with  the  7 arrows  of 
our  General  State  on  them,  and  usually  called  “ broom  stivers.” 

Should  any  Company’s  servants  or  freemen  still  have  among 
them  any  of  this  withdrawn  specie,  whicti  ere  this  they  may  have 
received  from  the  Company,  they  shall  be  bound  within  twice 
twenty-four  hours  after  the  publication  of  this  to  bring  the  same 
to  the  office  of  this  Government  in  order  to  be  exchanged  and 
withdrawn,  and  whosoever  shall  wait  longer  than  that  stipulated 
time  shall  receive  no  compensation,  as  we  deem  this  the  best 
course  in  the  interests  of  the  Company  here.  Let  therefore 
everyone  beware  of  loss. 

Done  in  the  Fort,  &c.,  9th  August,  1661,  and  promulgated  and 
affixed  on  the  same  day. 

(Signed)  Johan  van  Eiebeeck. 


The  Commander  and  Council,  &c.,  make  known : 

As  it  is  m.ore  and  more  understood  from  the  continual 
complaints  laid  before  us  by  the  people  of  the  ships  arriving 
here  that  their  property  and  linen  which  they  wash  on  shore  and 
spread  on  the  veld  to  bleach  and  dry,  are  carried  off  and  stolen, 
yea ! even  in  their  presence,  by  the  brutal  natives  of  this  country, 
without  their  being  successful  in  recovering  them,  as  the  thieves 
at  once  decamp,  and  because  of  their  nimbleness  cannot  be  over- 
taken ; and  as  it  has  also  been  observed  that  is  not  done  only  by 
the  aforesaid  natives,  but  that  Netherland  residents,  residing 
here,  the  good  excepted,  have  a hand  in  it,  by  harbouring  the 
thieves  and  buying  from  them  for  a very  small  sum  the  stolen 
things,  by  which  means  the  aforesaid  persons,  instead  of,  according 
to  their  bounden  duty,  setting  a good  example  to  the  savages, 
and  dissuading  them  from  robbing  the  aforesaid  persons  of  their 
property,  more  and  more  instigate  them  to  steal  the  clothing  of 
the  ships’  Companies,  yea  ! to  such  an  extent  that  the  savages 
do  not  hesitate  to  pull  the  hats  and  caps  off  the  heads  of  the 
visitors  and  run  away  with  them,  and  afterwards  sell  them  to  the 
Netherlanders,  against  which  it  is  very  necessary  to  make 
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Mitsgaders  alle  enckelde  stuijvers  sender  pijlen,  sulcx  alleen 
van  de  stuijvers  geen  andere  als  die  met  de  7 pijlen  van  onsen 
algemeenen  Staet  gemunt  sijn  in  wandelinge  genaemt  besem 
stuijvertgens,  ganghbaar  sullen  wesen. 

Bij  aldien  eenige  Comp®  dienaren  ende  vrijluijden  van  dese 
bovenstaende  afgesette  penningen  onder  ben  luijden  nocb  moebten 
berustende  wesen,  ende  voor  desen  al  van  d’  E Comp®  bebben 
.ontfangen,  sullen  gebouden  wesen  deselve  binnen  den  tijt  van 
2 mael  24  uren  naer  de  publicatie  deses  aen’t  comptoir  deser 
fortresse  te  brengen  om  opgewisselt  ende  ingetrocken  te  worden, 
ende  die  langer  als  deselve  gestelde  tijt  wacbt,  sal ’t  bem  niet  goet 
gedaen  worden,  alsoo  wij  sulcx  bevinden  ten  meesten  dienste  van 
d’  E.  Comp®  albier  te  bebooren  elck  wacbte  bem  voor  sebade. 

Actum  in’t  Fort  de  Goede  Hope  adij  9®“  Augustij,  Anno 
1661,  ende  wijders  gepubliceert  ende  g’aflfigeert  ten 
selven  daege. 

Geteijckent, 

Jax'van  Riebeeck. 


Den  Commandeur  ende  Raedt,  etc.  doen  te  weten. 

Alsoo  langbs  soo  meer  vernomen  wort  uijt  de  geduijrige 
klacbten,  ons  ’t  elcken  voorcomende  van  de  luijden  (der)  albier 
aencomende  ende  passerende  sebepen  dat  baer  goederen  ende 
lijwaten  dewelcke  zij  albier  aen  lant  comen  wassen,  ende  op ’t 
velt  leggende  te  bleijcken  ende  droogen,  van  dese  lants  brutale 
jnwoonders,  jae  selffs  wel  in  bun  bij  wesen  ontnomen,  ende 
ontstolen  wort,  sonder  ’t  selve  oS  ijets  van  dien  wederom  te 
cunnen  becomen  doordien  se  ten  eersten  daermede  wegbloopen 
ende  vermits  bun  raddiebeijt  niet  te  acbterbaelen  sijn,  ende  oock 
gemerckt  sulcx  niet  alleen  bij  voorsz.  brutale  ofte  deses  lants  natie 
bier  won  ende  Nederlantse  jnwoonders  (de  vroome  buijten)  daer 
wierde  ondergespeelt  die  baer  weten  op  te  bouden  ende  voorsz. 
gestoole  ende  genome  goederen  voor  seer  geringe  prijse  aS  te 
coopen,  waerdoor  die  gemelte  luijden  in  plaetse  van  deselve 
brutale  menseben  volgens  baer  scbuldige  pliebt  met  goede 
exempelen  beboorde  voor  te  gaen,  ende  van  die  ontneminge  ende 
affrovinge  der  voorsz.  luijden  baer  goederen  aff  te  trecken,  de 
voorsz.  brutale  tot  bet  wegbnemen  ende  ontstelen  der  voorsz.  bier 
passerende  sebeeps  volck  baer  goederen  meer  ende  meer  opweoken 
ende  aenporren,  jae  soodanicb  dat  deselve  de  luijden  baer  boeden 
ende  mutsen  van  de  booffden  derven  afpnemen  ende  daermede 
deurlopen,  ende  gelijek  voorsz.  aen  de  Nederlanders  weten  U 
vercopen  waerinne  seer  nootsaeckelijek  dien  voorsien,  alsoo  sm 
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1661. 
27th  Aug. 


1661. 
23rd  Oct, 


provision,  as  sueli  conduct  in  an  incipient  and  struggling  colony 
may  not  be  tolerated ; therefore  the  Commander  and  Council  of 
the  oft-mentioned  Fort,  having  considered  the  great  audacity 
and  wantonness  of  the  aforesaid  brutal  savages  in  their  stealing 
of  the  said  goods,  as  well  as  the  vile,  ugly  and  shameful 
harbouring  of  the  aforesaid  natives  by  our  Netherlanders,  and 
their  buying  of  the  stolen  articles,  by  this  expressly  forbid  all  and 
everyone  to  accept  or  buy  any  goods  from  the  aforesaid  natives,  ^ 
no  matter  for  what  it  may  be,  that  is  to  say  goods  which  are 
known  and  can  be  recognized  as  having  been  stolen  by  them, 
as  such  goods  cannot  be  manufactured  or  brought  by  them  from 
the  interior,  on  pain  that  offenders  shall  be  corporally  punished 
in  public  as  boat  thieves,  and  should  any  one  be  able  to  point  out 
such  a thief  harbouring  such  boat'  thieves,  and  buying  from  the 
natives  such  stolen  goods  and  urging  them  to  do  so,  he  shall  receive 
a reward  of  10  reals  of  8,  and  his  name  be  kept  secret,  as  this 
course  is  deemed  best  in  the  interest  of  the  public. 

Done  in  the  Fort,  &o  , the  27th  August,  1661,  and  promulgated 
and  affixed  on  the  28th  following. 

(Signed)  Johan  van  Eiebeeck. 


Wakning. 

As  it  has  been  lately  found  to  our  great  loss  that  not  only 
among  the  slaves  of  the  Company,  but  also  among  those  of  some 
private  persons  and  freemen,  great  sickness  is  raging,  and  some 
deaths  have  already  occurred,  and  as  this  is  daily  growing  worse, 
without  our  being  able  to  discover  the  cause,  except  that  it  is 
presumed  by  some  that  it  is  the  result  of  eating  too  much  train  oil 
(of  which  the  slaves  are  very  fond) ; and  as  we  cannot  discover 
whence  they  obtain  the  oil,  unless  secretly  from  the  neighbouring 
freemen  or  by  buying  it  for  money,  the  Commander  and  Council 
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in  soo  een  beginnende  ende  opluijckende  Colonie  niet  moet  gele- 
den  worden,  soo  is ’t  dat  den  Commandeur  ende  Eaede  van  meer- 
gemelte  Fortresse  ingesien  hebbon  de  groote  stout  ende  moetwil- 
ligheden  van  de  voorsz.  brutale  in  steelen  der  gemelte  goederen  als 
de  vuijle  leelieke  ende  scbandelicke  aenhoudinge  der  voorsz.  natie 
door  onse  Nederlanders  geschiedende,  ende  ’t  affcopen  van  de 
ontnomen  ende  ontsloten  eoederen  bij  desen  alle  ende  een  ijegelijck 
wel  expresselick  verbieden  en  interdiceren  geenige  goederen  van 
de  voorsz.  natie  altoos  aen  te  nemen  of?  te  coopen  waervoor  bet 
oock  soude  mogen  wesen,  verstaende  van  goederen  die  men  weet 
ende  sien  can,  dat  bij  baer  genomen  ende  gestolen  moeten  sijn 
alsoo  sulcke  bij  baer  niet  gemaeckt  off  uijt ’t 
lant  gebracbt  en  werden,  op  pene  van  dat  de 
overfreders  van  dien  als  praemdieven  in  ’t 
openbaer  aen  den  lijven  sullen  gestrafft  ende 
gecorrigeert  worden,  ende  ijmant  soodanicb 
persoon  wetende  aen  te  wijsen  die  al  sulcken 
praemaieverije  sijn  opboudende.  ende  de  voorsz : natie  baer 
gestolen  goet  gelijck  voorsz.  aff  te  copen,  ende  daer  in  voeden,  sal 
daer  voren  genieten  een  vereeringe  off  premie  van  10  Eealen  van 
en  sijn  naem  verswegen  worden,  alsoo  sulcx  tot  dienst  ende 
welstant  van ’t  gemeen  bevonden  wort  te  beboren. 


Niemand  mag  soo- 
d anise  goederen  van 
de  Hottentooe  hande- 
ler,  die  men  voois- 
hant  weet  dat  gesto- 
len 8'jn. 


Gredaen  in ’t  Fort  de  Goede  Hope  adij  27™  Augustij  A“  1661, 
mitsgaders  gepronuncbieert  ende  g’affigeert  den  28'“" 
daeiaen  volgende. 

Getei  j ckent 


Jan  van  Eiebeeck. 


W aerscbouwinge. 

Nademael  men  nu  cortelingb  tot  groote  scbaede  gesien,  ende 
vernomen  beeft  dat  niet  alleen  onder  Comp®  maer  oock  onder 
eenige  particuliere,  ende  vrijluijden  slaven,  ende  slavinnen  groote 
sieckte  is  ontstaen,  ende  waervan  al  eenige  sijn  gestorven  ’t  welck 
nocb  dagelicx  meer  ende  meer  aen  ende  toenemende  is,  sender  te 
ounnen  vernemen  waer  uijt  te  spruijten  off  voor  te  comen,  anders 
ais  dat  bij  sommige  gepresumeert  wort  sulcx  wel  uijt  bet  al  te 
veel  traen  eeten  (na  dewelcke  sij  seer  geneegen  ende  graecb 
scbijnen)  soude  resulteeren,  ende  alsoo  wij  niet  cunnen  bemercken 
waer  sij  de  gemelte  traen  weten  te  crijgen  anders  als  van  de  bier 
omtrent  woonende  vrijeluijden  acbter  om  te  baelen,  ofte  voor  gelt 
te  coopen,  soo  beeft  den  Commandeur  ende  Eaedt  goet  gevonden 
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1661. 
24th  Nov 


have  decided  to  warn  both  servants  of  the  Company,  as  well  as 
freemen,  henceforth  not  to  give  or  sell  to  any  slaves  any  train  oil, 
under  what  pretext  soever,  but  as  much  as  possible  to  keep  it 
beyond  their  reach  and  prevent  them  from  obtaining  any 
opportunity  of  getting  any  in  an  underhand  way,  or  by  other 
means ; as  we  deem  this  the  best  course  for  the  prosperity  of  the 
public,  &c. 

Tlius  done,  &c.,  in  the  Fort,  &c.,  the  23rd  October,  1661. 


(Signed)  Johan  van  Riebeeck. 


Warning. 

As  at  present  the  aboriginals — Saldanhare,  Caapmen,  &c. — 
have  settled  with  their  huts  and  cattle  near  and  about  us,  yea ! 
some  of  them_  even  within^  the  lines  of  our  furthest  boundaries', 
and  as  great  sickness  is  raging  among  them  and  especially  among 
their  cattle,  which  when  dead  are  brought  in  by  them  in  pieces 
for  sale  as  if  killed  in  the  usual  manner,  and  which  they  barter  to 
our  people  in  every  direction  so  that  (may  God  better  it !)  great 
sickness  has  also  been  caused  among  us,  which  may  even  grow 
worse,  we  therefore  once  more  warn  both  Company’s  servants  and 
freemen  by  the  promulgation  of  this  Edict,  in  no  way  to  barter 
any  slaughtered  or  unslaughtered  cattle,  directly  or  indirectly  and 
under  no  pretext  whatsoever,  on  pain  of  the  punishments  decreed 
ere  this. 

Thus  done  in  the  Fort,  &e.,  the  24th  November,  1661. 


(Signed)  Johan  van  Riebeeck. 
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een  ijegelick  soo  wel  Oomp"  dienaren  als  vrijeluijden  te  waer- 
sohouwen,  ende  bij  desen  oock  te  verbieden,  dat  niemant  voortaen 
aen  geenige  slaven  oS  slavinnen  traen  sullen 
Aen  de  slaven  geen  laten  in  handen  comen  ofte  vercoopen  voor  wat 
Ss^mL^pTesumTert  mochte  wesen,  maer  deselve  soo  veel  doen- 
dat’t  eeten  van  da-  lijck  uijtde  bant  tehouden,  ende  alle  gelegent- 
selve  de  deed  cans-  beijdt  maken  te  benemen,  om  die  uijt  baere 
’ buijsen  acbterom  off  met  andere  middelen  te 

cunnen  baelen,  alsoo  sulcx  tot  welvaert,  ende  dienst  van ’t  gemeen 
verstaen  ende  bevonden  wort  te  bebooren. 

Aldus  gedaen  in’t  Fort  de  Goede  Hoope  adij  23'^“  8*'“  A 
1661. 


Ende  was  geteijckent, 

Jan  van  Eiebeeck. 


W aerscbouwinge. 

Als  jegenwoordigb  dese  lants  inwoonders,  Saldanb’’"  Caepmans 
&c*.  baer  woningen  en  vee  dicbt  omtrent,  jae  sommige  al  binnen 
onse  uijtterste  lantweer  ontbouden,  ende  dat  onder  deselve  als 
oock  principal:  onder  baer  bestiael  groote  sieckte  is,  ’t  welcke 
daervan  gestorven  sijnde  sijl:  aen  stucken  te  coop  aen  brengen, 
ende  als  oft  bet  geslacbt  was,  overal  aen  d’  onse  comen  verruijlen 
waerdoor  onder  ons  (Godt  betert),  mede  groote  sieckte  sijnde, 
deselve  nocb  meerder  soude  cunnen  doen  toenemen,  soo  is’t  dat 
wij  een  ijegol;  soowel  Comp®  dienaren  als  vrijeP“  bij  desen  nocb- 
maels  waerscbouwen,  ende  belasten  gel : deselve  bij  promulgatie, 
ende  afbctie  deser  doen  mits  desen,  dat  bun  niemant  wie  bet  oock 
soude  mogen  zijn  hem  in  ’t  alderminste  en  sal  bemoeijen  eenicb 
Geen  geslacht  of  on-  geslaobt  offte  ongeslacbt  vee  te  ruijlen  direc- 
geslacht  vee  van  de  teP  nocb  indirecteP  onder  wat  pretext  bet  oock 
Hottentoos  te  han-  mocbte  wesen,  op  pene  voor  dato  daerop 
gestelt. 


Aldus  gedaen  in’t  Fort  de  Goede  Hoope,  den  24'^ 
A“1661.  Ende 

Was  geteijckent, 


Novemb : 


1«61. 
23en  Oct. 


1661. 
24en  Nov. 


Jan  van  lliEBiiEUK. 
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1661 

16th  Dec. 


W.4lRNING. 

Whereas  in  consequence  of  the  dry  season  the  grass  is  getting 
very  dry  and  may  easily  take  fire,  which  may  cause  greft  loss^ 
easdv'readrth  been  examples,  and  as  the  fiames  may 

in  th^  as  the  hedges 

in  the  Company  s gardens,  and  as  some  act  very  thoughtlesslv  in 

~ o1lL‘r  “ -all  danger  of  crops  and^  hedXSh 

forbSdL  tn  « freemen  are  warned  and  expressly 

Si  ? u f .T"  g^ass,  rushes  and  cripple 

bushes,  or  to  shoot  there,  that  no  corn,  hedges  or  houses  in  the 

2S  1 be  consumed 

on  pain  of  20  reals  and  compensation  for  the  loss,  or  even  severer 
correction  as  the  case  may  require. 


Every  one  shall  also  expressly  beware  of  stopping  the  water- 
ourses  in  this  1 able  Valley,  or  leading  the  water  away  to  their 
land,  no  matter  m what  manner  or  with  what  pretence  ^uch  mav 
be  done,  on  pain  of  6 reals  for  each  offence,  as  the  mill  and  othe? 
affairs  are  impeded  in  consequence. 

Thus  done  in  the  Fort,  &c.,  the  16th  December,  1661. 

(Signed)  Johan  van  Eibbeeck. 


1661. 
18th  Dee. 


The  Commander  and  Council,  &c. 

Whereas  it  has  been  observed  with  regret  that  many  do  not 
hesitate,  notwithstanding  previous  ordinances  and  warniuo-s,  to 
abandon  themselves,  even  on  Sundays,  to  drunkenness"  and 
debauchery  and  thus  desecrate  so  wickedly  the  day  of  the  Lord- 
it  has  been  deemed  necessary  in  order  to  prevent  this,  and  improve 
matters  once  more  to  publish  the  following  in  the  form  of  a 
placcaat,  viz : — ° 


That  the  tappers  or  innkeepers  shall  not  at  night,  after  the 
watch  has  been  set,  dispense  any  drink  to  any  one,  on  pain  of  2 
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W aerschouwinge, 

Alsoo ’t  gras  vermits  ’fc  drooge  saijsoeu  seer  droogh  wordende, 
door  eenigh  vuur  licht  in  den  brant  can  comen  te  geraecken  dat 
dan  tot  groote  schade  gelijck  voor  desen  daervan  al  exempelen 
gebleecken  en  ondervonden  zijn  lichtelijck  in  ’t  rijpecoorn  (jegen- 
woordigh  beginnende  gemaijt  te  worden)  ende  de  heggen  van 
Comp®  thuijnen  vlicbt  ende  gemerckt  eenige  al  wat  lichtveerdich 
daermede  te  werck  gaentot  geen  cleijn  pericul  van ’t  verbaelde,  soo 
wort  een  ijder  bij  desen  soo  wel  Comp®  dienaren  als  vrijeluijden 
gewaerscbouwt  ende  wel  expresselijck  verboden  op  genige  plaetsen 
bet  drooge  gras,  bies,  offte  creupel  bossen  in 
Ta  de  drooghe  tijt  brant  te  steecken  ofEt  te  schieten  opdat  daerdooi 
fe^Bteken*  geen  coorn,  heggen  ofite  huijsen  op  ’tlant  ende 

bier  aen ’t  fort  off  ergens  anders  comen  aff  te 
branden,  op  pene  van  20  realen  ende  vergoedinge  der  scbade  offte 
met  swaerder  correctie  nae  exigentie  van  saecken. 

Celijck  sicb  ook  elck  wel  expres  sal  hebben  te  waohten  de  water 
spruijten  in  dese  Tafel  valeij  te  stutten,  over  off 
op  ’t  lant  te  verleijden,  in  wat  maniere  ende 
onder  welcken  scbijn  sulcx  oock  mocbte  wesen, 
op  6 r”  boete ’t  elcken  reijse  te  verbeuren,  soo 
wel  vrijel”  als  Comp"  dienarsn,  alsoo  de  meulen 
ende  ander  saeoken  daerdoor  verbindert  worden. 

Aldus  gedaen  in’t  Fort  de  Goede  Hoope  den  16™  X*"™  A°  1661  • 

Was  getijckent 

Jan  van  Riebeeck. 


Geene  water  sproij  ten 
indeTaefifel  valleij  te 
stutten  o£E  op  ’t  lant 
te  verleijden. 


Den  Commandeur  ende  Raedt,  &c. 

Alsoo  tot  leetwesen  vernomen  wort  dat  baer  vele  niet  ontsien 
niet  jegenstaende  voor  dese  gedane  interdictien  en  waerscbou- 
winge  seifs  op  Zondagen  soowel  als  andere  boge  tij  den  scbandel : 
te  verloopeu  met  droncken  drincken  ende  deboucberen,  mitsg® 
den  dag  des  Heeren  daerdoor  seer  GodtloseUjck 
Vernieuwt  den  23  te  ontbeijligen  &c.  SOO  is  tot  vooroominge  van 
Ad^iLm^den  Julij  sulcx  ende  wes  meer  tot  verbeteringe  moobte 
1670.  dienen  en  vereijscben  nodicb  geacht  dit  navol- 

gende  bij  forme  van  placoate  op  nieuw  weder 
openbaer  te  laeten  pronuncbieeren  ende  affigeren  namentF. 

Dat  de  tappers  offte  berbergiers  des  nacbts  nae  besette  waobt 
geen  gelagen  sullen  setten,  noobte  ijmant  tappen  offte  sobencken 
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16enDec, 
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1661. 
18th  Dec. 


reals  for  the  first,  4 for  the  second,  and  10  for  the  third  offence, 
for  every  person  as  may  be  discovered  during  one  watch  in  their 
establishments ; nor  shall  they  he  allowed  to  tap  or  dispense  any 
liquor,  much  less  tolerate  any  persons  at  their  houses,  under 
whatsoever  pretext  it  may  be,  on  Sundays,  Holy  or  Sermon  days, 
beiore  or  during  the  Service,  on  pain  of  forfeiting  6 reals  of  8 in 
the  case  of  the  host  in  whose  house  anyone  may  be  found,  and  1 
real  in  the  case  of  every  one  discovered  drinking  in  it.  And  who- 
soever shall  be  found  having  tapped  to  a soldier’ or  arquebusier  of 
the  garrison  after  sunset,  or  harboured  any,  without  consent  of 
their  officers  shall  not  only  forfeit  for  the  first  time  10,  for  the 
second  20,  and  for  the  third  offence  50  reals  of  8,  but  moreover  be 
prohibited  from  carrying  on  a tap  business  for  12  months ; and 
whosoever  shall  tap  during  the  working  hours  of  the  day,  when 
every  one  is  to  attend  to  his  duties,  shall  pay  half  a fine ; but  a 
Company  s servant  being  found  during  the  night,  after  the  watch 
has  been  placed,  in  any  tavern  or  away  from  his  watch  without 
consent  of  his  officer  or  of  the  authorities,  shall  forfeit  6 reals  of  8 
and  receive  50  lashes,  or  be  even  more  severely  punished  as  the 
case  may  require. 


, And  in  order  to  prevent  all  deplorable  accidents  which  result 
from  drink,  the  tappers  shall  be  bound  to  demand  the  knives  of  all 
■wffio  enter  their  premises  to  drink,  on  pain  of  3 reals  for  the  first 
offence,  and  half  a month’s  suspension  of  their  business  for  the 
second.  And  should  anyone  be  wounded  on  their  premises  they 
shall  at  once,  or  at  least  within  an  hour  notify  it  to  the  Officer 
(Fiscal)  on  pain  of  a fine  of  40  reals  of  8 every  time  that  they 
neglect  to  do  so. 

But  should  a niurder  occur  at  their  house,  they  shall  be  bound, 
should  it  be  practicable,  to  apprehend  the  murderer  and  keep  hirn 
in  detention  in  order  to  be  delivered  into  the  hands  of  justice  to  be 
punished ; and  should  they  be  unable  to  do  so,  they  shall  notify 
the  crime  by  shouting  and  spreading  the  alarm  and  notifying  the 
same  to  the  Officer  within  the  time  above  mentioned,  on  pain  of  a 
fine  of  200  reals  of  eight. 


And  as  there  are  still  found  persons,  who  do  not  hesitate, 
contrary  to  all  the  ordinances  issued  before  this  date,  to  swindle 
the  ordinary  individual  here  out  of  his  goods,  advanced  to  him  on 
account  for  clothing  and  necessary  changes  and  pay  him  only  half 
their  value  and  often  much  less,  as  was  only  seen  the  other  day, 
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op  2 E"  voor  d’eerste,  4 voor  de  2"  mael  ende 
NabeBette  wachtgeen  20  E"  van  S'""  voor  de  3'‘rei]se  voor  soo  menigen 
^manT te  ta^ppln^  perfioon  als ’t  haren  huijse  in  eene  wacht  daerop 
bevonden  wort,  nocbte  en  sullen  oook  niet 
mogen  tappen  ofite  gelagen  setten  veel  mineenige  luijden ’t  haren 
buijse  gedogen,  in  wat  schijn  off  preteoxt  bet  mocbte  wesen,  op 
Zon-,  vier-,  offte  sermoendagen  voor  off  onder  het  sermoen  op  ver- 
beurte  van  6E"  van  8™  voor  denwaert  inwiens 
Niet  te  tappen  voor  2iuijs  ijmant  wort  bevonden,  en  een  gelijcke 
oatie.'^  e p»e  i-  ij(2er  persoon  aldaer  in  gelage  sittende 

te  verbeuren,  ende  die  bevonden  wort  een  sol- 
daet  off  boss*^  albier  in  guarnisoen  leggende,  nae  sonnen  onder- 
Aengcengnarniscens  g^^apt  offle  geherbergbt  te_  bebben 

voick  naer  son  onder-  buijten  consent  van  sijn  overbeijt  sal  met  alleen 
derganck  te  mogen  verbeuren  voor  d’eerste  reijse  10,  voor  de  2®  20, 
tappen.  voor  de  3®  reijse  50  E°  van  maer  daer- 

enboven  in  den  tijt  van  12  maenden  geen  tap  ofte  gastneringe 
mogen  doen  ende  ijmant  staende  den  tijt  bij  dage  dat  elck  sijn 
dienst  moet  waernemen,  tappende,  sal  halve  boete  sijn,  maer  een 
Comp^  dienaer  des  naebts  nae  besette  wacht,  buijten  consent  van 
sijn  officier  ofte  overicb‘  in  een  berberge  offte  van  sijn  besobeijden 
wacbtplaetse  bevonden  wordende,  sal  6E"  van  8®"  verbeuren  met 
50  slagen  gelaerst,  offte  wel  swaerder  naer  gelegenth*  der  personen 
en  saecken  gecorrigeert  worden. 

Soo  sullen  de  tappers  oock  gebouden  sijn  tot  voorcominge  van 
alle  droevige  onheijlen  die  door  den  dranck 
plegen  en  comen  te  gesebieden  de  gasten  die 
’t  haren  buijse  comen  drincken  haere  messen 
affte  vorderen  op  3E“  boete  voor  d’eerste  ende 
1 m*"  Interdictie  van  de  tapneringe,  voor 
de  2®“  reijse  ende  ijmant  ’t  haren  buijse  gequest  wordende  op 
staende  voet  offte  ten  minsten  binnen  een  uijr  tijts  ’t  selve  den 
officier  bekent  maken  op  verbeurte  van  40  E"  van  8®"  soo  menicb 
mael  hierinne  ijmant  versuijmigh  sal  bevonden  worden,  maer  een 
dootslagb  in  baer  buijs  gesebiedende  sijn  gebouden,  soo  ’t  doen- 
lijck  sij  den  dootslager  in  apparentie  te  nemen  ende  vastbouden 
om  in  handen  van  de  Justitie  te  cunnen  gel  evert  en  gestrafft  te 
worden,  offte  altoos  sulcx  onmacbtigb  sijnde ’t  selve  met  roepon 
ende  geruebt  maecken  betuijgen  ende  den  officier  insgelijex  binnen 
bovengenoemde  tijt  daervan  kennisse  en  cuntsebap  te  doen  bebben 
op  verbeurte  van  200  E"  van  aebten. 

Ende  dewijle  datter  noch  al  luijden  gevonden^ worden  die  baer 
niet  en  sebroomen  tegen  alle  voor  dato  geclaene  vermaningen  en 
Degoederenepreeok:  verboden  gans  leelijck  den  gemenen  man 
verstreckt  aen’t  guar-  albier  baer  goet  (op  reeck®  crijgende  tot 
nisoans  volckhaerniet  cledinge  ende  nodige  verseboninge)  voor  halff 
»fl  tetrogge  en  &c“.  minder  aff  te  troggelen  endq 


D’htrbergieiB  moeten 
d’aencomende  gasten 
tot  voorkomiEge  van 
alle  onheijlen  de  mes- 
sen aff  vorderen. 
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which  is  not  only  vile  usury,  but  also  tends  to  the  complete  ruin 
of  the  lower  classes,  which  are  always  kept  so  naked  and  destitute, 
that  they  will  never  be  able  to  get  so  far  as  to  have  or  retain  a 
cover  to  their  backs — it  is  once  more,  in  order  to  prevent  this  evil, 
expressly  forbidden,  that  henceforth  any  one  shall  dare  to  commit 
such  acts  of  spoliation,  or  buy  anything  (of  the  nature  above 
mentioned)  from  the  ordinary  individual  (gemeenen  man)  whether 
at  full  or  half  price,  and  especially  not  accept  them  as  payment  for 
debt  inciured  for  strong  drink,  as  it  is  understood  that  the  inn- 
keepers have,  independent  of  that,  profit  enough. 


Therefore,  whoever  shall  be  found  having  acted  contrary  to 
this,  shall  forfeit  the  goods  thus  brought,  and  moreover  be  con- 
demned to  a fine  of  .10  reals  of  8 for  every  oSence. 

Hence  they  are  also  to  remember  the  warning  that  no  debt  of 
the  Company’s  servants  higher  than  six  stivers,  and  in  the  case  of 
strong  drink  or  any  trucking  (quanselary)  shall  be  taken  into 
consideration,  as  this  is  deemed  the  best  course  to  prevent 
dissipation,  as  well  as  in  the  interests  of  the  public. 

Thus  done  in  the  Fort  the  Good  Hope,  this  the  15th  dav  of 
December,  1661. 

By  order  of  the  Commander,  &c. 


(Signed)  Hendrik  Lacus, 
Secretary. 
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coopen  gelijck  sulcx  noch  onderdaeghs  gebleecken  is,  en 
’t  welck  niet  alleene  een  vuijle  woecker  zij,  maar  oock  is 
streckende  om  den  gemene  volcke  gansch  ende  gaer  uijt  te  suijpen 
en  altiits  soo  naeckt  ende  bloot  te  bouden  datdeselve  nimmer  meer 
voor  de  coude  een  cleet  aen’t  lijfi  souden  crijgen  offte  behoudeu, 
soo  wort  mede  en  opnieuws  nocbmael  tot  voorcominge  van  dien  bij 
desen  wel  expresselijck  g’interdiceert  ende  verboden,  dat  sicti 
niemant  voortaen  en  vervordere  meer  soodanigbe  uijtsuijpei’ije  te 
plegen  nocbte  ijetwes  (van  natuijre  bier  vooren  aengeroert)  den 
gemeenen  man  aft  te  copen,  ’t  zij  voor  heel  off  halff  gelt  en  inson- 
derheijt  oock  niet  altoos  over  scbult  van  sterckeu  dranck  aen  te 
nemen,  alsoo  verstaen  wort  de  berbergiers  buijten  den  proffijt 
genoegh  sijn  bebbende. 

Soo  wie  dan  ter  contrarie  bevonden  wort  sal  niet  alleen  ver- 
beuren  ’t  gecocbte  goet  maer  daer  en  boven  oock  vervallen  in  een 
amende  van  lOE,™  van  8™  soo  dickmaels  bevonden  worthier  tegeus 
gepexeert  te  zijn,  waeromme  bij  desen  bun  oock  gewaerscbout 
sullen  moeten  bouden  dat  geen  scbult  van  Comp®  dienaers  boger 
als  6 stuijvers,  docb  van  stercken  dranck  offte  eenige  quanselarij 
geensints  in  consideratie  genomen  sal  worden,  alsoo  sulcx  tot 
preventie  en  voortcominge  van  de  boucke  ende  ten  besten  van ’t 
gemeen  ten  boogbsten  dienstigb  bevonden  wort  te  beboren. 

Aldus  gedaen  in’t  Fort  de  Goede  Hoope  adij  18  Xber  1661. 
Item  10  Julij  1657, 

Ter  ordonnantie  van  den  Commandeur,  &c  , 

Was  get eijckent, 

Hendrik  Lacus,  Secretaris. 


1661. 

1 Sen  Dec. 


